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PROCEEDINGS AT THE MEETINGS 
OF THE PHYSICAL SOCIETY 

SESSION 1932-33 

Except where the contrary is stated, the meetings were held at the Imperial College 
of Science and Technology, South Kensington, 

October 7, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Sidney Weintroub and Elsie A. Simmons were elected to Fellowship of the 
Physical Society. 

The President announced that Alan Hunter had been elected to Student 
Membership of the Society. 

A lecture was delivered by Dr J. W. French, F.Inst.P., on “The manufacture 
of optical glass.” The lecture was illustrated by lantern slides and specimens. 

October 21, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Albert E. Bennett, Thomas Alty, George B. H. Haskard, Alexander Harvey, 
Jarl A. Wasastjema, and Frederick Charles Smith were elected to Fellowship of the 
Physical Society. 

The President announced that Marcus Campbell Goodall had been elected to 
Student Membership of the Society. 

The following papers were read: 

“New apparatus for rapid spectrophotometry of liquids in the ultra-violet 
region,” by F. Twyman, F.R.S. 

“An experimental study of electrical discharge in gases at normal temperatures 
and pressures,” by J. D. Stephenson, B.Sc., Armstrong College, Newcastle-on- 
Tyne. 

“A new type of pendulum clock,”-by G. A. Tomlinson, B.Sc. 

“A photographic method of deriving optical constants of the metals,” by 
S. E. Williams, B.Sc. _ 

November 4, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Donald Laurence Hodge was elected to Fellowship of the Physical Society. 

The President announced that F. A. Watson, Robert Henry Taylor Jesson, and 
Humphry Montague Smith had been elected to Student Membership of the Society. 
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X Proceedings at meetings 

The following papers were read: 

“A further point of analogy between the equations of the quantum theory and 
Maxwell’s equations,” by M. Fahmy, The Egyptian University, Cairo. 

“ The elastic constants of rocks, with a seismic application,” by T. C. Richards, 
A.R.C.S., B.Sc., D.I.C. 

‘‘A common misapprehension of the theory' of induced magnetism,” by L. R. 
WiLBERFORCE, M.A., Lyon Jones Professor of Physics, The University of Liverpool. 

A lecture on “Kinematic supports and clamps” was delivered by Prof. L. R. 
WiLBERFORCE. 


November i8, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Donovan Chilton, Frank Walter Dawe, and Charles Thomson Rees Wilson were 
elected to Fellowship of the Physical Society. 

The following papers were read; 

“ The measurement of surface tension,” by T. C. Sutton, Research Department, 
Royal Arsenal, Woolwich. 

“A sensitivity-control for the Lindemann electrometer,” by L. G. Grimmett, 
B.Sc., Assistant Physicist, Westminster Hospital, London. 

“An investigation into the flow of air in pipes,” by B. Lloyd-Evans, M.Sc. 
(Eng.), M.I.Mech.E., and S. S. Watts, B.Sc. (Eng.), University College, London. 

“Vibrations produced in bodies by contact with solid carbon dioxide,” by 
Mary D. Waller, B.Sc. 

The last paper was illustrated with a demonstration. 

December 2, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Thomas Smithies Taylor was elected to Fellowship of the Physical Society. 

The President announced that E. D. Eyles and James Harvey Nelson had been 
admitted to Student Membership of the Society. 

The following papers were read: 

“Time-marking a cathode-ray oscillogram,” by Lewis F. Richardson, F.R.S. 

“The generation and reception of wireless signals of short duration,” by 
J. F. Herd, A.M.I.E.E., Radio Research Station, Slough. 

“A comparison of the frequency-change and group-retardation methods of 
measuring ionized-layer equivalent heights,” by R. Naismith, A.M.I.E.E, 

“The influence of atmospheric suspensoids upon the earth’s electric field, as 
indicated by observations at Kew Observatory,” by H. L. Wright, M.A. 



Proceedings at meetings xi 

December i6, 1932. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.In8t.P., in the Chair. 

Charles T. Archer and Nelson King Johnson were elected to Fellowship of the 
Physical Society. 

The President announced that G. F. Adams, F. Blythem, Ronald W. A. Buswell, 
William Douglas Bradley, Walter J. C. Chappie, Ronald Walter Douglas and 
D. P. McKeon were elected to Student Membership of the Society. 

The following papers were read: 

** A method for the determination of the specific heats of liquids, and a determina¬ 
tion of the specific heats of aniline and benzene over the approximate range 20° to 
50° C.,” by Allan Ferguson, M.A., D Sc., F.Inst.P., and J. T. Miller, B.Sc. 

“The ionosphere as a doubly refracting medium,” by Prof. E. V. Appleton, 
F.R.S., and G. Builder, B.Sc., King’s College, London. 

“The Appleton-Hartree formula and dispersion curves for the propagation of 
electromagnetic waves through an ionized medium in the presence of an external 
ma^etic field. Part i ; Curves for zero absorption,” by M. Taylor, M.A., Ph.D. 

“A new apparatus for the measurement of the earth’s magnetic field,” by 
L. F. Bates, Ph.D., F.Inst.P., Reader in Physics, University College, London. 

“The flow of liquid suspensions,” by E. G. Richardson, B.A., Ph.D., D.Sc., 
and E. Tyler, D.Sc., F.Inst.P. 

“A model to illustrate the motion of a diatomic rotator with two degrees of 
freedon,” by Lewis Simons, D.Sc., F.Inst.P., and E. H. Smart, M.A., Birkbeck 
College, London. 

January 3, 4 and 5, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

The twenty-third Annual Exhibition of scientific instruments and apparatus was 
held at the Imperial College of Science and Technology. 

The follow'ing discourses were delivered at the Exhibition: 

January 3. “ Surface tension and its measurement,” by Allan Ferguson, M.A., 
D.Sc., F.Inst.P. 

January 4. “ Cathode ray oscillography,” by R. A. Watson Watt, B.Sc., A.M.I.E.E., 
F.Inst.P. 

January 5. “Time measurement; old and new,” by F. Hope-Jones, M.I.E.E., 
F.R.A.S. 


January 20, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Charles William Oatley was elected to Fellowship of the Physical Society. 
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xii Proceedings at meetings 

The President announced that Abraham Isidore Vangeen and Herbert James 
Harold Starks had been elected to Student Membership of the Society. 

The following papers were read: 

“Notes on the method of least squares,” by Sir Arthur S. Eddington, M.A., 
D.Sc., F.R.S. 

“On radiometer action and the pressure of radiation,” by Mary Bell, B.Sc., 
A.R.C.S., and S. E. Green, B.Sc., A.R.C.S., D.I.C., Imperial College of Science 
and Technology. 

“The wet-and-dry-bulb hygrometer: the relation to theory of the experimental 
researches of Awbery and Griffiths,” by F. J. W. Whipple, M.A., Sc.D., F.Inst.P., 
Kew Observatory. 

“The control of ignition-coil discharge characteristics,” by G. I. Finch, M.B.E., 
and R. W. Sutton, Imperial College of Science and Technology. 

“The temperature coefficient of the Weston standard cell,” by P. Vigoureux 
and S. Watts, National Physical Laboratory. 


February 3, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

K. Rangadhama Rao, M. A. Elsherbini, Walter Gasson, Ernest Cuthbert 
Atkinson, Henry Rottenburg, D. R. Bhawalkar and John Hewitt Jellett Poole were 
elected to Fellowship of the Physical Society. 

The President announced that P. S. Nilakantan and V. N. Dani had been elected 
to Student Membership of the Society. 

The following papers were read: 

“Relations between the combination coefficients of atmospheric ions,” by 
F. J. V/. Whipple, M.A., Sc.D., F.Inst.P., Kew Observatory. (Read in title only.) 

“The crystalline state of thin spluttered films of platinum,” by Prof. G. P. 
Thomson, F.R.S., Norman Stuart, B.Sc., and C. A. Murison, M.A., Imperial 
College of Science and Technology. 

“Weekly measurements of upper-atmospheric ionization,” by Prof. E. V. 
Appleton, M.A., D.Sc., F.R.S., and R. Naismith, A.M.I.E.E., King's College, 
London. 

“An automatic recording method for wireless investigations of the ionosphere,” 
by J. A. Ratcliffe, M.A., and E. L. C. White, Cavendish Laboratory, Cambridge. 

February 17, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Peter Kapitza, Ralph Stanley Chambers and Roy Witty were elected to Fellow¬ 
ship of the Society. 



Proceedings at meetings xiii 

The President announced that Frederick Henry George Pitt had been admitted 
to Student Membership of the Society. 

The following papers were read: 

“The transmission of heat through fabrics,” by M. C. Marsh, M.A., B.Sc., 
F.InstP., Wool Industries Research Association. 

“A compact electromagnet for general purposes,” by L. F. Bates, Ph.D., 
F.Inst.P., Reader in Physics, and B. J. Lloyd-Evans, M.Sc. (Eng.), M.I.Mech.E., 
University College, London. 

“On the spurious ring exhibited by fluorescent screens,” by J. V, Hughes, 
A.R.C.S., B.Sc. 

“The direct recording of relative intensities by means of a microphotometer,” 
by N. Thompson, B.Sc., The University, Sheffield. 

A demonstration of short-wave radio apparatus was given by Dr W. L. Yates 
Fish, University College, London. 

• March 3, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.InstP., in the Chair. 

In the lecture theatre of the Western Electric Company, Ltd., Bush House, 
Kingsway, W.C. 2. 

The President announced that L. F. Berry had been admitted to Student 
Membership of the Society. 

A demonstration of the artificial larynx was given by Major Gerald Jacques, 
M.I.E.E., of the Western Electric Co., Ltd. 

By the courtesy of the Western Electric Co., Ltd., cinema films concerned with 
sound-recording and allied subjects were shown. 

March 17, 1933. 

Annual general meeting. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

The Minutes of the previous Annual General Meeting were read and accepted 
as correct. 

The reports of the Council and Hon. Treasurer and the accounts were adopted. 

The Officers and Council for 1933-1934 and the Auditors were elected. 

Votes of thanks were accorded to the retiring Officers and Council and to the 
Governors of the Imperial College of Science and Technology. 

Ordinary meeting. 

William Frederick Floyd, Leonard George Holden Huxley and Edmund Ramsay 
Wigan were elected to Fellowship of the Society. 



xiv Proceedings at meetings 

The following presentations to the joint library were announced from the Chair 
as having been received since the last meeting; the thanks of the Society were 
accorded to the donors. 

From Mr A. Warren: 

Thomson, Sir William. Popular Lectures and Addresses. Vol. i. 

Larmor, Sir Joseph. Aether and Matter. 

Fourier, Joseph. The Analytical Theory of Heat. 

Havelock, T. H. The Propagation of Disturbances in Dispersive Media. 

Reprints from the Bulletin of the Bureau of Standards. 

From Mr D. Oliver: 

Journal of the Institution of Electrical Engineers. Vols. 33-54 (less 47). 

From Sir Richard Paget: 

About 500 reprints of papers from the Bell Telephone Laboratories, New York. 

Gifts of missing parts from the runs of certain periodicals were announced from 
Major E. O. Henrici and Miss Mary Waller. 

The following papers were read: 

“A method for the determination of the thermal conductivities of rocks,” by 
H. A. Nanc.\rrow, B.Sc., A.Inst.P. 

“A note on the Kerr cell,” by E. E. Wright, B.Sc. 

“ Tables to facilitate the calculation of the temperature-distribution inacylinder,” 
by H. A. Nancarrow, B.Sc., A.Inst.P. 

“An experiment bearing on Talbot’s bands,” by the late A. C. G. Beach, B.Sc., 
A.Inst.P. 

April 7, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Bruce Chalmers and Arthur Joseph Woodall were elected to Fellowship of the 
Society. 

It was announced that the Council had elected E. G. Jones, P'. J. Martin and 
P. C. Sethi to Student Membership of the Society. 

The following papers were read: 

“The diffraction of X-rays by liquid sulphur,” by A. H. Blatchford, M.Sc., 
University of Reading. 

“The hyperfine structure of perturbed series,” by E. Gwynne Jones, Imperial 
College of Science and Technology. 

“Quartz as a standard for accurate lattice-spacing measurements,” by A. J. 
Bradley, Ph.D., and A. H. Jay, M.Sc., University of Manchester. 

“The thermal conductivity of water,” by L. H. Martin, Ph.D., and K. C. 
Lang, M.A., M.Sc., University of Melbourne. 
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“Way 5, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.In8t.P., in the Chur. 

Syed Mehdi Ali and George Arthur Sutherland were elected to Fellowship of 
the Society. 

The President announced that a new seal, designed 
by Mrs Mary Gillick, an illustration of which is shown 
herewith, and press had been presented to the Society by 
the Honorary Treasurer, Mr R. S. Whipple. The thanks 
of the Society were ordered to be presented to Mr Whipple 
for his generous gift. 

A paper on “The measurement of visual sensations,” 
was read by N. R. Campbell, Sc.D., F.Inst.P., and followed 
by an extensive discussion in which the following took part: 

Dr R. T. Beatty, Mr R. J. Bartlett, Mr J. Guild, Dr W. D. Wright, Mr T. 
Smith, Dr J. H. Shaxby, Major J. L. P. Macnair, Capt. C. W. Hume, Dr J. O. 
Irwen, The Rev. R. S. Maxwell, Dr R. A. Houstoun, and Dr L. F. Richardson. 

The following papers were read: 

“ The measurement of the viscosity of a molten metal by means of an oscillating 
disc,” by V. H. Stott, M.Sc., National Physical Laboratory, Teddington. 

“Two simple methods of abso>ute measurement of electrical resistance,” by 
H. R. Nettleton, D.Sc., Lecturer in Physics, Birkbeck College, and E. G. Balls, 
M.C., B.Sc., A.I.C., Research Student, Birkbeck College. 



May 19, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

L. D. J. A. Dunoyer, Cecil Ernest Eddy, George Charles Eltenton, John Joseph 
McHenry and Ronald Leslie Moore were elected to Fellowship of the Society. 

The following papers were read: 

“ Interference tones in superheterodyne receivers,” by W. F. Floyd, B.Sc. 

“A method of measuring the specific heats of poor conductors,” by W. G. 
Marley, M.Sc. 

“The demonstration of eddy currents in conductors of various shapes,” by 
D. Brown, Ph.D., Auckland University College, New Zealand. 

“The absence of fine structure in the arc spectrum of silver,” by S. Toi.ansky, 
Ph.D., A.Inst.P. 

“ Thermomagnetic hysteresis in steel,” by W. Y. Chang, M.S. (Yenching), and 
William Band, M.Sc., Professor of Physics, Yenching University, Peiping, China. 


xvi Proceedings at meetings 

June 2, 1933. 

The President, Prof. A. O, Rankine, O.B.E., D.Sc., F.InstP., in the Chair. 

Geoffrey Ghey was elected to Fellowship of the Society. 

An illustrated account and demonstrations of recent developments in infra-red 
photography were given by Mr Olaf Block, F.I.C. 

The following papers were read: 

“Observations on the intensity of low-frequency sounds close to a metal air¬ 
screw,*’ by C. F. B. Kemp, A.R.C.S., B.Rc., A.Inst.P. 

“The visibility of objects in a searchlight beam,” by W. M. Hampton, Ph.D., 
F.Inst.P. , ^ _ _ 

June 16, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

T. T. Thomas was elected to Fellowship of the Society. 

The tenth Duddell Medal was presented to Prof. Wolfgang Gaede. 

The eighteenth Guthrie Lecture was delivered by Prof. M. Sikgbahn of the 
University of Upsala, who took as his subject “ Studies in the Extreme Ultra-Violet 
and the Very Soft X-ray Region.” 


7, 1933. 

The President, Prof. A. O. Rankine, O.B.E., D.Sc., F.Inst.P., in the Chair. 

Geoffrey Builder w’^as elected to Fellowship of the Society. 

The following presentations to the joint library were announced from the Chair 
as having been made since the last meeting; the thanks of the Society were accorded 
to the donors. 

Peters, S. P. Meteorological Office, Geophysical Memoirs No, 56, Professional Notes^ 
Nos, 59 and 64. Presented by the author. 

Edgcumbe, K. and Ockenden, F. E. J. Industrial Electrical Measuring Instruments, 
Presented by the authors. 

Gladstone, J. H. and Tribe, A. The Chemistry of the Secondary Batteries of Plante 
and Faure, Presented by Mr B. M. Neville, A.Inst.P. 

The following papers were read: 

“Conditions for securing accuracy in spectrophotometry,” by F. Twyman, 
F.Inst.P., F.R.S., and G. F. Lothian, B.A. 

“Studies in interferometry—II. The construction, testing and use of reflection 
echelons for the visible and ultra-violet regions,” by W. Ewart Williams, M.Sc. 

“Two methods of ionospheric investigation,” by E. V. Appleton, M.A., D.Sc., 
F.R.S. 
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“A high-temperature X-ray camera for precision measurements,” by A. H. 
Jay, M.Sc, 

" The intensities of bands in the spectrum of boron monoxide,” by A. Elliott, 
Ph.D., D.Sc. 

“Pressure effects in the spectra Xe i and Xe ii,” by J. F. Heard, Ph.D. 
“Hyperfine structure in the spark spectrum of cadmium,” by E. Gwynne 
Jones. 

A demonstration of a new capacity-meter was given by Mr W. L. Beck. 


Visit to Cambridge, July 22, 1933. 

Through the kindness of Prof. Lord Rutherford and the Cambridge Instrument 
Company, Ltd., a visit was paid to the works of the Company and to the Cavendish 
Laboratory. Visitors were entertained to lunch at the Company’s works and to tea 
in the Laboratory. 

A science meeting was held at the Laboratory and after an introductory address 
by Prof. Lord Rittherford the following papers were read: 

“Artificial transmutations by high-speed protons,” by E. T. S. Walton, Ph.D., 
and P. I. Dee, M.A. 

“Artificial transmutations by high-speed protons,” by M. L. Oliphant, Ph.D. 

“The magnetic analysis of long-range a particles,” by W. B. Lewis, B.A. 

Demonstrations were arranged by Prof. Kapitza, F.R.S., Dr Walton and 
Mr Dee. 
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MEETINGS 

During the period covered by the Report 13 Ordinary Science Meetings were held at the 
Imperial College of Science and Technology. 

At these meetings 56 papers were presented and 4 demonstrations given. 

On May 6 a meeting was held at the Physiological Laboratories, University College, 
London, and a series of demonstrations were given by Professor A. V. Hill, F.R.S., and the 
staff, followed by a lecture by Professor Hill. 

On June 3 a Discussion on Vision was held at the Imperial College of Science and 
Technology to which 28 papers were contributed. 

On June 11 members of the Society and their friends visited Nottingham University 
College at the invitation of Professor Brose; at this meeting 6 papers were read, and the 
contributors were Professor J. S. Townsend, F.R.S., of Oxford and members of the staff 
of the Phj'sics Department of Nottingham University College. 

A lecture on “The Manufacture of Optical Glasswas delivered on October 7 by 
Dr J. W. French, F.lnst.P. 


THE DUDDELL MEDAL 

At the Annual Meeting on March 18, 1932, the Ninth Duddell Medal was presented 
to Professor C. T. R. Wilson, F.R.S. The Council has awarded the Tenth Duddell Medal 
to Dr Wolfgang Gaede. 

GUTHRIE LECTURE 

Professor Max Planck delivered the Seventeenth Guthrie Lecture on June 17, 1932, 
the subject being “The Concept of Causality.” 

SPECIAL REPORT 

The report on “ Band Spectra of Diatomic Molecules,” by W. Jevons, D.Sc., was issued 
during November 1932. 

OBITUARY 

The Council records with deep regret the deaths of Mr A. C. G. Beach, Mr Edwin 
Edser, Mr St George Lane Fox-Pitt, Mr William Francis, Mr H. Chapman Jones, Professor 
R. LI. Jones, Mr J. Saynor, Mr W. S. Seaton, Sir Richard Threlfall, Mr G. Fergus Wood. 

EXHIBITION 

The Twenty-Third Annual Exhibition was held on January 3, 4 and 5, 1933, at the 
Imperial College of Science and Technology by courtesy of the Governing Body. 

The Research and Experimental Section included exhibits from 25 sources. Trade 
exhibits were shown by 83 firms. Discourses were given by A. Ferguson, M.A., D.Sc., 
F.Inst.P., on “Surface Tension and its Measurement”; by R. A. Watson Watt, B.Sc., 
A.M.I.E.E., F.Inst.P., on “Cathode Ray Oscillography”; and by F. Hope-Jones, 
M.I.E.E., F.R.A.S., on “Time Measurement; Old and New.” 
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REPRESENTATIVES ON OTHER BODIES 

The representation of the Society on the Conunittce of Management of Science Ab^ 
stracts has been increased from two to four. The representatives are Dr A. Ferguson, 
Dr D. Owen, Professor G. F. J. Temple and Professor G. P. Thomson, the last nam^ two 
being the additional representatives. 

Dr D- Owen and Dr E. Griffiths were appointed to represent the Society on the Board 
of the Institute of Physics. 

Mr E. F. Fincham was nominated the representative of the Society on the Joint 
Committee of the Institute of Ophthalmic Opticians and the Association of Wholesale and 
Manufacturing Opticians. 

Dr J. H. Brinkworth, Dr Allan Ferguson, Dr J. S. Anderson, Professor A. F, C. 
Pollard and Dr J. S. G. Thomas are the representatives of the Society on the Joint Library 
Committee. 

UNION WITH THE OPTICAL SOCIETY 

The outstanding event of the year has been the union of the Optical Society with the 
Physical Society of lx)ndon. This step was desirable on various grounds, and after full 
consideration of the financial, legal and other considerations involved, the Councils of the 
two Societies unanimously decided to recommend an amalgamation. This recommendation 
was put to the test of a post-card vote and was carried by an overwhelming majority. The 
necessary legal business has been successfully carried through, and the fusion of the two 
Societies under the title of ‘‘The Physical Society” has b^n completed. The Physical 
Society enters upon this term of its existence with a largely extended membership and 
correspondingly increased obligations. Those activities which are specially characteristic 
of the parent Societies will be consistently continued. The Guthrie Lecture and the 
Thomas Young Oration will be delivered at regular intervals; the Proceedings will be 
issued in six parts per annum instead of five and the Council has in contemplation the 
production at regular intervals (probably annually) of a series of reports on Ae state of 
physical science, which will include surveys of the progress in opticd and allied matters. 

INTERNATIONAL DECIMAL CLASSIFICATION 

The Council decided to adopt the International Decimal Classification system for the 
indexing of the papers published in the Proceedings, Commencing with Part I, of 
volume 45 (January 1933), the appropriate index numbers are printed at the head of each 
paper; they are also included in the Bulletins. 

SCIENCE ABSTRACTS 

The Committee of Management of Science Abstracts has for some time past had under 
consideration the enlargement of the index and indeed the complete re-organization of the 
existing system of indexing. This re-organization has now been carried out and the volume 
of Science Abstracts (Section A) for 1932 will be indexed under the new system. Arrange¬ 
ments have been made by which the interval between the date of publication of a paper 
and its appearance in abstract form in Science Abstracts will be considerably lessened. 

LIBRARY 

During the year considerable progress has been made by the Joint Library Committee 
set up some time ago by the Institute of Physics, the Physical Society of London, and 
the Optical Society. The main part of the joint library is now housed in some rooms at 
the Institute of Physics which have been comfortably furnished for use as reading and 
writing rooms. These rooms were opened by Lord Rutherford in May 1932. A number 
of periodicals are already available for reference and a nucleus of textbooks and works 
of reference is also available. 
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MEMBERSHIP ROLL 



Total 

Dec. 31, 1931 

Changes during 1932 

Total 

Dec. 31, 193a 

Honorary Fellows 

9 

— 



9 

Ordinary Fellows 

773 

Elected. 

Transferred from Optical 

Society . 

Student transfers 


33 

132 

14 




Deceased . 

II 

179 




Resigned or lapsed 

40 

SI 

I 



Net increase . 


128 

901 

Students 

60 

Elected. 


18 




Transferred from Optical 
Society 


J: 






22 




Trans, to Fellow 

14 





Resigned . 

14 

28 




Net decrease . 


6 

54 

T'otal Membership 

842 

Net increase . 


122 

964 


Note, The option of former members of the Optical Society to transfer their member 
ship to the Physical Society does not expire until March 31, 1933. 





REPORT OF THE HONORARY TREASURER 

The accounts for the year ended December 31st, 1932 show an excess of Expendi¬ 
ture over Income of is. gd. 

It will be seen that an important change has been made in the form of the 
Accounts, in that the item “Stock of Publications/’ which has always headed the 
Income and Expenditure Account, has been omitted. It is difficult to determine the 
commercial value of the Proceedings of a Scientific Society, and for this reason the 
Council has decided that, in future, a carefully estimated value of the stock will be 
shown as a footnote on the Balance Sheet. It has also been decided to transfer from 
the Life Compositions Fund to the Income and Expenditure Account the money 
whiph has been standing to the credit of deceased members: this amount is no 
longer a liability against the Society. 

A heavy expenditure was* incurred by the Society in the publication of two 
Reports—^“The Report on Band Spectra” by Dr W. Jevons, and the “Discussion 
on Vision,” which contains the papers presented to the Joint Meeting of the Optical 
and Physical Societies held on June 3rd, 1932. 

The greatly increased expenditure on Science Abstracts as compared with that 
of 1931 is due to the expansion of the Index and the acceleration of the publication 
of the Abstracts. 

It has been decided not to publish separate accounts of the Optical Society for 
1932. The detailed accounts may be seen by any interested Fellow at the office of 
the Society. The assets and liabilities of the Optical Society at December 31st, 1932, 
have been included in the Balance Sheet. These assets include the stock of publica¬ 
tions to the value of ^£4^9* 185. orf. (shown as a footnote on the Balance Sheet) and 
£750 3J % Loan. The expenses connected with the amalgamation of the 
Optical Society with the Physical Society of London amounted to £114. 7^. jd. 
The thanks of the Fellows of the two Societies are due to Major Henrici, the late 
Treasurer of the Optical Society, who acted as Trustee of the Optical Society during 
the transfer of the accounts. The Council of the Physical Society has taken over the 
Trusteeship of the Optical Convention 1926. 

^1400 War Loan 1929/47 Inscribed Stock was converted into 3^ % War Loan 
Inscribed Stock. 

The Society’s investments have been valued at market prices on December 
3i8t, 1932, through the courtesy of the Manager of the Charing Cross Branch of the 
Westminster Bank. 

(Signed) ROBERT S. WHIPPLE 
Honorary Treasurer 

March 3rd, 1933 




• Eighty-eight Fellows paid reduced subscriptions by the arrangement with the Institute of Physics, the total rebate being £ 31 . 9 j. Id. 
t Voluntary subscriptions are subscriptions paid by Fellows who compounded for the low sum of £10. 
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Errata in Transactions of the Optical Society, 
38 , 49 , so (1931-32). 

Rapid Spectrophotometry with Bi-Multiple Spectra and a 
New Type of Wedge Cell. 

Equation (14), p. 49, hhould read: 

logio(<2/Ii) - - da ^ logflc. 

Equation (16), p. 50, should read: 

_ logic “ (0 3 + 2 oL) 
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A NEW APPARATUS FOR RAPID SPEC¬ 
TROPHOTOMETRY OF LIQUIDS IN THE 
ULTRA-VIOLET REGION 

By F. TWYMAN, F.R.S. 

Received July 28, 1932. Read October 21, 1932. 

ABSTRAC 7 \ The paper describes an instrument for the rapid spectrophotometry of 
liquids by the spectrographic method. A single exposure, usually of less than 20 seconds, 
results in a set of spectra which embodies all that is necessary for plotting an absorption 
curve. 


§ I. INTRODUCTION 

ABSORPTION Spectrophotometry^ as now carried out is tedious, and a way of 
hastening the process would be of advantage if only to save time; but when 
JL the substance under examination is unstable, and particularly when it is 
altered by the irradiation which is essential for the measurement, the results may be 
valueless if the duration of the irradiation is sufficient to cause material change. 

This paper describes an instrument by means of which the data for determining 
the complete absorption curv^e of a substance can usually be obtained with an 
exposure of 20 seconds or less. 

The device originated from a suggestion made on September 5 , 1931 , by L. J. 
Spencer, one of the staff of the laboratory’ of Adam Hilger, Ltd. A number of 
embodiments of the principle used have already been fully described*, but the one 
to be described in the present paper is new. 

§2. PRINCIPLE OF THE APPARATUS 

An essential part of the apparatus is a cell with a wedge-shaped recess which 
contains the absorbing liquid. Wedge cells have been used before to yield in a single 
photograph a qualitative survey of the absorption spectrum of a liquid. When 
quantitative results in the ultra-violet are desired the principle first used by V. Henri 
is generally employed, usually in the form designed by the present authorf. The 
arrangement is well known, but will be recapitulated to make clear what follows. 

• Tram, Opt, Soc, 33 , 37 (1932). t Rev, 3 , 674-88 (1916). 
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2 F. Twyman 

Two beams of light proceeding from the same source are fed into the spectro¬ 
graph, one beam having passed first through a fixed aperture, the other through a 
variable aperture which we will suppose to be formed by the usual rotating sector. 
By varying the size of the latter aperture the relative intensities of the beams, and 
hence the effective density* of the system, can be varied within wide limits. 
In the path of the beam which passes through the fixed aperture is placed the sub¬ 
stance under test, which in general absorbs the radiation in varying proportions at 
different parts of the spectrum. By means of a suitable optical system spectra 
formed by the two beams are brought close together and photographed, and it is in 
general found that at one or more points in the pair of spectrograms the intensities 
are equal. For those wave-lengths, the density of the column of liquid is equal to the 
effective density of the sector. 

Further pairs of spectrograms are then obtained with different sector apertures, 
and the data thus accumulated for a complete (density, wave-length) curve. If the 
thickness of the absorbing substance be known, this curve may be converted into 
one of (extinction-coefficients, wave-lengths)t. The number of pairs of spectrograms 
needed depends upon the amount of detail required in the curve, a common number 
being about fifteen. 

As described in the paper cited, a combination of a wedge cell and a multiple- 
aperture slit diaphragm enables the fifteen or more spectrograms to be obtained 
simultaneously. The use of a wedge cell transfers the variation in density from the 
comparison beam to the beam which passes through the absorbing liquid. The use 
of two multiple-aperture diaphragms yields fifteen or more pairs of spectra, each 
pair resulting from one beam which has passed through a certain thickness of 
liquid and a second beam from the same source which has passed through a known 
density. 

§3. THE NOTCHED WEDGE CELL SPECTROPHOTOMETER 

The simplest arrangement was briefly mentioned in the paper already referred 
to. In this the absorbing liquid is contained in a wedge-shaped cell such that 
t— ah, t being the thickness and h the height from the bottom of the cell. The cell 
being placed in front of the slit of a spectrograph, a photograph is taken through one 
set of apertures placed close to the slit; a second photograph is then taken through 
the same cell, now containing the solvent only, another set of apertures being used 
whose positions are intermediate between those of the first set. 

In a development of this scheme the two sets of photographs are obtained 
simultaneously, two cells being used, one containing the absorbing and the other the 
comparison liquid. 

• “ Density ” is used in the sensedefined byHurter & Driffield,y. Soc. Chem, Ind. 9,455 (1890) i.e. 
density (/)) = log,® (/q//), h being the intensity of incident radiation and / that of the transmitted 
radiation. For the sense in which the rotating sector can be said to have a density as thus defined, 
see page 18. 

t Extinction coefficient c — Djt, t being in cm. Sometimes not distinguished in the literature 
from the molecular extinction coefficient (or, as it is sometimes called, the molecular absorption 
coefficient) which «= c/C, C being the concentration of the substance in gram-molecules per litre. 
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The method employing two cells is the one preferred, and in this the arrange¬ 
ment of parts is as in figure i. The light from a single source passes through a 
condenser of quartz to the two cells. The two cells drop easily into recesses, and the 
whole mount is attached to the slit of the spectrograph. 

The condenser is fixed on the cell mounting, and on the latter is engraved the 
correct distance of the light-source to ensure that all rays which pass through the 
slit pass through the lenses and prism of the spectrograph and eventually reach the 
photographic plate. 



The cells are made of fused silica. One cell, shown in figure 2 , contains the 
absorbing liquid in a wedge-shaped recess W, so that the radiation reflected at face 
Fx traverses different thicknesses of liquid at different heights. The reflecting faces 
Fx and F^ are parallel, and so inclined that the ray falling on the middle of Fx is 
reflected to the edge of jPj, so that the side of the cell does not interfere with the 
operative pencils of rays. After passage through the wedge of liquid the rays are 
reflected on the second reflecting face Fg * except where that face has been interrupted 
by a series of notches ground in its edge. 

The second cell is exactly like the first, except that it has no notches in the edge, 
and that the rays which fall on the middle of Fx are reflected to the middle of F ^. 
This latter cell contains the liquid with which the absorption of the first liquid is to 
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be compared; usually one whose absorption is assumed to be negligible (water or 
alcohol, for instance), or, if the liquid under test is a solution, the solvent used for 
that solution. The radiation transmitted by the second cell passes between the 
notches in the first cell. In the path of this second beam can be placed one of two 
devices of which one, a rotating sector, is indicated in figure i. Others will be 
described later. The function of the sector or other device is to reduce the intensity 
of the beam in a known way. 

The spectrograph, whose slit is placed at S', then yields a series of spectra of 
which every other one exhibits the local absorption due to different thicknesses of 
the solution, while the intermediate spectra are reduced uniformly throughout the 
spectrum by a known amount. 


4wtcku. 






Elevation 

Figure z. 

At certain wave-lengths the spectrum which is subject to absorption by the 
liquid will equal in intensity the neighbouring one and for these wave-lengths one 
can therefore easily deduce the “density” of the thickness of absorbing liquid 
through which the rays have passed. 

Several forms of wedge cell have been investigated, and before describing the 
one finally adopted it will be desirable to pass under review the other forms and the 
reasons for their rejection. They are attractive at first sight, and their disadvantages 
not very obvious except after some consideration. 

§ 4 . THE VARIOUS TYPES OF CELL 

In the first two-cell arrangement made the angle 6 of the wedge of liquid was 
tan-^l; thus, on the assumption that all the rays passed horizontally through the 
cell, the length t path of the rays through the liquid was h being the height of the 
horizontal ray above the bottom of the wedge. 
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The notches, of which there were 25* were each 0*367 mm. wide, and separated 
by 0*367 mm.* The bottom of the bottom notch, which corresponded with the top 
dividing line between spectra, was 2 mm. above the apex of the wedge of liquid, and 
therefore the rays which emerged there had passed through i mm. of liquid. The 
rays which emerged from the top of the top notch (which corresponded with the 
bottom dividing line between spectra) had passed through i*ocm. of liquid. 

Thus the thickness in cm., of liquid traversed by the ray which emerged from the 
nth notch edge from the bottom (corresponding with the nth from the top in the n 
spectrogram) is given by: 

/ = 0*1 -f- 0*01836 (n - i) .(i). 

The extinction coefficient, c, of the liquid for the match points of adjacent spectra is « 
therefore given by: 

€ = Djt = Dj {o*i + 0*01836 (n - i)} .(2), 

where D is the density of the rotating sector or other comparison density. D 

§ 5 . ERRORS OF THE NOTCHED-WEDGE CELL OF CONSTANT ANGLE 

The error (arising from the necessity of matching visually the photographed 
lines) in any single measurement of density may be ± o-oaf, so that where the 
density measured is below i an error of 2 per cent or more may arise in the extinc¬ 
tion coefficient from this cause. 

In the notched-wedge cell of constant angle, since in our estimation of match we 
proceed by equal steps, i.e. since A/i and do not vary with h or f, the density- 
increment given by each step is clt or since e =• Djt. In the wedge cell now 

described A/ is constant, hence a single step from the match point gives a variable 
density-increment which is greatest at the bottom of the cell and least at the top. 

Taking an actual instance let us suppose that D 0*398, and 6 = tan”^J. Then 
the density increment at the bottom of the cell, where, at a match point, € = 3*98, is 
3*98 X 0*0184 = 0*073. where at a match point c = 0*398, the 

density increment for a single step is 0*0073, which is not detectable. Thus there 
are more steps at the top of the cell than are of any use. 

A cognate drawback to which this type of cell is subject is that the c-values 
obtained are not uniformly spaced. The number of values for a given range of e 
diminishes as e increases, hence it generally happens that the regions of greatest 
interest (usually around the peaks of the absorption curves) have fewest points, 
whilst the less interesting regions (the valleys between the peaks) have a much 

** It is not pretended that it is possible to make the notches and gaps so precisely to size as is 
here suggested, but it is possible to ensure that in the making of the notches no cumulative error 
occurs, so that the edges of each notch are in the positions complying with the expression given below 
to an accuracy of 0*05 mm. It is desirable that the positions of these edges should be checked on a 
micrometer. 

t F. Weigcrt, Optische Methoden in 4 ^ Chemie, p. 237 (Leipzig, 1927). The figure is one which 
finds fairly general acceptance as of the highest accuracy attainable under favourable conditions, 
von Halban and Eisenbrand (Froc» R. S, A116,154) in quoting Weigert say that an error of 0*04 in 
D is normally to be expected. 
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greater number of c-values available. This is illustrated in figure 3, which shows the 
extinction coefficient of potassium nitrate as obtained with the first trial cell. 



Figure 3. Absorption curve of potassium nitrate. 


These drawbacks are due to the fact that the angle of the cell is constant. They 
may be overcome in the following manner: 

§6. CELL GIVING EXTINCTION COEFFICIENTS UNIFORMLY SPACED 

A form of cell which will give extinction coefficients uniformly spaced has one 
interior face in the shape of a rectangular hyperbola. To give a thickness of liquid 
ranging from o*i cm. at the bottom of the cell to i*o cm. at a point i-8 cm. from the 
bottom requires the side of the cell to be of such shape that t -= o-2/(2-o — A). Such 
a curve, whilst giving extinction coefficients uniformly spaced, suffers from the 
objection that the variation in the density of the liquid for a single step from the 
edge where, for a given wave-length, the match takes place, to the next higher one, 
is many times smaller at the bottom than at the top of the cell. This may be shown 
as follows: 

Given a fixed comparison density D\ when an extinction coefficient € is being 
measured at height A, a change of AA (i.e. one step) produces a change AD in D 
given by € = Dft and € == (D -I ^D)j{t -h A/). 

Substituting for /, 

€ = D (2-0 - h)/o-2 = (D I AD) {2-0 - (A + AA)}/o-2, 

DAA = AD (2 — A). 

2- h-= o-zit = o*2 ‘€/D, 

AD = D*.AA/o*2€. 


whence 

But 

whence 
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Now A/r and D are constants in this expression, hence as e increases the change in 
D (i.e. AD) produced by moving one step from the match point diminishes, so that 
again some of the steps in density may be too small to detect, while elsewhere they 
are a number of times greater than the least that can be detected. 


§7. CELL GIVING UNIFORM DENSITY INCREMENTS 

We next consider a form in which the steps vary in magnitude so as to give 
uniform density-increments from the edge where a match is made to the next edge. 
Let D be the comparison density (fixed). 

Let be the extinction coefficient at height h (thickness t). The condition to be 
fulfilled is that 


Now 

On integration, 
or 

Suppose that 
and 
then 

Hence 

or 

or 


= D/tf 


DJtlt^Kdh. 



D log, (tlk) -^K{h- ho). 
4-= 0*1 when Ao«o 
I'O when A=i*8, 
D loge (i/o-i) — rS Ky 
/. vzygD. 
log, io< - 1*279^, 

gV2nh ™ 

t * 




K 


The adoption of this form of cell was therefore considered. It is shown in 
figure 4. 'Fhe making of such a cell presents no insuperable difficulty. I have had 
occasion to devise a machine for polishing non-spherical lenses which can be adapted 
for this purpose, and seems likely to give a sufficient accuracy. Unfortunately, 
however, the deviation due to refraction between the fused silica and the liquid 
(which is present to some extent in all the types so far discussed) can become very 
large in the top portion of such a cell. 

The error thus introduced may be treated first on the assumption that we are 
dealing with an actual point source, and an example will illustrate the magnitude of 
the effect. 

In the case of the cell whose equation is r = o-ie^**’®^ the error will be variable 
owing to the varying slope, but it will be a maximum at the top of the cell, 

dtjdh = 0*12796^*®’®*. 
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Put h equal to i*8. 

Then dtjdh = 1*279, whence 6 = 52°. 

Taking water as the liquid, at wave-length 6563 (/t ~ i* 45 ^ 
1*3311 for water) 


we get 


sin r = 


^•4564 

i- 33“5 


\ sin 52*^ 


i- 33 ”S 


■809, 


for fused silica, 


whence r=62°i8', 

and the deviation is lo"" 18'. 

The path traversed is thus t/cos lo"" 18', which — //o*984 - i*oi6^ approximately. 
Thus, if the user of the cell makes the assumption that the rays pass through the 
liquid horizontally, he may be in error by any amount up to i*6 per cent depending 
upon the height in the cell at which he is working. With water, this error will 
change very little throughout the spectrum. 

One further example is of interest. Methyl iodide has a refractive index of 
1*737 for wave-length 5890, while that of fused silica is 1*458. 




notch edge 


Here, at the top of the cell, we have 




sin r — —- -809, 

1-458 

or r - 74° 27', 

whence the deviation is 22° 27'. 

Therefore the light path = </cos 22’ 27' ^ </o-9242 — 1-075/ approximately or the 
path would be increased by 7-5 per cent. 

It will be observed that the error in t can be quite large. 

A more serious objection arises in that with deviations up to 22“ it is certain that 
in many cases light passing through the top part of the cell would not reach the 
photographic plate at all. The examples quoted are sufficient to illustrate the magni¬ 
tude of the effect, and to show that it may be serious. 

It has been assumed, in order to simplify the calculation, that the light source is 
a point source. This, however, is not the case in practice, and in general the light 
source will be of finite dimensions. The effect of this is to produce a spread of the 
beam so that the pencil of light passing through a point adjacent to a notch edge is 
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not homogeneous as regards its lengdi of path through the liquid. This effect has 
been calculated for the simplest case—^the cell of constant angle, where 0 = tan-^J. 

I have made the calculation on the assumption that the light-source is uniform 
throughout a height of 3 mm., the intensity of illumination at a notch edge being 
found by integrating the elementary pencils pi, p2»- • - (see figure 5) which converge 
upon that edge, each subjected to the absorption of the appropriate thickness of 
liquid traversed. Taking a refractive index 1*5 for both liquid and cell, the liquid 
having an extinction coefficient of 2,1 find that if the match is made at the bottom of 
the cell (/ = I mm.) the effective intensity of illumination of the point A is about 
I per cent greater, and if the match is made at the top of the cell about i per cent 
less, than if the light source were concentrated into a point. Whilst the calculation 
has been performed for the simple wedge cell, it is obvious that for the curved cells 
the effect will be much larger at the top of the cells owing to the larger angles 
involved. 

The effect has not been analysed for liquids whose refractive index differs from 
that of the cell, but it would appear that the effect would be diminished when 
liquids of higher refractive index than silica were being examined, and vice versa for 
lower refractive index liquids. 

There is still one other error and this is due to the device employed to obtain the 
two photographs simultaneously. The beam is not parallel to the sides of the cell but 
makes a mean angle therewith of 7°. Since the cosine of 7° is 0*9925, an error of less 
than I per cent is caused by this in the measurement of the path-length. The error 
in the extinction coefficient will be in the same proportion. If desired this can be 
allowed for by multiplying the extinction coefficient as measured by 0*9925, though 
the error is less than is observable by visual examination of the photographs. 

It will be realized that when, as in all the forms of cell described above, the light 
does not enter the cell at normal incidence, then a complex of errors arises, such as 
those described above, owing to refraction and dispersion. The only sound way of 
dealing with these is to have normal incidence, and a stepped or echelon cell is 
adopted to secure this*. 

§ 8. THE ECHELON CELL 

The form of cell finally adopted will now be described. In this the principle has 
been retained that each thickness of liquid should bear a constant ratio (actually 
1*292) to the thickness of the liquid next below it. The result of this is to make the 
changes in density for one step from the match point the same regardless of the 
height. This means also that if, as is preferred by some workers, the values of 
are plotted as ordinates, these values are equally spaced vertically on the 
absorption curve. Incidentally it may be remarked that since D is constant for one 
set of photographs the c’s are all known to the same percentage accuracy. The com¬ 
plete cell is shown in figure 6. It is to be understood that two cells are used, mounted 

• The idea of a stepped cell is not new. B. A. Winter Blyth used a stepped cell for the measure¬ 
ment of absorption coefRcients, but merely to obtain a number of fixed lengths of liquid. A photo¬ 
graph was taken through one step and then the cell was racked up and a photograph taken through 
the next step, and so on. y, Chem, Soc, 75, 1162 to 1166 (1899). 
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as described in connection with figure i, the only difference between them being 
that one is notched and the other not. 

It will be seen that the external shape of the cell is that of a rhomb, and the 
recess in which the liquid is placed has been formed by building up a number of 
strips of fused silica of diminishing length. The fused silica pieces of which the cell 
as a whole is built are joined together without cement by the process described by 
Parker & Dalladay*. As has already been described, along one edge of the rhomb 
are ground notches through which a comparison beam can be transmitted whilst the 
beam passing through the cell is reflected from the surfaces remaining between the 
notches. 

There are ten thicknesses of liquid, of which the bottom one may be designated 
^0 h (cm.). The cell has five notches. Each notch is i*8 mm. wide, and the pitch of the 
notches is 3-6 mm. I'he steps in the cell are each i*8 mm. high, and the edges of the 
steps are opposite the mid-point of a notch and of a projection alternately. Since the 
second (comparison) cell is exactly like the first, the bottom notch edge separates the 
beam which has passed through cm. of absorbing liquid from a comparison beam 
which has passed through cm. of the comparison liquid. The next notch edge 
separates a pair of beams which have passed through 4 ^ 1*292 cm. of absorbing 
n and comparison liquids respectively, and so on. More generally, if n be the number 
of the notch edge counting o, 1,2, etc. from the bottom, the nth edge will separate 
beams of the two liquids both of which have passed through the same thickness of 
liquid 

1-292’'. 

Thus there arc ten pairs of spectra. 

Two types of cell have been provided, one varying in liquid-thickness from 
o-i to I cm,, the other, for very absorptive liquids, from o-oi to o*i cm. 

If we arc dealing with a comparison density 7 ), and are measuring an extinction 
Ae coefficient €, the change Ae corresponding to one step is found by writing 

€ - 7 )/(^o ^ 1-292’'), 

€ I A€=-Z )/(4 1-292"+^)- €/i-292, 

whence Ae - o-226e. 

If values of logio^ are plotted, such values are uniformly spaced. 

Suppose we wish to know the difference in density corresponding to one step 
from the match point. 

1-292", 

and D f A/)= > 1-292”^^ - vz^zD, 

AD- 0-292D. 

In order that it may be possible to use them for measuring the absorption of 
I cm. of liquid without filling them to the brim, the cells are made amply high, and 
can thus be easily put in their mounting or removed without spilling. Thus, very 
little care suffices to ensure that the outsides of the cells are kept from getting wet. 

• Trans. Far. Soc. 12, i (1916). 
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§9. USE OF THE NOTCHED-WEDGE ECHELON CELL 

The apparatus being in position in front of the slit, the light-source must be put 
in the right position. To this end both the cells are filled with liquid by means of a 
pipette, care being taken to keep them clean and dry on the outside. The cells are 
placed in their recesses in the cell mount, the light-source is set at the correct 
distance from the condenser (as marked on the mount), and the spark is started. 
The spark should be set on the axis of the condensing lens (see figure i) as nearly as 
is possible by inspection. Using a wide slit, the observer, on looking in at the right- 
hand side of the camera end of the spectrograph towards the prism of the spectro¬ 
graph, will then see the light-source imaged within the aperture of that prism. The 
light-source should be moved until its image is central with the prism aperture. The 
observer can then be sure that the radiation which reaches the spectrum along the 
two alternative paths (through the absorbing and comparison liquids respectively) 
is not reduced in intensity by vignetting. 

The slit width having been reduced to 0*03 mm., a spectrogram may be taken to 
make sure that all the spectra match throughout their whole length. If they do not, 
some want of adjustment is indicated. 

The cells are then removed, cleaned, filled (one with the absorbing liquid and 
the other with the comparison liquid), and replaced in their recesses. The sector 
should then be started, a few seconds being allowed for it to get up speed. The dark 
slide with its plate is put in the camera, the shutter opened, the spark started, and an 
exposure given. The plate having been developed, fixed, washed and dried, the 
observations can be made immediately. 

The reduction of the observations can be made in a very simple manner as 
follows. A table is prepared showing the length of path through the liquid for every 
notch edge n. It having been observed that for a certain wave-length a match is 
observed for the «th notch edge, the path corresponding to this notch is obtained 
from the table and divided into the known comparison density D, The resulting 
figure is the extinction coefficient for this particular wave-length. 

It is anticipated that this device will frequently be used with quartz spectro¬ 
graphs which incorporate a wave-length scale. On these instruments the wave¬ 
length scale is normally adjusted to suit a much narrower width of spectrum than is 
used in the notched cell here described. Thus the wave-length scale will be im¬ 
pressed on the spectrum itself, and may obscure match points in a number of 
spectra. The points which become in this way difficult to read can be repeated by 
taking a second photograph with a fresh comparison density; as, for instance, a 
fresh setting of the sector. 

Reading the plate and recording the observations. The only difficulty in reading the 
plate arises from the great amount of information which is compressed into small 
space. For this reason a simple arrangement has been devised whereby the observer 
can see at a glance, whatever part of the spectrum he is examining, the number of 
each spectrum strip as measured from the top of the plate (which corresponds with 
the bottom of the cell). 
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A photographic reference plate is prepared on which numbers are photo¬ 
graphed, in black on a clear ground, corresponding with each spectrum. To 
prevent scratching of the negative a rubber band is put round each end of the 
reference plate, which is then laid on the negative, the latter being supported in a 
viewing stand illuminated from below. Looking at the negative with an ordinary 
watchmaker’s glass, the observer adjusts the reference plate until the numbers come 
just above the proper dividing lines which separate the spectra: he is then able, 
without any undue strain on his attention, to examine the photograph for the match 
points, and to record the wave-length of the match points and their numerical 
designations. 

Selection of comparison density^ and ranges of extinction coefficients measurable. 
Examination of a number of papers dealing with a variety of liquids shows that the 
observ’^ers used liquids of such strength as to give extinction coefficients of which 
typical examples are given in table i. 


Table i. 


Reference 

Substance 

Maximum 

extinction 

Proc, R. S. B, 106 , 2 qz (1930) 

Normal serum globulin 

coefficient 

1*2 

Proc, R, S, B, 106 , I (1930) 

Diphtheria antitoxin flocculcs 

I '2 

Biochem. jf. 22, 1499 (1928) 
y. Am, Chern, Soc, 48 , 2202 (1920) 
y. Am, Chem, Soc, 46 , 581 (1924) 

Uric acid 

1*46 

Asymmetric dyes 

3*60 

Various indicators 

3 60 

Ind. & Eng, Chem, 18 , 627 (1926) 

Agalma black 

3'60 

y, Phys. Chem. 30 , 56 (1926) 

Simple azo-dye 

i*8o 

y. Am. Chem, Soc. 48 , 1984 (1926) 
y. Chem. Soc, 1, 202 (1930) 

Benzene azo-benzene 

1-5 

Diphenyl derivatives 

0*02 to 0*36 

J. Phys. Chem, 32 , 751 (1928) 

Silver halide emulsions 

(o-i to 2-6 

y, Chem. Soc. 1421, Pt. 2 (1929) 

Sulphur chlorides 

0 02 to 0 55) 
40 

y. Am. Chetn. Soc. 50 , 525 (1928) 
Proc. R. S. B, 104 , 561 (1926) 

Phycoerythrin 

0*1 to 1*3 

Ergosterol 

I 35 


Vitamin D 

180 

Phil. Mag. (vii) 6, 944 (1928) 

Vitamin A 

50 to 100 


Since the usable thickness of liquid ranges from i cm. down to o-i cm. (or with 
the alternative cell from o*oi to o-i cm.), extinction coefficients in the ratio of i to 
lo can be measured with any given comparison density. 

Supposing nothing whatever is known of the absorption of the liquid to be 
measured, one photograph should be taken with the maximum opening of the 
sector, and another with the minimum opening. Selection of a suitable aperture 
should then be easy. 

The regions of chief chemical interest in absorption spectra often lie near the 
peaks of absorption. If the observer finds that within the whole range provided by 
the apparatus he fails to get the peaks of the absorptions on his curve, he must 
dilute the liquid, or if that be not permissible, use a greater density in the com¬ 
parison beam. If, on the other hand, he desires to extend the measurements to 
lower densities, he must reduce the density in the comparison beam, or add parallel- 
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ended cells between the condenser and the light-source, adjusting the position of 
the light source so that the correct condition of illumination is maintained. 

The sector openings (two in number) can be adjusted so that the total opening* 
is from 0*4 to 07 of a complete circle, enabling densities from 0*155 to 0*398 to be 
measured. The sector is engraved to read log m, where i/m is the fraction of a 
revolution to which the sector opening is adjusted. It is mounted to rotate at about 
3000 r.p.m. on the shaft of a motor, this being mounted on a separate stand, to 
avoid communication of vibration to the slit. The sector is so protected that it can 
be set in position without any risk of its striking the cell mount while in motion. 

A second sector has also been made in which m is variable from 1*95 to 14-45, 
corresponding to a range of D from 0*29 to i*6o. With the two alternative sectors 
and the two cells four arrangements are possible, covering different ranges of 
extinction coefficient, as follows: 

(1) Sector giving a density from o* 155 to 0*398, used with a wedge cell of thick¬ 
nesses 0*1 to 1*0 cm. This combination gives ranges as follows: (a) 0*155 density 
permits measurements of extinction coefficient to be made from 0*155 ^’SSS* 
(b) 0*398 density permits measurements of extinction coefficient to be made from 
0*398 to 3*98. 

(2) Sector giving a density from 0*29 to i*6, used with a wedge cell of thick¬ 
nesses 0*1 to 1*0cm. This combination gives ranges as follows: (a) 0*29 density 
permits measurements of extinction coefficient to be made from 0*29 to 2*9. 
(i) 1*6 density permits measurements of extinction coefficient to be made from 
1*6 to 16. 

(3) Sector giving a density from 0*155 to 0*398, used with a wedge cell of thick¬ 
nesses from 0*01 to 0*1 cm. This combination gives ranges as follows: (a) 0*155 
density permits measurements of extinction coefficient to be made from 1*55 to 
15*5. (b) 0*398 density permits measurements of extinction coefficient to be made 
from 3*98 to 39*8. 

(4) Sector giving a density from 0*29 to 1*6, used with a wedge cell of thick¬ 
nesses from 0*01 to 0*1 cm. This combination gives ranges as follows: (a) 0*29 
density permits measurements of extinction coefficient to be made from 2*9 to 29. 
(b) 1*6 density permits measurements of extinction coefficient to be made from 
16*0 to 160. 

Certain ranges of extinction coefficients can be measured in two or more ways. 

For instance, if e = 3, it could be measured thus: 

Z) = 0*3, 0*3/3 =-0*1, 

D == 0*6, t = 0*6/3 ““ 0*2, 

D = 1*2, t -- 1*2/3 == 0*4, 


and so on. 


• Hereinafter referred to as the “sector opening.’* 
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If the highest accuracy in the determination of e is desired it must be remembered 
that the measurement of a density by visual comparison of photographs, under such 
conditions as those under consideration, cannot be made with an accuracy better 
than about o* * * § 02 in the density, and the accuracy in determination of the density 
remains of the same absolute value no matter what the value of the density may be*. 
It is desirable therefore to make the comparison density as high as possible. This 
has the advantage also that f is large (for any given e), so that inaccuracies in the 
construction of the cell will be of less importance. The sector must of course be 
made with an accuracy commensurate with its density. 

Examination of the extinction coefficients quoted earlier will show that the range 
given by the instrument is sufficient for practically all needs. 

Alternative comparison densities. An objection to the sector is that there is no 
simple means of ensuring that the exposure corresponds with a whole number of 
complete half-revolutions. If less than 50 revolutions occur in the course of an 
exposure, therefore, with the sector running at 175 r.p.m. (giving 350 complete 
cycles of exposure), and for shorter exposures than 10 seconds, an appreciable error 
may be introduced. It is for this reason that the sector is run at high speed. 

Various alternatives to the sector for providing the comparison density have 
been considered. One is a silica plate cathodically coated with platinum, the deposit 
being rendered durable by being burnt in. Another device might be several plates 
of very thin glass variously transmissive to the ultra-violet, such as borosilicate 
crown, u.v. flint, and u.v. crown. Again, a parallel-sided cell containing a solution 
of known absorption through the spectrum might be used. 

As has already been indicated, an arrangement that seems likely to be satis¬ 
factory consists of a pile of quartz plates. The maximum number of plates suggested 
is 12. The density of this pile of plates can be calculated. It has been considered by 
Stokesf and, more recently, by SmithJ. The formula given by Stokes is 

where tfj {m) is the intensity through m plates when the incident intensity is taken as 
unity andp is the fraction reflected at a single surface, p is obtained from Fresnel’s 
equation /> = {(jit — i)/(/x 4 i)}2, where is the refractive index for light of the 
wave-length under consideration and p is the fraction reflected at a single surface of 
the radiation of that wave-length incident upon it. It is assumed that there is no 
absorption §. 

Since /jl varies with the wave-length it follows that the density of the pile of 

* F. Weigert, lac, cit. 

t Proc, R, S, 11, 545 (1860-2). 

i Trans, Opt. Soc. 27, 317 (1925-6). 

§ Little is known about the absorption of quartz except that for the short wave-lengths for which 
it is transmissive, say from 2000 to 1850 A., different specimens and even different parts of the same 
specimen may differ very greatly in absorption. Owing to this uncertainty the density of the pile of 
plates should be checked by using in the cell a liquid of known absorption. 
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plates does so also. The density has been calculated for plates of crystalline quartz 
cut perpendicular to the axis. From Stokes’s formula for wave-length 2062 it is 
found that the density of a single plate is 0*051, that for six plates is 0*243, that 
for twelve plates 0*396. It is customary, when two “densities” are placed in series 
in a beam, to assume that the resultant density is to be obtained by adding the two 
separate densities. It will be seen that such an assumption is incorrect where the 
separate densities introduce separate reflecting surfaces, and may be seriously in¬ 
correct where the substance of which the densities are made has but little absorp¬ 
tion. The plates of the pile must be kept very clean to avoid scatter of the radiation, 
and for the same reason care must be taken to see that the polish is very good; a 
condition not always sufficiently assured by casual visual examination. They must 
also be of fairly good optical quality, or the correct conditions of illumination may be 
interfered with. The twelve plates mentioned is a reasonable number to use as a 
working maximum. 

It will be noticed that the sector has the great advantage that it passes the same 
fraction of radiation for all wave-lengths. 

§ 10. CHOICE OF A LIGHT-SOURCE 

No matter what type of cell is employed, the choice of the light-source is one that 
requires consideration. Investigators who have studied and used absorption 
spectra have sought a light-source which should be as continuous as possible, and 
the under-water aluminium spark, and more recently special forms of hydrogen 
vacuum tubes, have been coming into use. 

It will be found on examining the conditions of illumination necessary for 
reliable absorption spectrophotometry that there is the implicit assumption that the 
source should be a point source, and that its aspects from the directions followed by 
the two beams to be compared should be identical. The first of these conditions 
cannot be fulfilled by a hydrogen end-on vacuum tube of the kind in question: 
while the second can only be a^ssured, even partially, by careful lining up. This 
danger must be borne in mind and provided for by the usual precaution of taking 
comparison spectra with the same liquid, e.g. water, in both cells to see that the 
spectra match perfectly throughout their length. 

On these and other grounds I retain a preference for the spark. It is true that 
occasionally it is difficult to take a reading on the photograph at an interesting part 
of the absorption curve owing to the weakness of the lines at that point, but pro¬ 
vision can easily be made to meet this by taking photographs with several slightly 
differing comparison densities so that fresh match points can be found in neighbour¬ 
ing positions where there are suitable lines: or, alternatively, extra photographs 
can be taken with considerably heavier exposure. 

Taking photographs with different exposures is valuable from another point of 
view. In under-exposed and over-exposed parts of a photographic plate the varia¬ 
tion of blackening of the plate with the exposure is smaller than in the intermediate 
regions. The ideal plate and method of development for accuracy would appear to 
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be those which yield a big gamma. This has the effect of decreasing the latitude of 
the plate, and necessitates several exposures if the match points are to lie on spectrum 
lines neither over- nor under-exposed. Owing to the speed with which photo¬ 
graphs can be taken with the apparatus now described, it is easy to obtain with a 
total exposure of one half-minute data which might, according to earlier methods, 
require exposures totalling more than half an hour. Thus the time for taking the 
additional exposures is not serious. 

§ Ji. ALTERNATIVE METHODS OF USING THE WEDGE CELL 

In the paper referred to on page i is described a method of using the wedge cell 
whereby the variation of the comparison density is introduced not, as has so far 
been assumed, by means of a sector or pile of plates, but by one of two other 
methods. In both of these the two sets of spectrograms are obtained by making two 
separate exposures. In one method the two exposures are made of the same 
duration, but the intensity is varied by having the source at two different distances. 
In this manner no assumptions at all regarding the law of blackening of the photo¬ 
graphic plate arc introduced, and hence this source of uncertainty is eliminated. In 
the other method the source is maintained at the same distance throughout, but the 
time of exposure is varied. This, however, involves uncertainty due to failure of the 
reciprocity law, and is to be avoided. Both of these methods were abandoned in 
favour of that whereby the two exposures were obtained simultaneously. Another 
method comprises the simultaneous use of two different sparks in series at different 
distances from the slit, one to illuminate each cell. It has much to recommend it, 
provided one can assure the two sparks remaining always of equal intensity. It is 
worth investigation*. 

§ 12. CONSIDERATIONS CONCERNING THE USE OF A 
ROTATING SECTOR 

In all the methods described in detail in this paper a rotating sector is assumed 
to be employed, for among devices which are free from colour there is none so 
suitable. Polarization methods of reducing intensity require the utmost care in 
design and use if errors, whose existence is not easily to be detected, are to be 
avoided. Further, polarization methods, dependent as they are on the use of 
Iceland Spar, cannot be carried beyond about 2200 A. on account of the failure of 
transparency of that material. 

A wire grid, which in some applications is very useful, is not admissible here 
since if the spacing of the wires were close enough to be appropriate for the small 
area presented by the pencil of rays, the manufacture would be very difficult and the 
diffraction too great to be permissible. 

It has been assumed in this paper that the interposition of a rotating sector in 
which the duration of exposure is i/w of a revolution produces to a close approxima- 

* The work of Barratt seems to show that this can be relied on if two similar sparks are run in 
series. 
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tion the same effect on the blackening of a photographic plate as does the same 
intensity of illumination reduced in the proportion i jm and acting continuously. 

Investigations on the blackening of photographic plates have revealed two 
effects which arouse doubts as to the justice of this assumption, first, the effect of 
intermittent illumination, secondly, the failure of the Bunsen-Roscoe reciprocity 
law. It has long been known that a photographic exposure given in instalments does 
not produce on development the same blackening as if a continuous exposure had 
been given of the same duration and intensity. The most complete investigation of 
this effect seems to have been carried out by Raymond Davis, whose conclusion is 
that the difference varies with the emulsion, the illumination, the number of inter¬ 
ruptions, and the duration of the interruptions*. 

The failure of the reciprocity law has been most thoroughly studied by Jones 
and collaborators in a series of investigations, the results of which are given in five 
papers. In these the conclusion is arrived at that the departure varies with the 
intensity of illumination, the development, and the kind of plates usedf. It is not 
surprising, therefore, that hesitation has been experienced, and particularly by 
some of those most familiar with the subject of the photographic process, in using 
a rotating sector, in which both causes of error are present, for photographic 
photometry. 

It is true that when I introduced the rotating sector for ultra-violet spectro¬ 
photometry it was checked with satisfactory results against a wire grid and a 
polarization photometer, but the results were never published, nor was the in¬ 
vestigation exhaustive. From 1914 to 1917 the question has been studied by 
numerous workers^, and it is now generally accepted that for intermittencies above 
120 per minute and within the limits of accuracy that may be expected in visual 
photographic photometry, viz. about 0*02 in a measurement of density, the law of 
reciprocity holds good. Two observations must be made concerning the above 
statement. First, the sector photometer, with which many of the observations 
were concerned, has a sector in each of the beams compared, the one sector fixed, 
the other variable; though in the investigation of Brian O’Brien only one sector 
was used. Secondly, whenever an oscillating spark is used, the illumination is 
intermittent in a double sense independently of the intermissions caused by the 
sectors; for not only are the oscillations of the spark present (tens or hundreds of 
thousands of oscillations per second), but each train of sparks in all probability 
dies away before a fresh one commences, resulting in, say, 50 such separate trains 
of sparks per second. 

• Set, Papers Bur, Standards^ 21, 95 (1926-27). 

t J. Opt. Soc. Am. 7, 1079; 11, 319; 12, 321; 13, 443; 14^, 223 (1923 to 1927). 

t For summary see Twyman and Simeon, Trans. Opt. Soc. 81, 169 (1930). A paper by H. von 
Halban and J. Eisenbrand {Proc. R. S. A, 116, 153) is also especially pertinent when considered 
together with the work of Baly, Morton and Riding (Proc. R. A, 118,709); both photo-electric 
and revolving sectors were employed in the determination of extinction coefficients, and the two 
methods gave concordant results to within the experimental accuracy of the methods. Recently, 
investigations by Brian O’Brien recorded in Phys. Rev. 88, 640 (1929), and 87, 471 (1931), con¬ 
firmed, for 3600 und 1680 intermissions per minute, the compensation of the reciprocity-law failure 
by the intennittency effect. 

PHYS. soc. XLV, X a 



i8 F. Twyman 

Taking into consideration the great complexity of the phenomena present in the 
use of photographic spectrophotometry I would urge, in spite of the growing 
consensus of opinion in favour of the rotating sector, that any series of measure¬ 
ments should commence by measurements of the absorption of an agreed common 
liquid as for instance KNO3*. This is already done by some workers. 

Finally, I should like to repeat the suggestion of the trial, in place of the single 
light-source and rotating sector, of two similar sparks at different distances, each 
with its appropriate condenser. 

The sectors described in this paper are engraved to read values of log tn (see above). 
If in the use of the wedge cells as here described, at a point of match, the intensity of 
illumination for the match point is reduced by absorption of the liquid from /q 
to /f, the density D of the liquid log (/o//). If the reciprocity law holds, D = log 
and it is in this sense that log m is referred to as the “density” of the sector. 

§ 13. FINAL NOTE 

Since the preparation of this paper one by Oram E. Miller J has come to my 
notice in which bi-multiple spectra are combined with a wedge effect to give a 
result somewhat similar to those described in this paper, although fewer strips are 
obtainable. The methods described here have the advantage among others that they 
can be applied to existing spectrographs without any modification of the latter. 
Those interested in comparing the two different methods of approach to this 
problem should consult the original papers. 

A paper by Brian O’Brien has also appeared, in abstract§, in which it appears 
that bi-multiple spectra are used for spectro-photometry in a way closely similar to 
that described here, but the wedge effect is produced by a spiral sector, as was also 
suggested in Trans, Opt, Soc, 33, 37 (1932). 

DISCUSSION 

Mr T. Smith said that the term “extinction coefficient” was not a happy one. 
Why not say “absorption coefficient 

Dr L. C. Martin. The author makes a neat point regarding the time-dis¬ 
continuity of the spark source, from which he infers that the use of a sector in one 
beam but not in the other is not of significance as regards “reciprocity ”. No doubt 
the same would apply to the hydrogen tube used to give a continuous spectrum. 

I should be interested to know whether this apparatus can be used with a hydrogen 
tube without meeting any unforeseen difficulty; no obvious difficulty is apparent. 

• See von Halban and Eisenbrand loc, cit, 

t h and 1 being expressed in terms of the intensity of radiation of like wave-length transmitted 
through a like thickness of the comparison liquid which may itself be absorptive. This is the sense in 
which the symbols are used throughout this paper, a like meaning being implicit in the use of the 
word density. 

I Rev, Set, Inst. New series, 8, 30 (1932). 

§ Bull. Am, Phys. Soc, 7, i (1932). 
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We have at the Imperial College tried the expedient of'using a coarse-line 
grating, producing a definitely known range of intensity in the successive maxima, 
to give an exposure-density scale on the plate. The grating is placed behind the 
focussing lens of the spectrograph with the lines perpendicular to the slit. This 
method is quite capable of being developed for accurate work, but would require 
an auxiliary densitometer, whereas the author’s method is self-contained. It may, 
however, be worth while to continue the experiments. 

Author’s reply. I prefer the term ‘‘extinction coefficient” because it has been 
generally accepted by chemists since its definition by Bunsen and Roscoe, and this 
cannot be said of any other of the terms used in connexion with absorption of light. 

As regards the time-discontinuity of the spark source, I did not mean it to be 
inferred that I considered this in itself to justify the use of a sector in one beam 
but not in the other. On the contrary, I rather wished to accentuate the complexity 
of the phenomenon and the desirability of different observers checking their 
different methods by the examination of a common liquid, as indicated in the 
succeeding paragraph of my paper. 

The continuous-spectrum hydrogen tube is growing in favour. I think, how¬ 
ever, that it requires special care in use for two reasons. First, in using a continuous 
spectrum it is essential to use an instrument of considerable dispersion, or the 
erroneous supposition as to the density for a given wave-length, due to error of 
wave-length setting, may be greater than the direct error of measurement of the 
density. This is particularly important on the steep flanks of an absorption curve, 
which regions are often of great importance in the spectrophotometric analysis of 
mixtures. Now, where a spark source is used, giving a line source, one is in no 
doubt as to the wave-length, since it is precisely identified by the individual line. 
Secondly, it is tacitly assumed in the construction of most spectrophotometers 
that the light originates from a point source, or at least from a localized source all 
in one plane perpendicular to the optical axis. Such a condition is not fulfilled by 
an end-on hydrogen vacuum tube, and unless great care is taken to maintain 
perfect alignment one may, on theoretical grounds, expect a want of balance in the 
two beams passing through the photometer owing to the different aspects from 
which, through the two paths, the light source is viewed. Even with the best 
possible centring, unequal distribution of the source of illumination within the 
capillary may conceivably be a source of error. 

With regard to the coarse-line grating I have used this as a means of reducing 
intensity, the grating being made by soldering thin copper wire into the grooves 
of two parallel fine-threaded screws. The device is an excellent one, although I 
found great difficulty in keeping the wires taut. This however is quite different 
from the use described by Dr L. C. Martin, on which I do not feel competent 
to express an opinion. 


2-2 
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4 BS 7 RACT. By an investigation based on corona discharge it is shown that there is 
a fixed constant, the true breakdown strength of the gas, for all types of gas discharge 
at normal pressures. 

§1. INTRODUCTION 

T he discharge of electricity through gases has been investigated generally with 
gases at low pressures, of the order of a few millimetres or less of mercury, 
and theories of ionization have been suggested to account for the phenomena 
observed. These theories have been concerned with the coefficients of ionization, 
a, |8 a and jS, of the ions contributing to the discharge, the measurements of which are 
possible at low pressures but not at normal or atmospheric pressures. At the low 
pressures the phenomena are further complicated by reason of the contribution 
of both positive and negative ions to the discharge, and by photoelectric effects 
both at the electrode surface and in the gas itself. For discharge at normal and high 
pressures, on the other hand, it is generally admitted that the electrons are the pre¬ 
dominating source of ionization, and that photoelectric effects are neither present 
nor effective in the discharge. It would seem, therefore, that an experimental study 
of electrical discharge at normal gas-pressures should result in phenomena sus¬ 
ceptible of a simpler explanation than the complicated phenomena at low pressures. 

Up to the present, experimental work on electrical discharge in gases other than 
air at normal pressures has not led to any simple laws of discharge, or shown any 
uniformity or correlation between the results for different gases that might lead to 
a satisfactory explanation of the phenomena. This is because in the work that has 
been performed on sparking potentials there are at present no accurate empirical 
formulae representing the general conditions for discharge. 

Much work however has been done on the discharge in air at normal tempera¬ 
tures and pressures, chiefly by electrical engineers in high-voltage technique, and 
has resulted in accurate empirical formulae that, to express the results, introduce a 
term familiarly called the ‘‘breakdown strength*' of the gas. The fact that the 
“ breakdown strength ” is found to vary with the type of discharge, corona or sphere- 
gap, in the same gas, would seem to discredit to some extent the conception of 
“breakdown strength." If there is a definite breakdown constant for a given gas. 
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what is it and how is it determined? It will be shown in the present paper that 
provided one starts with a study of corona discharge in gases, for which the empirical 
laws are extraordinarily accurate and simple, and then proceeds to the study of 
spark discharge, it becomes possible to answer the above question, and to state 
definitely that there is a fixed constant, the true breakdown strength of the gas, 
holding for all types of discharge in the gas at normal pressures. 

The study of corona discharge leads to fundamental laws that are the basis of 
the correct explanation of electrical discharge in gases, and these laws apply to 
sparking phenomena, although less accurately. 

The present paper will be confined to an account of an experimental study of 
the various types of discharge in gases at normal pressures, their general correlation, 
and a statement of the fundamental laws of discharge derived from the work. 
Theoretical considerations of the results must remain for a future paper. 


§2. GENERAL CONSIDERATIONS OF ELECTRICAL DISCHARGE 
AT NORMAL PRESSURES 

The subject of electrical discharge in gases at normal pressure and temperature 
may be divided into two principal groups, viz. {a) local or corona discharge, 
occurring around conductors raised to sufficiently high potentials, but not extending 
to the opposite electrode or to earth; {h) spark discharge, consisting of complete 
electrical breakdown of the gas between the electrodes, and, unlike arc discharge, 
independent of the material of the electrodes. 

Corona discharge has been investigated experimentally with three principal 
variations of electrode-shape and stress-distribution, namely (i) on wires and 
cylinders within coaxial cylinders, an arrangement very well suited to experimental 
investigation and to theoretical interpretation, and of practical use in the corona 
voltmeter; (2) on parallel wires, occurring in practice on overhead high-tension 
transmission lines; (3) on spheres at large spacings. Spark discharge, although it 
has been investigated with a diversity of shapes and sizes of electrodes, may be con¬ 
fined to the following types: (i) between equal spheres, an extremely important 
arrangement for the measurement of high peak voltages up to 1,500,000 V.; 
(2) between needle points, occasionally used for the measurement of peak voltages 
up to about 30 kV.; (3) between electrodes of shapes giving uniform-field 
conditions. 

These types of discharge are similar with respect to certain fundamental con¬ 
ditions, which are of such importance in connexion with the work to be described 
in the present paper that a detailed statement of them is essential. They are as 
follows: 

(i) At ordinary frequencies (say 10 to 500 the experimental results for the 
critical establishment of all discharges are independent of frequency Moreover, 
the discharges are maximum-voltage phenomena, the results being generally the 
same for maximum alternating voltages as for direct voltages, positive and negative. 
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(2) The discharge is dependent only on the nature of the gas between the 
electrodes. It is independent of the material of the electrodes provided they are 
clean, and in general of external sources of ionization such as ultraviolet or photo¬ 
electric effects Ionization contributing to the discharge is therefore gaseous and 
differs from arc discharge or discharge at low pressures, in which the electrode 
surfaces play a material part in the formation of the discharge. 

(3) Paschen’s law^*'^ is obeyed under all conditions. This, the basic law of 
electrical discharge, states that the disruptive voltage is a function of the mass of 
gas between the electrodes, and is therefore independent of the temperature and 
pressure of the gas except in so far as they alter the density. Temperature ionization 
of the Saha type is absent or negligible therefore in electrical discharge up to at 
least 860° C., the highest temperature reached in experimental verifications of 
Paschen’s law^’l 

The independence of electrical discharge upon the temperature and pressure of 
a gas, except in so far as they produce alterations in the gas-density, has been so 
conclusively proved in the cases of corona discharge in air and spark discharge in 
many gases that, in the experimental work to be described in the present paper, 
it has not been considered necessary to investigate temperature-changes, and 
variations of gas-density arc effected solely by pressure-changes at atmospheric 
temperature. 

§3. LAWS OF ELECTRICAL DISCHARGE IN GASES 

For corona discharge on coaxial cylinders, parallel wires and spheres with large 
spacings (i.e. with spacing/radius ratio greater than about 2), and to an approximate 
degree for sphere-gap spark discharge (with spacing/radius ratio greater than 0-25 
but less than 2-0), the critical condition for the establishment of the discharge has 
been determined experimentally, and is of the form 

= .(i), 

, y where is the maximum gradient at the surface of the electrode, of radius r, upon 
which the discharge begins, and is usually expressed in kV./cm. (crest value); 
p. Go p is the density of the gas, referred to an arbitrary value of unity. Go the so-called 

B “breakdown strength” of the gas, a constant for the gas at unit density, and B the 

“energy distance factor.” and Gq are peak kilovolts throughout the paper. 

The density p is taken to be unity at 760 mm. of barometric pressure, and either 
zero or normal temperature, and is therefore not the mass per unit volume but is 
merely a measure of the molecular concentration. 

Equation (i) was first written in this form by Peek^®\ who, in order to account 
for the fact that the discharge did not begin when the gradient became Gop, intro¬ 
duced the idea of “ energy distance ” or “ storage energy distance,” without specify¬ 
ing its nature, and chose empirical relations of it with the gas-density and wire- 
radius to account for the equation. 

In the experimentally observed values for Gq and B in the case of air, however, 
these constants are found by Peek and others to vary in magnitude with the type 
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of discharge, having the following values in air respectively for corona on coaxial 
cylinderscorona on parallel wires^*®’, and sphere-gap spark discharge^"^: 

= 30-5 /»+ 0-305 irpyh 

= 30*1 /) {i + 0-301 (r/))"*}, 

C 7 „ = 27-2 p { i + 0-54 (fit))"*}. 

The differences in the “breakdown strength^* term have thrown considerable 
doubt on its significance, whilst the fact that the “ energy distance does not become 
infinite for plane electrodes has discredited to some extent the conception of this 
term. 

The first object of the present work was to investigate the different forms of 
discharge and to correlate if possible the different results obtained. By examination 
of corona discharge in many gases, for which the empirical relation (i) is well 
established, and comparison of the results obtained with previously published in¬ 
formation on sparking-potentials in the same gases, such a correlation might be 
made possible. At the same time it was thought that further light might conceivably 
be thrown on the nature of the “breakdown strength” and “energy distance” and 
of ionization in gases at normal pressures. 


§4. CORONA DISCHARGE 

The results obtained for sparking-potentials between spheres, points, or plane 
electrodes, are identical whether the applied voltage be unidirectional (positive or 
negative) or alternating: in the latter case, the maximum value of the voltage wave 
is measured or taken, since spark discharge, like corona discharge, is a peak-voltage 
phenomenon, and independent of the frequency. With corona discharge, not only 
do the voltages differ slightly in the three cases, but also the nature of the glow itself 
does so. Positive corona glow is sharply defined and confined to a small region near 
the conductor; negative corona is diffuse, extending relatively far into the gas sur¬ 
rounding the electrode, and may occur at higher or lower voltages than positive 
corona; its occurrence depends, in a manner as yet not fully explained, on the nature 
of the gas, the gas-density, and the size of the electrode. Alternating-current corona 
discharge occurs at voltages that are approximately the mean of the results for 
positive and negative glow, and may have the physical characteristics of either 
positive or negative glow, or be a mixture of both; it depends on the gas. 

Thus, for corona discharge in air at normal pressures, on wires ranging in radii 
from 0*37 to o*ii6 cm., Whitehead and Brown^’*^ give the following results: 

Positive corona: " 337/® + 0*241 (r/o)~*}, 

Negative corona: = 31*02 p {i + 0*307 (rp)”*}, 

Alternating-current corona: G^ = 33*7 p{i + 0*263 

where r is in cm., and the density p is referred to a value unity at 25"^ C. and 760 mm. 
of gas-pressure. 
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Schumann gives as the mean of all experimental data on positive and negative 
corona discharge in air, 

+ve = 3i-6p {i + 0-268 (r/>)“*}, 

- ve - 35-op {i + 0-230 (rp)"*}, 

and Whiteheadfor alternating-current corona, 

G’™ = 30-5 P + 0-305 {rpy^)- 

These results for air, and perhaps more particularly those of Lee and Kurrel- 
meyer^'^^ on direct-current corona discharge, in several gases at pressures ranging 
from o to 30 cm., show that the differences between the values of the constants Go 
and B in equation (i) for positive, negative and alternating-current corona, though 
they appear to be considerable, are yet small in comparison with the variations for 
different gases. An investigation of corona discharge with either of the three types 
of voltage should therefore yield results of sufficient accuracy to enable the meaning 
of, and possible relation between, Gq and B to be determined. 

The use of alternating voltages in the investigation of corona discharge through¬ 
out the present work was determined not only by the convenience and accuracy 
with which such voltages can be controlled and measured, but more particularly 
by the fact that Lee and Kurrelmeyer, in their experiments on direct-current 
corona discharge, obtained results which failed to satisfy any simple relation such 
as (i). With alternating voltages, however, and wires ranging in diameter from 0*05 
to 0-20 cm., in gases at atmospheric temperature and with pressures ranging from 
20 to 76 cm. mercury, the writer has found that equation (i) is obeyed accurately 
by all gases. 

Since there still remains uncertainty as to the actual values of the constants 
in the equation for corona discharge in air, and since the apparatus used in the 
present investigation differed considerably from the accepted form of corona volt¬ 
meter, it was decided to calibrate the transformer supplying the voltages by standard 
sphere-gap spark discharge, rather than by previous values of corona discharge. 
This would seem an advantage, since the results for corona discharge in the various 
gases are to be compared with those for spark discharge. 


§ 5. APPARATUS 

For a complete description of the apparatus used in investigating corona dis¬ 
charge, the various factors (space charge, etc.) taken into consideration in the design 
of the tube, the methods of voltage supply, regulation and measurement, the reader 
is referred to a paper communicated by the writer to the Journal of the Institution 
of Electrical Engineers. A diagram of the corona tube is given in figure i. With 
a voltage range on the transformer from o to 20 kV., ranges of wire-size and 
gas-density respectively from 0*05 to 0*2 cm., and 10 to 76 cm. of mercury, it was 
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possible to investigate the relation between GJp and for values of the latter 
from about 3 to 15, an extremely wide range. 



§6. EXPERIMENTAL RESULTS 

The colour of the discharge was pale purple or grey for all the gases investigated 
except carbon monoxide, in which the discharge was greenish in colour, especially 
at low pressures. When sparking occurred in the gases the sparks were sometimes 
vividly blue or red, the colour depending on the gas. 

For air and oxygen the glow had the characteristics of positive corona, whilst 
for most of the other gases investigated in the present work—nitrogen, carbon 
dioxide, methane, hydrogen, nitrous oxide, ammonia, ethane, butane, pentane, and 
propane—negative-glow characteristics were present. Owing to the large values of 
the'' energy distance ’’ for some of the gases, and the fact that the glow extends into 
space to the same distance, it was extremely difficult to say definitely that any of the 
gases had a true negative glow; moreover, negative beads, a peculiarity of negative 
corona, were never obtained, since the voltage was not increased beyond the critical 
value for the establishment of the discharge. In the case of carbon monoxide, the 
discharge had none of the characteristics of either positive or negative corona, but 
in appearance was more like a brush discharge. The results obtained for this gas 
obeyed equation (i) to the same high degree of accuracy as did the results for the 
other gases, and have been included as being for corona discharge. Further, with 
this gas, local glow discharge did not occur when {rp) was less than about 4. The 
magnitudes of the sparking potentials for values of equal to 3*55 and 3*205 
accurately obey the law of corona formation which holds for values of greater 
than 4*0, and are included in the results for this gas. 

With nitrous oxide, the electrical discharge had a marked chemical effect 
upon the gas. If the usual precautions of renewing the gas after each observation 
are taken, the results obtained are not consistent, and the constants G© and B in the 
equation cannot be determined accurately. The most reliable method of obtaining 
the constants appeared to be not to remove the gas after each discharge; the effect 
due to chemical change is then smoothly cumulative. The values of the disruptive 
gradient at the initial density, for which there is little chemical change, could then 
be accurately determined from smoothed curves. Exact details of the method and 
results are too lengthy to be included in this paper, although some reference will be 
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made later to the nature of the chemical change. The effect of chemical change due 
to corona discharge is also noticeable in the case of air, but is absent for the rest of 
the gases, including the paraffins. In the case of oxygen, ozone is formed, which 
product appears to have the same critical breakdown properties as oxygen itself, for 
the results with oxygen are singularly consistent. 

Peculiar results were observed at first with ammonia gas. This was obtained 
from dry liquid ammonia under pressure, further dried through tubes of phos¬ 
phorus pentoxide, and the gas did not then react with the copper and brass of the 
apparatus. When first examined it gave an ill-defined brush discharge, upon which. 



Figure 2. G^Ip, (rp) ^ curves for corona discharge in ammonia, carbon monoxide, nitrogen, air and 
hydrogen. Points observed. Drawn curves calculated from the equations* 

Ammonia: G„t - 56-yp {i -f- o 21 (r/))'"*}. 

Carbon monoxide: G^ — 45*5/) (i 4 0*270 
Nitrogen: G„^ - 38 0P {i + 0*301 

Air: G^ =35'Sp{i 1 0*296 M""”}. 

Hydrogen: G^=i5-5p{i } 0*526 M"*}. 

p — I at 0° C., 760 mm. 

as the voltage was increased, a true corona glow was superimposed. Results for the 
appearance of corona obtained in this way were at first irregular. The phenomenon 
(which was not observed with carbon monoxide, for which gas the brush discharge 
was well defined) seemed to be purely fortuitous, and was not always repeated even 
under apparently identical conditions. On repetition of the experiments, true 
corona-discharge results were obtained, the discharge being free from brush- 
discharge characteristics. 

The experimental results for the various gases are shown graphically in figures 2, 
3, 4, 5, and have been represented in the customary G^/p and linear relations. 
In the calculation of the constants Gq and B in equation (i), Gq is given in kilovolts 

* The initial constants in these equations, and in corresponding equations throughout the 
paper, have been revised since the paper was first submitted, an error having been found in the 
high-tension voltmeter used for the measurements. 
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per centimetre (crest values), r is in centimetres, and p is referred to a density of 
iinity at 0° C. and 760 mm. of pressure for all gases. It will be seen that the relations 



Figure 3. G„/p, curves for corona discharge in ethane and methane. Points observed. Drawn 

curves calculated from the equations 

Ethane: 37 2p{i + 0-344 ('■/>)”*>• 

Methane: == 22*3p {i + 0*585 (rp) *}. 

p «= I at 0° C., 760 mm. 



Figure 4. G^/p, (rp) ^ curves for corona discharge in pentane, butane, propane and oxygen. Points 
observed. Drawn curves calculated from the equations 

Pentane: == 63*ip {i f 0*225 (rp)”'*}. 

Butane: -= 47-7/> {i + 0-863 (»•;>)“*}. 

Propane: G„ = 37-2/) {i + o 322 (rp) *). 

Oxygen: G,„ = 29-ip{t 0-401 (rp)"*}. 


p = I at o® C., 760 mm. 


between GJp and (rp) * are linear for all the gases, as is suggested by equation (i), 
and no departures from linearity such as those given by other experimenters, e,g. 
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Brooks and Defandorf, and Whitehead and Isshiki^^\ were observed under the 
conditions of experiment. 

The results for the gases which were obtainable in quantity are probably 
accurate to within i per cent, although errors of this order are introduced in the 
methods of computing the values of the constants Gq and B, For those gases which 
were not obtained in sufficient quantity to allow of fresh gas being admitted to the 
chamber after each observation, the results can be relied upon to about 2 per cent. 
The large experimental errors in ethane from the drawn curve may be attributed 
to the fact that only a very small quantity of the pure gas was available for experi¬ 
mental purposes. 



(>•/>)■* 

Fipure 5. curves for corona discharge in carbon dioxide. Points observed. Drawn curve 

calculated trom the equation 

Carbon dioxide: — 26*2/5 {1 h 0*525 


p = I at o'" C., 760 mm. 


In table i the results are given for the breakdown strength and “energy distance ” 
factor for the thirteen gases investigated. It is well known that corona discharge is 
a phenomenon occurring with great suddenness as the voltage is raised. It is this 
that enables observations to be taken with the remarkable consistency shown by 
the curves. 


Table i. Constants at 0° C. and 76 cm. for corona discharge in gases 


Gas 

Go(kV./cm.) 

B 

Gas 

G„(kV./cm.) 

B 

Air 

35*5 

0*296 

Hydrogen 

15*5 

0526 

Ammonia 

567 

0*210 

Oxygen 

291 

0*401 

Nitrogen 

38*0 

0*301 

Ethane 

37-2 

0-344 

Carbon monoxide 

45*5 

0*270 

Butane 

477 

0*263 

Nitrous oxide 

55*3 

0*275 

Propane 

37-2 

0*322 

Carbon dioxide 

26*2 

0*525 

Pentane 

63-1 

0*225 

Methane 

1 22*3 

1 0*585 

1 

i 
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§7. THE RELATION BETWEEN THE “BREAKDOWN STRENGTH^ 
AND “ENERGY DISTANCE” FACTOR 

The values of the coefficients Gq and B are plotted against each other in figure 6. 
In the graph a the curve is drawn for GqB =- constant -= 12-3, and in the latter 6, 
a graph of Gq against B ^ The equation to the drawn curve is Go= 12*3 
Such curves are sufficient to show the close relation between Gq and J 5 . The 
departures are small, except in the cases of hydrogen and nitrous oxide, and are 
undoubtedly due to the fact that the glow may have positive, negative, or alterna¬ 
ting-current corona, or brush-discharge characteristics. 



Figure 6. Graph showing the relation between the “breakdown strength” Gq and the “energy 
distance” factor B. The drawn curves are calculated from the equations 
(a) GqB - constant, i2’3. 

{b) Go - 12-3IB, 


The relation G^B constant holds only when the gases are referred to unit 
densities at the same pressure and temperature, and does not hold when the actual 
densities of the gases are considered. Apparently, then, the relation is tenable only 
when the gases have the same number of molecules per unit volume. Since the 
actual number of the molecules rather than any specific property appears to deter¬ 
mine the relation above, it follows at once that temperature and pressure should 
have no intrinsic effect on the breakdown properties except in so far as they alter 
the molecular concentration or density. This, as has previously been mentioned, is 
one of the fundamental laws of electrical discharge, Paschen’s law. 

If use be made of the above experimentally observed fact, the equation for 
corona discharge in gases becomes 

Gm = Gop 4 - F (p/r)* .(2), 

where F is a constant approximately the same for all gases. This equation is the 
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first to show any marked unity amongst the different gases in the phenomena of 
electrical discharge through them at normal pressures, and is the key to the ex¬ 
planation of the effect. 

§8. SPHERE-GAP SPARK DISCHARGE 
In a previous paper^'*\ the writer has shown that if 

G„-Go/){i+5(rp)-*} 

represents the condition for corona discharge on coaxial cylinders for a given gas, 
then the condition for sphere-gap spark discharge in the same gas, for values of the 
spacing/radius ratio greater than 0*25, could be written 

G^ = kG,p{i+k'B{rp)-^ .(3), 

where k and k' have the same values for all gases^ 0*89 and i*6o respectively. For 
sphere-gap spark discharge, therefore, equation (3) takes the form 

+ .(3a), 

where X is the same constant for all gases, but has not the same value as Y in 
equation (2) above for corona. 

§9. UNIFORM-FIELD SPARK DISCHARGE 

Much experimental work has been done on sparking potentials in uniform fields 
in gases at normal pressures, and various formulae have been proposed to account 
for the phenomena observed. It may be stated that many of these formulae are 
unsatisfactory, often being purely empirical and having no correlation with the laws 
of corona and sphere-gap spark discharge. The laws developed by Townsend and 
Schumann, however, do attempt to correlate the different kinds of discharge, and 
will therefore be considered here in detail. 

Townsend in explaining corona laws, correlates sparking potentials for 
uniform fields with corona discharge. He assumes that ionization by collision takes 
place between the corona-forming electrode and the place where the gradient is 
equal to the value of the breakdown strength, and that a spark passes between the 
two boundaries. His argument is as follows: 

For the case of wire and cylinder, 

r ^ _ Y _ 

r log, (R/r)^ 

r ^ 

^ Ir+ c) log, {R/r)^ 

where is the gradient at the surface of the inner cylinder, of radius r, and Gq the 
gradient at a distance c, the ** energy distance ” from the surface of the inner cylinder. 



Therefore 


(4). 
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The sparking equation for uniform fields is assumed to be 

= Go + D/S .(S). 

where Gme»n is the applied voltage/spacing, 5 the sparking distance in cm., Go 
the breakdown strong^ and D a constant. 

From equations (4) and (5) we arrive at an equation for corona discharge, viz.: 

Go. = Go{i+r-i(2i)/Go)*}. 

In comparing sparking with corona, we should expect the best agreement 
between them under conditions for which the mean gradients —^ (G^ + Gq) in the 
case of corona and Gmean for sparking potentials—in each case are approximately 
equal, or the sparking distance and corona energy distance are equal. From this 
we are led to expect that sparking should be analogous to corona for spacings of the 
order o to 2 or 3 mm. In Keil’s^*®^ determinations of sparking potentials F between 
spheres i cm. in radius, the field is uniform for spacings up to 2 or 3 mm., and 
for this range, if Townsend’s theory is correct, the conditions for discharge should 
be representable by equations of the type 

V==G^S^GoS -h i GoB^ == GoS h D. 

Analysing Keil’s results, we find that this law is very nearly obeyed for air, 
oxygen, nitrogen, methane and carbon monoxide, but not in the cases of hydrogen 
and carbon dioxide. The results for the constants Gq and D are given in table 2 to¬ 
gether with those calculated from the writer’s corona results, Townsend’s theory 
being assumed to be correct. All results are given for density conditions of unity 
at 25° C. and 760 mm. pressure. 

Table 2. Relation between V and S 


Gas 

Experimental results 

Results calculated 

(from Keil) 

from corona 

Air 

F* 34‘0 S -i j *40 

F=32-s S I 1-51 

Nitrogen 

F-32 0 iS-i 2*75 

F= 34*9 + 1*72 

Oxygen 

F «= 34*0 S 1 o-8o 

F**26’8 ♦S' -f 2*34 

Methane 

F^3i-5 S-ho-8o 

F=2I-2 5+3 50 

Carbon monoxide 

F==* 39*5 S-i 2 50 

F=42-7 5 + 1-66 


It is at once apparent that so far as the “energy distance” term is concerned, 
there is no agreement between the two series of results, observed and calculated, 
nor can the results for the breakdown terms be regarded as satisfactory. Moreover, 
to obtain agreement with the corona law that 

GqB = constant, 

it follows that for spark discharge in uniform fields, 

GqD = constant. 

There is no evidence of this in Keil’s results. The above comparison of corona 
and spark discharge contrasts with the writer’s comparison of corona and sphere- 
gap spark discharge, in which good agreement was obtained between the results of 
Keil and those of the writer^*^\ 
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Schumann has proposed a theory of electrical discharge based upon a modi¬ 
fied form of Townsend’s fundamental law of discharge, 


P(i5- 


a) 


dx = 1, 


The modified formula is 


oidx = K, 


where a is the coefficient of ionization of the negative electrons and is a function of 
the electric field- and gas-density and / is the path over which ionization takes place. 

For uniform-field spark discharge the gradient is constant, so that a also is 
constant, and the equation reduces to 

a X spacing == K. 

Schumann has proposed various formulae for the form of the function giving 
the dependence of the coefficient upon the field stress, such as 

Af 

« ^ . B'jGi 

a (J2^ * 


a = e 
A'" 
G 




where G is the stress, VjSy from which the equations for spark discharge become 


a 

a 

a J 


(s«)- 


Moderately good agreement with the results for air up to spacings of 10 cm. are 
obtained, but the values of the constants a and B are empirical, and differ widely in 
the various cases. Further, the correlation with corona and sphere-gap spark dis¬ 
charge is extremely laborious, and furnishes no evidence of the fundamental laws 
of discharge given in equations (2) and (3^3:) above. 

As a result of an examination of the present results of corona and spark dis¬ 
charge, a new formula for sparking potentials in uniform fields has been found, 
holding in all gases for both spacing and gas-density variations, and correlating 
successfully with the results for corona and sphere-gap spark discharge. The 
theoretical derivation of this formula will be given in a future paper, and at present 
we shall content ourselves with an account of the experimental investigation of 
uniform-field spark discharge, and its correlation with corona and sphere-gap spark 
discharge. 

In the present paper it is not proposed to give a detailed account of the apparatus 
used, and the design of the electrodes necessary to ensure uniform-field sparking. 
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but the reader is referred to a paper by the author in which apparatus and 
voltage-measurement are discussed at lengthExperiments were performed with 
a voltage range o to 60 kV. maximum values, giving a range of spacing at atmospheric 
pressure of o to 2 or 3 cm., depending upon the gas. Density variations at fixed 
spacings also were investigated with several of the gases. A diagram of the apparatus 
is shown in figure 6a. 



For all gases, the results were found to be represented by the equation 
or V^G^S^Z{pS)\ 

where V is the applied voltage and == S is the spacing, p the density of 

the gas, referred for convenience in calculation in the present work to a value of 
unity at 25° C. and 760 mm. pressure, and Z a constant, independent of spacing Z 
and density. 

The above formula holds accurately for all gases for variations of both density 
and electrode-spacing, and should be compared with the formulae of Townsend 
and Schumann In the case of air, the writer has found that it is obeyed for 
values of the disruptive voltage up to at least 425 

Experiments on sparking-potentials in uniform fields were performed upon the 
gases air, nitrogen, ammonia, carbon monoxide, hydrogen, carbon dioxide, methane 
and nitrous oxide, brass electrodes being used for all the gases with the exception 

FHT8.80C.XLV, X 
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Table 3. Experimental results for spark discharge in uniform 
fields at 0° C., 760 mm. 


Gas 

1 G„(kV./cm.) 

Z 

Gas 

Go(kV./cm.) 

Z 

Air 

26-6 

7 "84 

Nitrous oxide 

44*1 

6-45 

Nitrogen 

; 27-8 

1 7*35 

Methane 

21*2 

8-s6 

Carbon monoxide 

1 294 

9-06 

Ammonia ' 

34*5 

373 

Hydrogen 

1 

5-86 

Oxygen | 

32*5 

3-47 1 

Carbon dioxide 

1 23-3 1 

Tl^ 

1 


1 


Mean value of Z 7*54, omitting ammonia and oxygen. 



Figure 7. Spark discharge in nitrous oxide, carbon monoxide, and methane. Points observed. Drawn 
curves calculated from the equations 

Nitrous oxide : V 40 3 5 -1 6 * 19 S^, 

Carbon monoxide: V = 27*95 4 - 8*69 5 ^. 

Methane: V -- 19*55 I- 8*20 5 ^. 


25"' C., 760 mm. 


of ammonia, in which case steel electrodes had to be substituted. The passage of a 
spark through methane, for spacings greater than about 2 mm., resulted in chemical 
decomposition of the gas, with the formation of soot deposit. The latter had a very 
marked effect upon the breakdown voltage, lowering it by from 30 to 50 per cent. 
The procedure with this gas was to polish the plates, pass sparks in air until con¬ 
sistent observations were obtained, exhaust and refill the apparatus with methane, 
and apply the voltage to breakdown. This had to be repeated for every single ob¬ 
servation, and resulted in the expenditure of 30 cubic feet of pure gas before a curve 
such as that shown in figure 7 was obtained. 

The experimental results for the gases are shown in figures 7, 8, 9 and 10, show¬ 
ing (voltage, spacing) relations, and in figures 1 1 and 12, in which (voltage, density) 
variations for a few of the gases are given. The drawn curves are calculated from the 
above formula, where Go and Z have values as given in table 3. In this table, how- 
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ever, the results are expressed in terms of a density of unity at o® C. and 760 nun. 
pressure, for convenience in comparing them with the corona discharge results, 
whereas in the curves all results are for a density of unity at 25° C. and 760 mm., 
very nearly the density conditions under which the experiments were performed. 



Figure 8. Spark discharge in air and carbon dioxide. Points observed. Drawn curves calculated 

from the equations 1 

Air; F = 24-4*5 » 

Carbon dioxide: F — 21-4*5 -I- 7-40* 5 ^ 

25° C., 760 mm. 



Figure 9. Spark discharge in nitrogen and hydrogen. Points observed. Drawn curves calculated 

from the equations x 

Nitrogen: F25-55 + 7-03 S . 

Hydrogen: F^ 13*25 + 5-60 5 *. 

25° C., 760 mm. 


3-2 
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Spacing (cm.) 

Figure lo. Spark discharge in ammonia and oxygen. Points observed. Drawn curves calculated 
from the equations , 

Ammonia: V — $i-6S 3‘57 S^. 

Oxygen: V zg SS r 3 32 5^. 

25^^ C., 760 mm. 


0 

Density 


Density 


Fig. II. Fig. 12 . 

Figure 11. Spark discharge in air, showing variation of breakdown voltage with gas-density at fixed 
spacings. Drawn curves calculated from the equation 

V *= 24-4pS + 7-50 

where p is unity at 25*^ C. and 760 mm. 

Figure 12. Spark discharge in ammonia and carbon monoxide, showing variation of breakdown voltage 
with gas-density at a fixed spacing of i cm. Drawn curves calculated from the equations 
Ammonia: V == 21-6pS + 3*57 

Carbon monoxide: V « 27'gpS -f 8*69 (pS) , 
where p is unity at 25° C. and 760 mm. 
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§10. CORRELATION OF LAWS OF CORONA AND UNIFORM- 
FIELD SPARK DISCHARGE 

In attempting to correlate the results for corona discharge on coaxial cylinders 
and spark discharge in uniform fields, attention must be paid not only to the break- 
down-strength terms in the different equations, but also to the so-called "energy 
distance” terms. It has been shown that the new conditions for corona discharge 
may be written 

Gm — f?o(coiiONA)P {i + -B 

where B is inversely proportional to Go, whilst the equation for uniform-field spark 
discharge may also be written 

Gxataxi “ (SPARK) p {l K {pS)‘~i}, 

In this fonn, the equation is of interest in connexion with Peekes theory of 
energy storage in which he assumed that the energy distance is proportional to 
the square root of the radius of the electrode, and inversely proportional to the 
square root of the gas-density, in which case the distance becomes infinite for plane 
electrodes, so that discharge should not occur. Actually, however, as has been 
shown experimentally above, the energy distance term for uniform-field discharge 
is inversely proportional to both the gas-density and the electrode-spacing. 

The values of the breakdown strengths in the two equations are compared 
graphically in figure 13, from which it will be seen that we may write 

^^0 (CORONA) I *25 Go (spark) 

representing a very definite relation between the two types of discharge. 

Further, if is plotted graphically against AT, as in figure 14, it is also seen 
that Gq^ is approximately inversely proportional to Kj except in the case of am¬ 
monia and oxygen—a relation similar to that found for corona discharge, although 
not of the same order of accuracy. The agreement is sufficient, however, to enable 
us to write as a first approximation, for uniform-field spark discharge in all gases, 

= Go,p + ZiplS)K 

where Z is a constant independent of the nature of the gas. 

It will be shown theoretically in a future paper^*'^ that the breakdown strength 
obtained in uniform-field spark discharge is the true breakdown strength of the gas, 
so that if it be represented by Go for a given gas, it is now possible to summarize the 
conditions for the three important types of discharge as follows: 

(1) Uniform-field spark discharge. 

Gm = Gf,p + Z {pjSfi, where Z = 7-54 at 0° C., 76 cm. 

(2) Sphere-gap spark discharge. 

G„ = 1-11 Gop + X {pjrfi, where X = 17-5 at 0° C., 76 cm. 

(3) Corona discharge on coaxial cylinders. 

Gm = 1*25 Gop + Y ipjr)^, where Y = 12-3 at 0° C., 76 cm. , 
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In the above formulae, the coefficients Z, X and Y are the same/or all the gases, 
to a first approximation, the deviations from the constant value decreasing as we pass 
from spark discharge to corona discharge, in which latter case the constancy is 
exceptionally well defined. 



Fitfure 13. Figure 14. 


Fig. 13. Comparison of G« from corona discharge and Co from spark discharge. Drawn curve 
calculated from the equation 

(CORONA) ~ ^0 (si.ARK)* 

o C., 760 mm. 

Fig. 14. Spark discharge in uniform fields. Graph showing the relation between Go and K. Drawn 
curve calculated from the equation 

OqK. — 7 ‘ 54 * 
o" C., 760 mm. 

These equations show at once the existence of a definite constant Gq which is 
the breakdown strength of a gas, the satisfactory correlation of the different types 
of discharge, and also a fundamental unity in the sparking and discharge laws for 
all gases under all conditions. The physical significance and theoretical interpreta¬ 
tion of these experimental results will be dealt with fully in a future paper. 


§11. ACKNOWLEDGMENTS 

In conclusion I wish to express my indebtedness to Professor W. M. Thornton, 
under whose guidance the work was carried out, and also to the Department of 
Scientific and Industrial Research and to Durham County Council for grants which 
have made it possible. 





Electrical discharge in gases at normal temperatures and presiures 39 


REFERENCES 

(1) See Townsend, Conduction of Electricity through Gases, 

Schumann, Electrische Durchbruch-Feldstarke von Gasen, 

(2) Holst and Oosterhuist, Physica^ 1 , 78 (1921). 

(3) Peek, Proc, Am, Inst, E, E, 34 , 1695 (1915); 33 , 889 (1914). 

(4) Farwell, Proc, Am, Inst, E, E, 33 , 1693 (1914). 

Carr, Proc, R, S, A, 201 , 403 (1903). 

Schaffers, Phys, Z, 14 , 981 (1913). 

See Schumann, loc, dt, p. 20. 

(5) Paschen, Wied, Ann, 37 , 69 (1889). 

(6) Whitehead and Isshiki, Proc, Am, Inst, E, E, 39 , 441 (1920). 
Brooks and Defandorf, Bur, Stand, J, of Research, 1 , 589 (1928). 

(7) See Bowker, Proc, Phys, Soc, 44 , 96 (1931). 

(8) Peek, Dielectric Phenomena in High Voltage Eng, Chapter 3. 

(9) See Peek, loc, cit, p. 48. 

(10) See Peek, loc, cit, p. 82. 

(11) Sec Peek, loc, cit, p. 92. 

(12) Whitehead and Brown, Trans, Am, Inst, E, E, 36 , 169 (1917). 

(13) Schumann, loc, cit, p. 87. 

(14) Whitehead, Dielectric Phenomena, p. 94. 

(15) Lee and Kurrelmeyer, Trans, Am, Inst, E, E, 44 , 184 (1925). 

(16) Stephenson, paper communicated to^. Inst, E, E, 

(17) Townsend, Electrician, 71 , 348 (1913). 

(18) Keil,Z./.P/?y^. 10 , 308(1922). 

(19) See Schumann, loc, dt, p. 170. 

(20) Peek, Dielectric Phenomena, chapter 8. 

(21) Stephenson, paper communicated to the Philosophical Magazine, 


DISCUSSION 

Dr L. Simons said that the breakdown of a gas depends on the velocity which 
the gas particles acquire in the electric field, in relation to the energy required for 
ionizing a molecule. In the case of a spark, a snowball effect takes place. 

Dr R. W. Lunt. I would like to suggest that, in view of the importance of 
the paper, it would be unfortunate if it were published without the experimental 
details being described so that the accuracy of the work could be immediately 
appreciated. 

With the exception of air, in which relatively little chemical change is produced, 
all the compound gases examined in the paper are readily decomposed by electric 
discharges: it is therefore very doubtful whether any of the curves, except those for 
hydrogen and nitrogen, can be accepted as referring to the gases to which they 
have been assigned. 

The author might find it interesting to apply the general equations for discharges 
between coaxial cylinders and in uniform fields to his experimental data. If values 
of are calculated for hydrogen and nitrogen from equation (2) for 

r 0*05, p ~ 0*15 to 1*0, and Go *= 15*5 and 38*0 respectively, and if these values 
are then compared with the experimental values in figure 2, it will be seen at once 
that the discrepancies between the two sets of values are so great, particularly in 
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the case of hydrogen, that the validity of equation (2) is very doubtful. On the 
other hand, it is only fair to point out that if the same values are used for Go, 
together with the relation Go (corona) 1-25 Gq (spark), and taking Z = 7-54, then the 
values calculated for V = G^S agree satisfactorily with the experimental values 
for hydrogen, and are only lo per cent higher than those for nitrogen in uniform 
field discharges cited in figure 8. 

Author’s reply. I appreciate Dr Lunt’s remarks and agree that corona discharge 
does produce chemical changes in certain gases, for example the paraffins, ammonia, 
air and nitrous oxide. In work upon the electrical breakdown properties of gases, 
it is extremely difficult to allow for the effect of these chemical changes: this is 
evident from the remarks in the paper concerning the difficulties experienced in 
investigating corona discharge in nitrous oxide and spark discharge in methane. 
Moreover, since the product of the breakdown strength and energy distance 
factor (GqS) is constant in the equation 

= G„p [1 + 5 M'i] = Go/) + F {plr)\ 

it is evident that any chemical change will only affect the electrical breakdown in so 
far as it alters the breakdown strength Go, which will be altered to the true value 
for the new gas or mixture of gases. The change is small, as is shown by experiments 
on sparking potentials in gas mixtures, and further, since Y does not vary much 
for the different gases, and is by far the larger factor in determining the discharge 
voltage in the above equation, the electrical breakdown properties of any gas will 
not be altered appreciably by chemical changes in it. It was found in corona dis¬ 
charge in the gases oxygen, nitrogen, hydrogen, methane, carbon monoxide and 
carbon dioxide, that prolonged corona discharge did not appreciably affect the 
breakdown properties. Since the wires used were all of small diameter, the volume 
of gas in the corona glow is a very small proportion of the total volume of gas in 
the chamber, and the duration of the discharge is only about 2 seconds, the chemical 
change, if any, is small. 

With regard to equation (2): this is clearly from the figure an approximate 
generalization of the results of corona discharge in the thirteen gases investigated, 
and the deviations from it are large in the cases of hydrogen, nitrous oxide and 
pentane. These errors do not affect the generalization that G^B is constant in type, 
and are comparable in magnitude with the errors between the breakdown strengths 
as obtained from corona and from uniform-field spark discharge (figures 13 and 14). 

Throughout the paper no extreme precautions have been taken regarding gas 
purity, though several of the gases obtained from the Shell Mex laboratory were 
very pure. The equations derived may serve as a guide in the investigation of 
corona in other gases. 
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ABSTRACT. A new method of taking accurately defined seconds signals from a pendu¬ 
lum is described, in which a photoelectric cell is used in conjunction with a special arrange¬ 
ment of multiple slits. This has been developed into a complete free-pendulum system, 
self-maintained in vacuo by means of electrostatic impulses and having a closely governed 
arc. 

I N time-measurements of the highest precision one of the principal features 
which imposes a limitation on the accuracy is the uncertainty in the seconds or 
other signals provided by the standard clock. The Shortt clock, for example, 
supplies consecutive seconds derived from the slave pendulum which are subject 
to an irregularity amounting to about 0*004 sec. The Shortt clock installed at the 
National Physical Laboratory has been modified to provide additional signals 
controlled by the free pendulum. These are obtained from the motion of the impulse 
lever and therefore occur only at 30-second intervals. The impulse is applied to the 
pendulum at a point fairly near to the suspension, and this limits the precision of 
any individual signal to within about ± 0*002 sec. This error is undesirable when 
the signals are used in conjunction with a chronograph measuring time to within 
0*0002 sec. At the same time the long interval between signals renders it less 
possible to utilize a group of consecutive signals to define the beginning and end 
of the measured duration with increased accuracy. 

Neither of the above signals can be regarded as precise enough for certain mea¬ 
surements of time involved, for example, in the experimental study of the behaviour 
of clocks or of frequency standards. In such work it is desirable if possible to attain 
an accuracy of the order one part in 10*, and if this is to be achieved in a test of 
reasonable duration, such as two to three hours, the uncertainty permissible is only 
about 0*0001 sec. Some experiments have therefore been made with a new method 
of procuring more precise seconds signals from a pendulum, originally with a view 
to equipping the Shortt free pendulum with a device for this purpose. These ex¬ 
periments have proved successful and have further led to the development of a new 
type of free-pendulum clock which appears to have several advantageous features. 

The method used for obtaining very sharply defined seconds signals is as fol¬ 
lows. The pendulum at its lowest point carries a plate having a group of narrow slits; 
about I mm. away there is a fixed plate with an exactly similar group of slits; and 
a parallel beam of light is directed on to the plates. The two grills of slits coincide 
when the pendulum is passing through its position of rest, permitting a momentary 
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flash of light to pass through the slits sufficient to operate a photoelectric cell. 
The plates are rectangular pieces of glass with an opaque smoke film on one face, 
and the set of slits is provided by ruling with a fine point on the film. It is easy 
to produce identical grills by ruling the two plates at the same operation. 

The distribution of the slits is of special importance and is such that at no 
position of the pendulum, other than its rest position, are there more than two slits 
of the grills in coincidence out of a total of twelve. The grid-bias potential of the 
valve used with the photo-cell can readily be arranged so that the light flux through 
only two slits has no appreciable effect, and the momentary full coincidence at the 



Figure i. 


mid-point of the swing is thus a unique event in the pendulum cycle as regards the 
signal-receiving apparatus. By using such a multiple slit it is possible to obtain the 
same flux of light that would pass through a coarse single slit, combined with the 
extreme sharpness of the time-definition only possible with a fine slit. 

The appearance of the grill of slits is shown by figure i, which is a photographic 
reproduction of the actual plate used. It consists virtually of an irregular scale \ in. 
in total breadth, each slit being about 0*002 in. in width. The condition that never 
more than two slits shall coincide or even partially coincide is satisfied if the 
divisions of the scale are such that none of the 66 possible intervals is duplicated, 
and the minimum difference between intervals is not less than the slit-width. Suit¬ 
able values for the successive subdivisions of such a scale are shown in the first 
column of table i. The second column gives all the single intervals between ad- 
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jacent lines, and the further columns give the intervals formed by pairs, threes, etc., 
of the single intervals. It can be seen that no interval occurs twice and the difference 
between any pair is never less than the slit-width. 
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The amount of light able to pass through the grills in any displaced position is, 
in fact, less than that which would be passed by the coincidence of a single pair of 
slits, since the motion of the pendulum is angular and the two sets of slits are not 
parallel except at the instant of maximum velocity. The fixed grill is mounted on a 
small carriage provided with levelling screws and with a suitable lateral adjustment. 
With the pendulum at rest the fixed grill can readily be adjusted optically to coincide 
with the swinging grill. 

An experimental pendulum which has been set up to test this signal device has 
yielded promising results. The duration of the successive seconds was measured on 
a high-precision chronograph recently constructed* at the National Physical 
Laboratory. The following table of typical results gives the values of 40 consecutive 
seconds (the pendulum was not adjusted to beat exact seconds). 

Table 2 
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The lo-in. pendulum used in these experiments was very imperfectly mounted 
and stood on an ordinary laboratory bench. The results obtained are sufficient to 
show that the method is capable of providing signals of great precision, and with a 
properly designed pendulum the uncertainty should not exceed o*oooi sec. 

The duration of the signal is easily calculated from the slit-width and amplitude 

• y. Sci^ Inst. 8, 21 (193^)* 
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of swing. In the experiments described the semi-arc of the grill was 0*5 in. and the 
maximum linear velocity was therefore approximately tt in./sec. The duration of 
the signal current from zero to a maximum is thus 0*002/77 or about f millisec., and 
it is possible to set the cross-hair of the reading microscope on the starting point of 
the recorded signal mark to within o*oooi sec. 

As an extension of these experiments a new type of free-pendulum clock has 
been developed and an experimental model has been made with the same lo-in. 
pendulum and found to operate in a satisfactory way. A diagram of the arrange¬ 
ment is shown in figure 2. The pendulum swings in vacuo in an exhausted case 



I 



constructed of thick-walled brass tube. The lower part has two plate-glass windows 
to allow the beam of light to pass right through the case and strike a photoelectric 
cell outside. The pendulum bob has the moving grill attached to it, and the fixed 
grill is shown diagrammatically, without details of the adjusting screws. 

At its lowest point the pendulum carries a small comb composed of six parallel 
pieces of brass wire about 1*5 cm. in length. A similar fixed comb is adjusted to be 
in the same plane as the first comb when this is at rest, with the wires interleaved 
but not touching. When the pendulum is swinging one comb therefore passes freely 
through the other. These combs are used to give the pendulum a sufficient impulse 
at every swing, by means of an electrostatic force, to supply the lost energy. The 
impulse is controlled by the action of the photoelectric cell in such a manner that 
the amplitude of the pendulum is governed within close limits. For this purpose 
the plate attached to the pendulum is ruled with a second set of slits, shown in 
figure 2, to act as the governing grill. This is displaced from the signal grill by an 
angular rotation about the axis of the pendulum, equal to the amplitude of swing 
that is required. (The additional ruling of this grill presents no difficulties as it is 
only necessary to support the plate on a suitable radius arm.) The second grill thus 
comes into coincidence with the fixed grill at one extremity of the swing. 

The general action of the impulsing and governing arrangements can be under¬ 
stood by reference to figure 3. Normally the fixed comb is charged through a high 
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resistance and as the pendulum in its swing approaches the mid-point, the combs 
come near enough togeAer to exert some electrostatic attraction on each other. The 
force of attraction rises sharply to a maximum and then falls suddenly to zero when 
the planes of the two combs coincide. At this instant the photo-cell A receives the 
flash of light through the grills and this gives rise to a momentary anode current in 
the valve B associated with the cell. This operates a rapidly acting relay C which 
short-circuits the two combs for a moment and discharges the fixed comb. On 
continuing its motion past the mid-point, the pendulum carries its comb out of the 
range of attraction of the fixed comb without any appreciable force being exerted 
on it. The resistance, /?*, together with the small condenser C2 across the combs, 
control the rate of charging as required. The cycle of events in one double swing of 
the pendulum is illustrated in figure 4. The impulse is shown just before the 



Figure 3. Figure 4, 

pendulum arrives at the point Ay the negative impulse which is eliminated by dis¬ 
charging the comb being shown as a dotted line. Continuing its motion to some 
point B very near the end of the swing, the governing grill now begins to open 
a passage for light to reach the cell, and at the extreme end of the swing the slits 
overlap by an amount FG. On the return swing the aperture closes again at C, and 
from B to C the valve is passing an anode current which rises to a maximum value 
at F. The anode is fed from a 2 — mF condenser Q which is connected to the h.t. 
supply through a high resistance i?i so that it charges at a controlled rate. The 
result of partially discharging this condenser during the movement of the pendulum 
from B to C is, therefore, that the potential of the fixed comb when the point D is 
reached will depend on the potential difference across the condenser Q. If a con¬ 
siderable discharge occurs from BtoC owing to the amplitude tending to be large, 
the comb potential, and therefore the impulse at Z>, will be smaller than usual, and 
this checks the tendency of the amplitude to increase. By the time the pendulum 
has again reached the point A the p.d. across Q has built up to about its normal 
value, though some residual effect of an unusually large discharge may make itself 
felt as a slightly small impulse at A. The condenser Q is thus charged with a 
fluctuating potential which is automatically determined by the amplitude of the 
pendulum, and the reaction on the impulse maintains the amplitude at a constant 
value within limits which correspond to some fraction of the slit-width. 
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It is interesting to notice that the arc-governing device provides a further means 
of limiting the amplitude if it should tend to exceed the margin covered by the 
graduated control. An exceptionally large discharge of the condenser has the effect 
that when the point D is reached the condenser voltage is not sufficient to work the 
relay, and the impulse at D is thus cut out altogether. This action supplies an 
additional hit-and-miss safeguard against variation of amplitude, which normally 
does not require to operate when the magnitude of the normal impulse is correctly 
adjusted to be slightly greater than that required to supply the lost energy. This 
adjustment is made in a simple way by applying a suitable polarizing potential V 
to the moving comb as shown in figure 3. 

The actual operation of the arc-controlling grill can usually be observed roughly 
on the chronograph record. The signals in both directions of motion are recorded, 
and it is generally seen that the signal at D is smaller in magnitude than that at A, 
It is at once obvious from the record when the hit-and-miss control comes into 
action. The chronograph marker may be connected in the anode circuit of the valve, 
but it is found equally satisfactory to place it in the output circuit of the relay so 
that it is operated by the discharge of the condenser • In this position the seconds 
signals are of course subject to the additional uncertainty introduced by variations 
in the time of action of the relay. With the particular relay employed this is, how¬ 
ever, a negligible amount, even in relation to the high precision obtained in the 
signals. The relay plays an important part in the maintenance of the pendulum, and 
it is clearly necessary that it should have the minimum possible time-lag. A special 
type of relay has been devised which has a time-lag not exceeding o-oooi sec., the 
variations in which, as affecting the signals, are quite imperceptible. This relay is 
made by a small modification of a reed telephone movement. A light extension 
piece soldered to the reed carries a spherical-ended piece of platinum wire, which 
on the deflection of the reed comes into contact with a fixed plane piece of platinum. 
The reed responds with great rapidity, and the time interval between the input and 
output signals is actually too small to be measured on the chronograph. 

The seconds signals obtained with the chronograph in the discharging circuit 
of the condenser C2 are well-defined marks on the record, as would be expected. 
An example showing the type of signal is given in figure 5 which is a photograph of 
a portion of a chronograph record magnified 25 times. The parallel lines in pairs 
are traced by the two markers in the direction of the arrow, and the seconds signals 
from the pendulum are indicated by letters A, Comparison seconds from another 
clock are marked J 5 . The traces seen are successive turns of a fine-pitched spiral of 
diameter about 150 in. on the scale of the figure, and ten signals have been re¬ 
corded between the marks seen on adjacent traces. To give a scale to the record a 
series of radial lines have been ruled at intervals corresponding to o*oi sec. It will 
be seen that the signals from the pendulum are sufficiently sharp for the cross-hair 
of the reading microscope to be set to within 0*0001 sec. 

The general operation of the clock having been described, certain features of 
the scheme will now be considered briefly. The use of a pendulum in vacuo elimin¬ 
ates all effects of air-pressure, such as buoyancy and fluid friction. At the same 
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time the loss of energy per swing is very greatly reduced, so that, with an impulse 
applied regularly to every swing, the amount of energy to be supplied in one impulse 
is only an extremely small fraction of the energy of the pendulum. The impulse 
itself also approximately conforms to the ideal condition of occurring at the instant 
of maximum velocity. The electrostatic system of maintaining the pendulum renders 
the pendulum system less liable to disturbances from external causes than would be 
the case if electromagnetic forces were used. The signal system should have only a 
negligible reaction on the pendulum, from the point of view of the radiation 
pressure. All but a small fraction of the light is cut off by the fixed grill, and the 
fraction transmitted strikes the swinging grill in a direction normal to the plane of 
motion. In every respect, therefore, the motion very nearly approaches that of an 
ideal free pendulum. 

































— 



_ 











__ 1 







A' 

1 








I - - 





jh _ 

[_ 








1 







_ > _ 

A 






















Figure 5. Portion of chronograph record ( x 25). 


The advantage gained by gcwerning the arc within close limits is very well worth 
the slight additional complication involved, since variation of arc, from whatever 
cause it arises, is a primary cause of variation in rate. There is in fact no extra 
apparatus required for this purpose, the provision of the governing grill alone 
being sufficient. The scheme as a whole is really quite simple and direct, and has 
the considerable advantage that no slave clock is required. No difficulty arises in 
the occasional replacement of either the cell or the valve, or the illuminating lamp. 
The decrement of the pendulum in vacuo is so small that the driving may be 
interrupted while any of these components is changed, with a decay of amplitude 
altogether too small to have appreciable effect on the isochronism. 

An important advantage of the clock as a laboratory instrument is the ease with 
which very accurate seconds signals can be taken direct from the free pendulum. 
The behaviour of the experimental model justifies the opinion that signals with a 
precision of o*oooi sec. will be obtained with little difficulty. As regards the degree 
of isochronism possible with such a pendulum, no tests of any value can be made 
until a properly designed pendulum is available. It is proposed to install a new clock 
operating on Ais principle at the National Physical Laboratory in the same vault 
as the Shortt clock, and comparative tests of the two should prove of much interest. 
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DISCUSSION 

Mr T. Smith asked whether the author had stabilized the governor so as to 
prevent any hunting effect and to keep the amplitude-corrections small. 

Dr F. A. B. Ward. I should like to ask the author, firstly, whether it would 
be possible to displace the grids so that the impulse would reach its maximum at 
the exact centre of the pendulum’s swing; and secondly whether he has considered 
the possibility of replacing the relay, or perhaps the whole system of triode valve 
and relay, by a gas-filled relay valve or thyratron. This substitution would, of 
course, involve redesigning the circuit. The thyratron would appear to be particularly 
suitable for use as a relay in exact time-measurement, as its time of response is less 
than sec. 

Prof. G. B. Bryan asked whether a small amount of air-damping was not 
desirable to facilitate control of the pendulum? 

Author’s reply. In reply to Mr T. Smith: 1 have as yet made no attempt to 
stabilise the arc-governing device. Until the final design of the clock is completed 
and working, it is impossible to decide whether such precautions will be necessary. 
The theoretical behaviour of the governing arrangement has been worked out to 
some extent, however, and the results indicate that the range of amplitude likely 
to occur as a periodic variation is not great enough to have an appreciable effect 
on the rate of the clock. 

Dr Ward’s suggestion to displace the impulse comb would be feasible as regards 
the impulse in one direction of motion, but would displace the next impulse in the 
opposite direction away from the centre of the swing. Possibly a more elaborate 
system using two fixed combs could be devised to do what he suggests, but it may 
be of interest to state that the calculated effect on the period of the pendulum of 
the asymmetry of the existing impulses is considerably under i part in lo®. I am 
obliged to Dr Ward for suggesting the possibilities of the thyratron type of valve. 

In reply to Prof. Bryan: I think it is desirable to have some constant air damping 
in the case of a pendulum maintained by an impulse of fixed magnitude. A balance 
has to be attained between the energy supplied in the impulse and the energy lost 
in the duration between the impulses. The arc of the pendulum automatically 
adjusts itself to procure this balance, and the probable variations in the arc are 
determined by the rate of change of the lost energy with respect to amplitude. The 
latter depends on the damping coefficient, which should not be reduced too much 
or instability of arc will be set up. When, however, the arc is governed, the impulse 
energy varies with amplitude at a rate which is many times greater than the rate 
of change of the lost energy, and it is the former which predominates in determining 
the closeness of control of the arc. The precision of the control is therefore adequate 
even when the pendulum is working with the smallest possible damping, a con¬ 
dition which is advantageous from all other points of view. 
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Communicated by Professor O. U. Vonmller^ September 26, 1932. 
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ABSTRACT, A grating consisting of alternate strips of glass and metal of known di¬ 
mensions gives diffraction spectra whose relative intensities depend on the optical pro¬ 
perties of the component parts. An expression has been found for the relative intensities of 
the central reflected image and the first principal diffracted image in terms of the reflection 
coefficients for the metal and glass and of the phase-change on reflection from the metal 
surface. By means of a photometric method which is described the intensity ratio has been 
measured for two or more gratings of different proportions cut on one mirror, enabling the 
deduction of the reflection coefficients and the change of phase to be made. This is done 
for light plane-polarized both in and perpendicularly to the plane of incidence, and the 
approximate Drude formulae are used to calculate the optical constants. It is possible to 
make simultaneous measurements at several wave-lengths if the grating is illuminated with 
light from a source having a suitable line spectrum. With gratings cut from sputtered 
platinum films, the means of six sets of results for the yellow doublet of the mercury arc 
were k ^ 1*40 and w 1-67. An investigation is made of the most favourable conditions 
and the possibilities and limitations of the method are discussed. 

§1. INTRODUCTION 

T he experimental methods employed during the past thirty years in investi¬ 
gating the optical properties of metals have followed in principle those 
introduced by Drude, and consist in a visual examination of the change 
produced in a beam of polarized light on reflection from a metallic surface. 

In the procedure to be described advantage is taken of the more recently 
developed technique of intensity-measurement to enable the use of photographic 
observations of the light reflected and diffracted from specially ruled gratings. 
Whereas in the visual method monochromatic illumination is necessary, the follow¬ 
ing method makes possible the simultaneous measurement at several wave-lengths if 
a source having a suitable line spectrum is used. 

Following a suggestion by Prof. Vonwiller, the effect of the polarization of the 
incident beam on the relative intensities of the diffracted images from a specially 
ruled grating was examined visually, and, with his help, a theoretical explanation 
was obtained. Further examination showed the possibility of using the effect as a 
means of investigating the optical properties of a metallic film. In this paper, 
published at this stage because the author may find it necessary to discontinue the 
work for a time, the technique so far developed and a few of the more satisfactory 
results are given. 
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§2. THEORY 


Suppose that light is reflected from a diffraction grating composed of alternate 
strips of glass and metal (in the form of a film deposited on the glass). The in¬ 
tensity of the diffracted images relative to that of the central image will depend on 
the properties of the metal and of the glass as well as on the dimensions of the 
grating. 

Let the grating be composed of alternate strips of glass of width &, and metal of 
width Cy so that b-\- c dy the grating constant. A plane wave diffracted from the 
glass strips will be described by the equation'**' 

, sin (iai) sin (iwurf) . . ^ \ / x 

5' - HF lEw . 

where a is the amplitude reflection coefficient for the glass, a can be calculated from a 
knowledge of the polarization of the initial beam, and we shall suppose that the 
light is plane polarized either in, or perpendicularly to, the plane of incidence. 
/X is a coefficient whose values are integral multiples of zirjd for the principal 
diffraction maxima, m is the number of strips. 

The same wave diffracted from the metal strips will be described by the equation 


Here j 3 is the amplitude reflection coefficient for the metal and S the change of phase 
on reflectionf. I'he addition of 0 in the phase angle is due to the fact that the centres 
of the glass and metal strips are separated by a distance and for the principal 
diffraction maxima 0 tt, c is in each case a function of m. 

The resultant vibration which gives rise to the first principal diffraction maximum 
will have an intensity /j, where 


h — y^^n^A^ (a‘^ f — 2a/3cos 8) .(3), 

and 

iTja 

The intensity of the central image will be /q, where 

h == 1- I zajSfcf cos 8) .(4). 


By a photometric method we can measure the ratio of these intensities and 
obtain a value /?, where R /0//1. We have, then. 


a2^2 ^2^2 2aj86c cos 8 

(a2 4. jga -- 2aj3 cos 8) 


(S)* 


This equation is a quadratic in j8 and cos 8 which are the only unknowns. We 
may calculate a by means of the Fresnel formulae, knowing the polarization, the 


* Drude, Theory of Optics^ p. 222 (Eng. trans. 1902). 

t The reflections from the metal and glass surfaces are not, of course, in the same plane and 8 
must therefore include the effect of path-differences. This question is discussed more fully below. 
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refractive index of the glass, and the angle of incidence; b and c are obtained by 
measurement and A is calculated from them. The value of m miist be the same for 
both glass and metal, this being easily arranged by blacking out the undesired parts 
of the grating. 

The quadratic equation is as follows: 

coefficient of = RA^ — 
coefficient of j8 cos 8 = - 2a + be), 
constant term = a* (RA^ — J-). 

Now suppose we use two gratings of different proportions, distinguished by the 
suffixes I, 2 and having the same constant d, so that 6 -f q = 62 + rj, and obtain 
R for each. We then have two equations of the form 

Pix + qiyi-ri^o, 

and P2X + qiy -f fg = 0. 

Substituting for the coefficients p, q, r in the solutions of these the expressions 
given above, we obtain, after simplification, the formulae, 

~ A^R^b-^ + b^b ^ — ^2 ) 

OL^ AJ^R^Ci - Ai^RiC^ + C1C2 (f, - C2) .^ 

anH ^ co^ _{b 2 - C2) (Aj ^Ri "Ci^)-(bi-Ci) ( A^^Rj- O 

a ^A^^R^r, - A^^R^c^ + ^^^2 {c, c^) ^ . 

These formulae are remarkably simple and compact. It is notable that the 
change of phase, 8, is calculable without a knowledge of a, although, of course, the 
latter’s value greatly affects the magnitude of the quantities on the right-hand side. 

The ratios Ri, R^ are measured, and jS and 8 calculated for light polarized both 
in (.?) and normally to (p) the plane of incidence. We then have the quantities 
and A (in the notation of Drude), where A =- 8j, - 8,. Putting pjpg = tan ^ 
we may use the formulae given by Drude*, viz. 

k-= sin (f) tan 2^, 

1 * j A. 1 cos 2 ilff 

oTirl iM — oir» TOtl ^ __ ' _ 


w = sin ^ tan 


I sin 2iff cos A ’ 


to obtain the optical constants. is the angle of incidence. 

When the angle of incidence is greater than the polarizing angle for the glass, a,, 
changes sign. Since jS is calculated from its sign is not known. Therefore j8 
and j8/a are assumed to be positive and the negative value of a is allowed for by 
adding 180^ to 8^, i.e. considering the wave to have been advanced through a half¬ 
period in its reflection from the glass surface. There is then ambiguity in the value of 
A, as to whether it is to be taken as (180° + 8,, f 8,) or (180° f 8^ - 8,). It is found 
that the value (180*^ + 8,, - 8,) gives the more reasonable results, which is perhaps to 
be expected since both 8p and 8, are then taken in the same sense. 

. • Drude, loc» ciL p, 363, 


4-2 





52 


S. E. Williams 


§3. PREPARATION OF GRATINGS 

Preparation of mirrors. Only three sets of gratings have been prepared which 
give satisfactory results, one of silver and two of platinum. All were made by cathodic 
sputtering in vacuo, a sheet of foil covering the silver cathode in the case of the two 
latter. The sputtering method is limited, however, to a small range of metals and 
difficulty has been experienced in obtaining mirrors of the quality desired. In order 
to provide a means of depositing films of chromium, antimony, nickel, etc., which 
cannot be done by sputtering methods, apparatus has been designed for evaporating 
these metals in vacuo. Ordinary plate glass, free from scratches, is used for the 
mirrors in pieces about 6 cm. by 3 cm. in size. 

Proportioning of gratings. On each mirror were ruled a number of gratings, each 
consisting of about forty strips at a spacing of i mm. and approximately 5 mm. in 
length. Although the theory indicates that only two gratings of different dimensions 
are necessary, it has been the practice to measure the intensity ratios from each of 
three gratings and, combining them in pairs, to obtain a mean value to which con¬ 
siderably more weight can be given. 

Except in the case of the set of gratings last constructed it had been customary to 
cut three series of strips in which the width of the metal was 0-500 mm., 0-350 mm., 
and 0-200 mm. respectively; the choice being arbitrary and governed merely by a 
desire to obtain as large a variation in c as would be convenient. However, in the 
case of light polarized in the plane of incidence, , the intensity ratios were high and 
difficult to measure and it was noticed that they increased as the width of the metal 
strip decreased. In an endeavour to obtain values of R as near to unity as possible, 
consistently with a wide variation in c, use was made of the more reliable of the 
results already obtained for j 3 /a and R to investigate the connexion between the 
intensity ratio and the proportions of the grating. 

Taking the first formula, equation (6), 

P ^ ^i !^2 I + hiK (^1 ^2) 

a*-* A^/R^c^ — A^fR^c2 f (cj — ^2)* 

we may assume suitable values for A^, and jS/a. This then becomes a 

relation connecting R^ as dependent variable with since f is constant. 
When Jf?2 is plotted against b^ the curve will be roughly parabolic since the above 
equation is of the second degree in b^ if the slow change in A^^ is neglected, so that 
there will be a minimum for R2 at some value of b^ near the middle of its range. 
Curves are given for both the plane of incidence figure i, and the plane 
normal thereto, figure 2, the constants assumed being taken from actual results. 

When the electric vector is perpendicular to the incident plane figure i, the 
minimum value of R^, occurs when b^ is approximately 0-550 mm. and the ratio 
rises rapidly outside the range 0-350 < 62 < 0-650. In the last mirror cut a set of 
strips in which 62 0-350 mm. was therefore included. 

In the case of E^,, figure 2, it will be seen that the value of rises rapidly in 
the range 0-650 < ^2 < 0-750. To avoid this difficulty b must be at least o*8oo mm. 
in one of the gratings, so that the original dimensions were satisfactory. 
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Naturally previous results can only be used to design a fresh set of gratings if 
both mirrors have been prepared under similar conditions and are expected to give 



123466789 123466789 

6a (mm. x 10-1) 6a (mm. x io~i) 

Figure I. Figure 2. 

Figure i. Intensity ratio as a function of the proportions of the grating. 

Electric vector normal to plane of incidence. 

Figure 2. Intensity ratio as a function of the proportions of the grating. 

Electric vector parallel to plane of incidence. 

similar effects. The discussion is interesting since it illustrates the possibility of 
using a grating in which the metal strip is wider than the glass. It is to be noted also 
that the interchange of b and c will not leave the value of R unchanged. 



Figure 3. Contact print of second set of platinum gratings, showing variation in 
6 and c. The darker strips are of metal. 


Ruling, As will be seen later it is desirable that the width of the strips should be 
accurate to at least o*ooz mm. and, if possible, to o-ooi mm. The gratings have been 
cut with a steel tool in a hand-operated dividing engine with a reading limit of 
0*001 mm. It is therefore too much to expect the above limit of accuracy, but it has 
been found possible to cut by hand to 0*0025 ^^* cutting, a tool about 
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0*120 mm. in width is used to make the edge-cuts in 6ach strip, as the smaller 
resistance encountered in this part of the work allows of gentler handling. A grating 
can be cut in about three hours. 

As an example of the accuracy obtainable with the apparatus, the second plati¬ 
num set of gratings may be instanced. Each of the four gratings was measured with 
a microscope whose reading limit was o*ooi mm. The average error in each of the 
sets of strips varied between 2*5 and 3*5 thousandths. Table i shows a number of 
consecutive readings of b and c for the grating B, The unit is 0*001 mm. 

Table i 

h 484 487 489 492 485 491 492 490 

c 512 513 512 512 512 515 509 511 sii 

When it has been measured the set of gratings is prepared for use by grinding the 
back to prevent internal reflection, and painting with photographic black on back 
and sides and unwanted parts of the front. Care must be taken to include equal 
numbers of glass and metal strips in each set, 

§4. EXPERIMENTAL ARRANGEMENTS FOR OBTAINING 
DIFFRACTION SPECTRA 

The finished grating is mounted on the table of a prism spectrometer fitted with 
a quarter-plate camera, and is supported against a vertical wooden block. A stop 
having an aperture of width equal to the length of a strip is used to block off the 
light from all gratings except the one from which photographs are being taken. The 
aperture of the stop is at a fixed height (the centre of the collimating lens), so that 

the grating plate must be raised or lowered to bring into use the different sets of 

strips. It is important that the whole of a set comprising a grating should be within 
the collimated beam so that a definite integral number of strips may be in use. 
A mercury arch is used as a source in view of its convenient line spectrum. The 
experimental arrangement is shown in figure 4. 



Figure 4. Experimental arrangement for obtaining diffraction spectra. 

The reflected and diffracted beam passes through a 30° glass prism set approxi¬ 
mately at minimum deviation for the yellow lines. This serves to disperse the beam 
into its components, each line being accompanied by its diffracted images. The slit 
is made fine enough to resolve the yellow lines. A reproduction of a typical spectrum 
is given, in figure 5, the electric vector being parallel to the plane of incidence. 
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The polarizing nicol is placed immediately before the slit, the direction of the 
electric vector being determined by setting the shorter axis horizontally or vertically. 
The polarization of the incident beam is tested by observing the images through 
another nicol and ensuring that complete extinction can be obtained. 

\X6789-69 X6460 X4858 X4078 X404e 


di rfa ^ did^ r di dn d^ di r di d^ di f di 

Figure 5. Typical spectrum in which the electric vector is parallel to the incident plane, 
r, central reflected image; dy principal diffracted image. 

The second principal diffracted image is missing. 

The incident angle must be known accurately. With the prism and spectro¬ 
meter which were used the range available was limited. It was desirable that it 
should be at least 65° or else was so small that j 3 /a became large and inaccurate. 
However, it was more important that none of the images should overlap. In order 
to keep separate the green and yellow groups it was found that the incident angle 
should be less than Unfortunately there was also trouble in the violet where the 
4078 A. line almost coincided with the first diffracted image of A4046, the effect 
being appreciable in the case of Eg only. Angles of 66°“69° were most satisfactory. 

When a convenient angle has been found the camera is adjusted so that the 
central image of the blue line, A 4358, coincides with a reference line on the back of 
the camera, and is then locked in position. Any slight alteration in incident angle 
made when the gratings are moved can then be detected and corrected by turning 
the table so that the images are always in the same place with reference to the back 
of the camera. 


§5. MEASUREMENT OF INTENSITY RATIOS 

In accordance with the usual custom of those engaged in the measurement of 
relative intensities in the optical region of the spectrum a photographic method was 
employed for determining the ratios. The plates were calibrated to find their 
characteristic density exposure curve and were examined with a Moll micro- 
photometer. 

It will be apparent from later consideration of the accuracy obtainable with the 
method that the factor of greatest importance is the exact measurement of the in¬ 
tensity ratios. It is hoped that these quantities may be determined with a probable 
error, of one part in two hundred. Investigators using the methods of photographic 
photometry have not attained this degree of accuracy, limiting their claims to two or 
three per cent, whilst recently the view has been expressed that about ten per cent is 
the best that can be hoped for. However, this problem is not identical with those 
generally attacked, in that lines of the same wave-length are being compared, and so 
no allowance need be made for the variation in sensitivity of the plate with wave¬ 
length. This increases the range of methods available for providing for the calibra¬ 
tion of each plate. 
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For various reasons it was decided to use an optical wedge for the purpose of 
calibration. The principle of the method is to expose the plate for a suitable time to 
a beam of uniform, monochromatic, and parallel light falling normally on to the 
wedge which is placed immediately before the plate. There is then obtained a strip of 
suitable dimensions, the density of which varies in a manner characteristic of the 
plate and for which the exposure at any point is a function of the constants of the 
wedge and of the distance from an arbitrary zero. 

The optical density d of an absorbing film is defined by the relationship 
-^0) h d= logio (/o/^i)» where Iq and /j are the intensities of the incident and transmitted 
beams, respectively. The wedge, which is locm. in length, is designed to give 
a linear increase of density from o to 3. Hence the ratio of the transmitted beams 
X at any two points distant x cm. apart, being the same for both, will be /i//2, 

k which 10*^^. The value of k, which was not verified, was given as 0-31 cm:^ 

Calibration by means of a wedge depends on certain assumptions as to the 
behaviour of a photographic plate. The optical density of the image produced on a 
plate by exposure to monochromatic light depends on many factors and is usually 
assumed to bear a relationship expressible mathematically as, 

d log/(/, /, A, conditions of development temperature of 
exposure, age and brand of plate, etc.), 

/, /, A where / is the intensity, t the time of exposure, and A the wave-length. For images 
on one plate we may put 

Ky s d^ log {KI^ P)y K being a constant, 

- slog I -\ p log t h log Ky 

P where p is Schwartzchild’s constant. 

d^y rfg Now suppose there are two images to be compared having densities di and d^ 

li y /g due to intensities and /g and an exposure time L These densities are measured and 
the straight portion of a characteristic curve is used to find their equivalence to two 
f intensities /' and kT and an exposure time t' (A being the same and the curve being 
taken from a strip on the same plate). I'hen 

d^ = s log /i 4 /> log ^ + log Ky 
and d.^ — s log I2 -i- p log t + log Ky 

so that di- d^^ s log(/1//2). 

And we have found that 

= Hog /' + p log t' + log Ky 

and d^^ s log kF 4 p log t' -f log Ky 

so that also, d^ — d^^^ slog 

Therefore /1//2 = 

The variation in d caused by the differences in times of exposure and intensity of 
illumination is thus eliminated. Of course we have not assumed that the reciprocity 
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law holds (i.e. that/) = 5), but only that/) and s do not change rapidly with I and t. 
Exposure times for images and calibration strips are therefore made comparable. 

All photometry is done with the Moll microphotometer. Instead of optical 
density, percentage transmission is measured, and the curves are plotted on a 
logarithmic scale to give the same result as a density curve on a linear scale. The 
calibration strips are measured by hand-operation of the photometer. Starting from 
an arbitrary zero, at each millimetre along the strips readings are taken of the gal¬ 
vanometer deflections due to light passing through the exposed strip and through 
the unexposed portion adjacent. The ratio of these is plotted against the distance 
from the zero and a characteristic curve thus found. Each deflection can be read on 
the scale to o-i mm. representing about o-z per cent variation in transmission. 

Photographic records are used in the case of the lines. No allowance need be 
made for continuous background, as none can be found even in the heaviest ex¬ 
posures, and so the usually flat base provides a means for easily estimating the 
deflection through the unexposed portion of the plate. 

Since the intensity scale in the calibration curve is logarithmic (mm. of wedge), 
the percentage transmission for each of two lines whose ratio is to be measured will 
be equivalent to a certain distance, expressed in millimetres. The difference of these 
will be a distance, expressed in tenths of a millimetre, which multiplied by the 
wedge constant and converted to the antilogarithm will give the ratio of the inten¬ 
sities. This procedure is illustrated in table 2. 


Table 2. Method of measuring intensity ratios. Plate i. A4046. Grating B. 



Diffracted 

images 


Central image 

Wedge 

Reducer 

Per- 

IVans- 

Mean 

Wedge 

Per- 

centage 

Wedge 

Differ- 

Wedge 

differ- 

centage 

Right 

mission 

Left 

(mm.) 

trans¬ 

mission 

(mm.) 

ence 

(mm.) 

ence 

(mm.) 

D 

17-8 

17-6 

17-7 

i6-6 

69 s 

33-6 

170 

i6-8 

L 

69-4 

677 

68-6 

33*4 

— 

— 

152 


D 

193 

17-9 

i8-6 

172 

62-6 

31-9 

14-7 

15-4 

L 

68-3 

635 

65-9 

32-6 

— 

— 

14-3 


D 

195 

2 I-I 

20-3 1 

18-2 

658 

32-6 

14-4 

14*8 

L 

66-5 

67 s 

670 

330 

— 

— 

14-6 


D 

— 

— 

— 

— 

356 

24-4 

154 

15*3 

L 

33*2 

35*0 

34’I 

24*0 

87-0 

39‘2 

15-7 


D 

20-0 

20-3 

20*2 

i8*i 

72-4 

34*4 

16-3 

15*3 

L 

695 

68-3 

68-9 

33*4 



16*0 


D 

44-1 

42*3 

43-2 

26-6 

88-2 

40*5 

i3’9 

— 


Mean 15*2 

Mean error = o*8 nun. 

Ratio IJIq = antilog (15-2 x 0-031) 

== 2-98. 

Ratio IJIi = 0-336. Probable error = 1*5 %. 
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The first and second columns give the percentage transmissions for each of the 
two diffraction images to right and left of the central image. The fourth and sixth 
columns give the abscissae on the calibration curve corresponding to the percentage 
transmissions. These figures depend on the arbitrary zero chosen. The seventh 
column is the difference between the fourth and sixth and is a measure of the ratio. 

Six photographs have been taken at this particular ratio and in addition a step 
reducer has been used to divide the image on the plate into two halves of different 
densities, each of which, in the case of the diffraction maxima, was suitable for 
measurement’'*'. ^Fhe double sets of figures in the first two columns thus give the 
percentage transmissions for the more dense (Z)), and less dense (L), portions of the 
line on the plate. By using a mean value of 15*0 mm. for the factor of the reducer 
two values of R are obtained from each photograph. 

In this case the central image was weaker than the diffracted images, giving rise 
to larger percentage transmissions and larger wedge distances. Hence the ratio 
expressed in the seventh column is 7 i//o. 

In the last column are given values for the reducer factor which are the differences 
between the two sets of figures given in column four. 

The probable error is calculated from the mean error by dividing by the square 
root of the number of observations. It can immediately be expressed as a per¬ 
centage error. 

A large amount of material had to be accommodated on each plate, and because 
of the little space required the wedge method was the most convenient. If three 
gratings are used six photographs must be taken, since it is desirable that both 
polarizations should be included on one plate. A single determination of an in¬ 
tensity ratio is not, however, of much value, the best way of ensuring accuracy 
being to average as many values as possible. By using both horizontal and vertical 
movements of the plate in its holder it w^as found possible to accommodate thirty- 
six photographs of spectra, each 20 mm. by 3 mm., thus providing for six measures 
of each ratio, although other considerations limited this number to four. Space was 
left in the centre of the plate for four calibration strips 2 mm. wide and 2 mm. 
apart, extending over the length of the plate. 

A simple monochromator with mercury arc as source was used for the calibra¬ 
tion exposures. In front of the plate, at a distance of 180 cm. from the slit, were 
placed the wedge and a screen having in it a slit 2 mm. wide and 9 cm. long, which 
was moved over the face of the plate to expose the four strips. The instrument was 
made quite light-tight so that plates might be handled freely without fear of fog. 
The necessary exposure times varied from one minute for the blue to six minutes 
for the yellow. 

Owing to the limited range of density which can be measured with a Moll 
microphotometer, great care was necessary in the photography of the spectra. If 

• The step reducer consisted of a piece of photographic plate 5 mm. wide and 12 mm. long. The 
film was removed from half its length and it was placed directly before the slit so that one half of the 
latter was illuminated by light passing through the clear glass and the other half by light passing 
through the slightly opaque film. 
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a Wratten Ki filter is used the yellow and violet groups are of about equal effective 
intensity as also are the blue and green, but the latter are about three times as strong. 
In the case of Ej, the ratios are small and a direct comparison is possible so that the 
use of a 3 :1 step reducer enables the simultaneous photography of all four sets at 
suitable densities. When E is perpendicular to the incident plane the ratios are 
much larger and a different reducer is required. This necessitates separate ex¬ 
posures for the two groups of lines, those for the yellow and violet being much 
longer. Hence twice as many photographs must be taken in this case and only four 
measures of each ratio may be made. 

It has been assumed that the characteristics taken from the centre of the plate 
may be used for photographs near the edges. This means that perfectly uniform 
development is necessary. At first a flat dish was used, but all plates from which 
results have been taken have been developed in a modified form of the tank de¬ 
scribed by Dobson, Griffith, and Harrison**^. In this method there is a violent stirring 
of the developer over the face of the plate and the action is hastened, half the usual 
time being sufficient. 

§6. RESULTS OBTAINED WITH PLATINUM GRATINGS 

The preliminary trials made with silver gratings and sodium light were un¬ 
satisfactory and served only to show that because of its very high extinction co¬ 
efficient silver was not a suitable metal for use in developing accuracy in the method. 
Platinum was found to be most convenient and the results obtained with two 
platinum gratings will be presented very briefly. 

The first platinum grating was prepared by sputtering in vacuo for five and a 
half hours at a pressure of about o*i mm. with an unrectified a.c. electrode current 
of 20 mA. It was nearly opaque and showed no selective transmission. I'he re¬ 
fractive index of the glass was found to be 1*52 for sodium light, and tables were 
used to find the values of n at other wave-lengths. The dimensions of the grating 
were: 


Grating 

A (mm.) 

B (mm.) 

C (mm.) 

h (glass) 

0 501 

0 671 

1 0 840 

c (metal) 

0*499 

0*329 

o*i6o 


Three plates were taken from this set of gratings. For the first the intensity ratios 
will be given, and for the others the final results only. 

The figures in table 3 show a regular change of R with wave-length and grating. 
A change in the optical properties would also seem to be indicated, but, as will be 
seen from the following tables, the wave-length variation is chiefly due to the slowly 
varying phase differences. The low values of R in table 3 {a) for grating B are 
remarkable. The substitution of the figures in the formulae given on page 51 
results in the series of mean values of j8/a and cos 8 given in table 4. 


• Photographic Photometry^ p. 77« 
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Table 3. Plate i. Intensity ratios /0//1 
(a) Electric vector parallel to the plane of incidence, Ej,. 


Line 

(A.) 

4046 

4358 

5460 I 

5769 ' 

5789 ' 


Grating 

Probable 

error 

Grating 

Probable 
error ! 

Grating 

Probable 

error 

A 

(%) 

^ \ 

1 

(%) 

__ 

(%) 

0-77 

1*0 

0-336 

1 ^‘5 

0*565 

0*8 

0-71 

1*4 1 

0-238 

^‘S 

0*518 

1-5 

0-725 

0*7 

0*262 1 

— 

0*472 

2*0 

0-765 

1-2 ' 

' 0304 

20 

0*598 

2*0 

0-805 

10 1 

1 0-313 1 

30 

1 0*586 

1*0 


( b ) Electric vector perpendicular to the plane of incidence, E,. 


4046 

2*11 1 

2*0 

2-77 

2*0 

7*66 

4358 

2*96 

1*0 

4*00 

1-5 

12-65 

5460 

4-37 

0-5 

6-09 

3-0 

18*0 

S7<>9 

4*54 ' 

1*5 

5-68 

— 

iS-9* 1 

5789 

4-30 1 

0*3 

5-78 

2*5 

15-9* 1 


* Combined results. 


Table 4. Plate i. j8 and S 


Line 

E parallel to plane of incidence 

E perpendicular to plane of incidence 

(A.) 

PI a . 

)3 

cos 8 

8 


p 

cos 5 

5 

4046 

302 

0 

40-3 

- 0*730 

136 53 ' 

1 66 

0 

/o 

85-1 

0*024 

9i‘ 23' 

4358 

2-95 

39-9 

0*878 

151 ' 24' 

t-35 

68*8 

0-116 

83° 20' 

5460 

3-04 

41*4 

- 0-874 

150 “ 56 ' 

1-35 , 

68-1 

0*332 i 

71 ° 13 ' 

5769 

3-01 

41*0 

- 0835 

146 ° 37 ' 

1-55 

1 78-8 

0-349 i 

69 54 ' , 

5789 

309 

1 42-0 

0-832 

146" 18' 

1 1-49 

1 75-3 

0*310 

76 ' 56 1 


With the formulae -- tan 0 , and 180"" -f 8^, — 8, ^ A, the values in table 5 
are found for the optical constants. The incident angle was 66® 30'. 


Table 5. Plate i. Optical constants 


Line (A.) 



k 

“1 

nk 

4046 

25" 

19' 

225'' 30' 

I*T2 

2*89 

3-24 

4358 

30° 

4' 

249° 4' 

l*6l 

1-55 

2*49 

5460 

31' 

18' 

259° 43' 

1-90 1 

I-I5 

2*19 

5769 

27° 

42' 

256“ 43' 

1-33 

1*48 

1*97 

5789 

29° 

10' 

254° 22' 1 

1 1-49 

1*44 

2*15 


Some time later two plates were taken under the same conditions with an inci¬ 
dent angle of 69® 6'. The focusing at the violet end of the spectrum was at fault in 
both plates and the intensity ratios differed materially from those quoted. The 
summarized results are given in tables 6 and 7. 
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Table 6. and S for plates 2 and 3 


(a) Plate 2. 


Line 

E parallel to plane of incidence 

E perpendicular to plane of incidence 

(A.) 

Pla. 


cos 5 

8 

/3/« 

P 

COS 8 

8 

4046 

258 

% 

48-3 

0720 

136“ 9' 

170 

% 

930 

0*020 

88“ 50' 

4358 

2*46 

46-2 

- 0798 

142“ 56' 

1*51 

8o*4 

0*212 

77° 45' 

5460 

2*53 

480 

- 0787 

141° 54' 


— 

— 


5769 

2-63 

49*8 

- 0-746 

138“ 15' 

183 

95-6 1 

0*392 

66~is' 

5789 

260 1 

49*2 , 

0756 1 

139“ 6' 


94-8 1 

0*412 

6s“4o' 


(6) Plate 3. 


4046 

1 2*63 

49*2 

- 071S 

135” 38' 

1*48 

81*1 1 

- 0*113 


29' 

4358 

1 2*54 

47-7 

0730 

136^53' 

170 

90*4 

0*071 

85° 

.54' 

5460 

1 2-62 

49*6 

0754 

138° s6' 

1*68 

88*0 

0-375 

67“ 


5769 

258 

48*8 1 

0*775 1 

140° 48' 

1*73 

90*4 ' 

0-402 

66° 

18' 

5789 

264 

50*1 

0749 1 

138“30' 

1*74 ' 

91*1 1 

0-438 

63° 

0' 


Table 7. Optical constants from plates 2 and 3 
(a) Plate 2. 


Line (A.) 

<!■ 



k 

n 

nk 

4046 

27' 23' 

227 

13' 

132 

3*18 

4*20 

4358 

29 54' 

245^ 

9' 

1*61 

1*57 

2*53 

5769 

27' 34 

251' 

20' 

1*34 

1*88 

2*52 

5789 

27“ 24' 

253' 

26' 

1*33 

_^83 

2*44 


(b) Plate 3. 


4046'’‘‘ 1 

31 15' 

219 

19' 

1*79 

3*6o 

645 

4358 ' 

27° 48' 

1 231" 

0' 

1*37 

365 

5*00 

5460 

29° 56' 

1 250° 

8' 

1*56 

1*77 

2*76 

5769 

28'' 22' 

1 254^ 

30' 

1*42 

1*72 

2*44 

5789 

28 46' 

254' 

30' 

i'47 

1*69 

oc 


* was calculated wjth A and B gratings only. 


Discussion, The values of k and n are of the right order and are sufficiently 
close to the accepted values to offer strong support to both the theoretical ex¬ 
planation and the principles of the experimental method. However, the accuracy 
of these figures is such that little weight can be placed on the individual values of 
k and w, the erratic variation of the constants with change of wave-length showing 
weakness in this direction. 

It seems desirable to use three gratings and to combine the results in pairs to 
obtain for j 3 a value of any worth. The mean values of j 3 were generally accurate 
to within about i per cent. As examples of the consistency which can be obtained 
two of the better cases are quoted. 
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These were by no means isolated cases as there were several other sets as good. 
The consistency of these figures gives confidence that no undesirable effects are 
masking the results predicted by the theory. 



Plate 3 

, A 5769, Ep 

Plate I, 

A 5769, 

Combination 

jS/a 

cos 8 

jS/a 

COS 8 

A-B 

2-6i 

— 0782 

1*37 

0-314 

B-C 

256 

0-770 

1*73 

0-380 

C-A 

2*56 

- 0-773 

1*55 

0-354 

Means 

2*58 

0-775 

1*59 

0-349 


Six values of k and each of reasonable worth, were obtained for the yellow 
lines. The mean values given in table 8 may be considered accurate to within 
2 or 3 per cent. 


Table 8. Optical constants for AA5789, 5769 


Plate 

No. 

Line 

(A.) 

•!> 

A 

k 


nk 

1 

5789 

29 10' 

254° 22' 

1*49 

1-44 

2-15 

2 

5789 

27 54' 

253° 26' 

1*33 

1*83 

2*44 

3 

5789 

28 46' 

254' 30' 

1-47 

1-69 

2-48 

I 

5769 

27" 42' 

256 43' 

1*33 

1-48 

i*97 

2 

S7<>9 

27 34' 

25 20' 

1*34 

1-88 

2-52 

3 

5769 

28 22' 

254" 30' 

1-42 

1-72 

2*33 

Means 

i 

1 

1 

28 10' 

254' 9' 

1-40 1 

1-67 

2’33 


The accepted constants for a sputtered film of platinum are k 2*10, n 1-92, 
and nk — 4*04’’*'. 'I'he differences between the two sets of figures are greater than the 
estinaated errors. 

A second set of gratings was cut from a platinum mirror made by sputtering 
for one hour at 25 mA. with rectified A.c. The film was semi-opaque and definitely 
blue by transmitted light. Four gratings were cut, their dimensions being as 
shown in table 9. 

Table 9 


Grating 

No. of 

1 glass 

i 

metal 

1 Mean 

error 


strips 

(mm.) 1 

(mm.) 

(mm.) 

A 1 

45 

0-360 1 

0-640 

0-0028 

B \ 

40 

0-489 

0-511 

0-0025 

1 

41 

0-652 

0-348 1 

0-0035 

^ 1 

39 

0-770 j 

0-230 

0-0030 


A contact print of this grating is given on a previous page, figure 3. 

• International Critical Tables^ 6. 
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When the grating was placed in position it was seen that the different thickness 
of the film had entirely altered all values of R. Those for E, had increased enor¬ 
mously in a ratio of the order of 50 : i. As a result their measurement and the 
values of ^ and cos 8 calculated from them were very inaccurate. Three plates were 
taken in about four hours but were calibrated separately. They showed disturbing 
variations in their characteristics and the resulting values of R for identical con¬ 
ditions differed greatly. The optical constants could only be deduced for AA 5789 
and 4046; they are given in table 10. 


Table 10. Optical constants for AA 5789, 4046 


Line 

(A.) 


ft 

(%) 

8 , 

8 . 


A 

k 

— 

n 

nk 

5789 

565 

95 6 

104° 39' 

25° II' 

30° 33' 

259° 28' 

1 68 

I 36 

2 30 

4046 

4SO 

746 

94° 28'" 

30° 34' 

31° 6' 

243° 47' 

I 76 

1 81 

319 


These figures are of the right order and show a decreased reflecting power in 
the violet. Both values of S are lessened owing to the thinner film, and the small 
value of Sg is responsible for the very large values of R connected with that polari¬ 
zation, 

§7. DISCUSSION OF METHOD 

In the theoretical treatment several assumptions have been made which are 
not realized in practice. 

The edges of the strips are not perfectly clean although a low-power microscope 
shows no irregularities greater than o*ooi mm., on the edges of a good cut. With 
a sharp tool and the correct angle on the cutting face there is no visible tearing of 
the metal. Under these conditions, too, the glass surface is not damaged, although 
with blunt tools and wrong methods it is possible to scratch and chip the glass. 

The cleanliness of the surfaces is, of course, open to doubt since they cannot 
be touched after the grating has been cut. No tarnish is visible on a platinum 
mirror even after three months’ exposure, and as sufficient photographs can be 
taken from a grating to determine the optical properties within six or eight hours 
after it has been constructed, any change due to exposure would seem to be negli¬ 
gible. 

The fact that the metal and glass surfaces are not in the same plane has been 
ignored in the theoretical treatment. Assuming that the glass is perfectly flat and 
that the metal layer is of uniform thickness then the rays reflected from the glass 
surface travel farther than has been assumed, the extra path difference being 
zd sec <l>, where <l> is the angle of incidence, approximately 68°, so that sec <f) — 2*8. 
This is equivalent to a phase difference of ^rrd sec (f>IX or irzird/Xy and this is 
included in the values of and S, but not in A. With the value 1*5 in the 
equation 


IJIq = e — 4'7rfei/A, 



64 S. E. Williams 

it is found that the thickness of the film is of the order of 0*1 A, so that the phase 
difference introduced is about 180°. 

If the thickness of the metal is not uniform the phase difference will vary from 
place to place and for individual strips will have different values. The average 
value of cos 8 which is obtained from the formula will not, however, be the cosine 
of the average of these phase differences and wrong values will result. It is there¬ 
fore desirable that the film should be as uniform as possible. The shielding effect 
of the metal layer on the glass strip is negligible, since the width of the strip lost 
is about 0*1 per cent of the whole. 

If the face of the glass on which the grating is ruled is not perfectly flat the 
angle of incidence will vary for different parts, and this variation will show itself 
in the* images which will not, under these circumstances, focus sharply. Rough 
gratings made from thin plate which had been heated and cooled again showed this 
effect to a marked degree, but the 8-mm. plate glass used for the platinum mirrors 
gave perfectly sharp and clear images. The optical properties must be the same ovei 
the whole of the three or four gratings. For this reason a mirror was not used if 
there was any visible alteration in its reflecting properties or any blemish whatever 
on its surface. In addition, the region near the edges of the glass is avoided and 
only the central portion was used. 

Since in the Drude method observations are made at only one angle of in¬ 
cidence, which in the case of platinum is about 78°, any variation of /e or « with 
the incident angle would not be apparent. However, as this method has been used 
with incident angles of about 68"", the variation, if any, would not be large, and 
certainly less than that found. 

'^I'he illuminating beam is assumed to be completely plane-polarized exactly 
parallel or normal to the incident plane. Any deviation from the correct setting of 
the nicol would be more serious in the case of than with since a„ is about 
one-third of . An error in this case will have the effect of increasing R by about 
5 per cent per degree. In the other case R will be decreased but much more slowly 
since botli and jSp are small. 

The many sources of possible error would seem to make accurate results 
difficult of achievement, but assuming that a grating can be constructed in which 
b and c shall be correct to within o*ooi mm. or less, the problem resolves itself 
into the exact measurement of R. The degree of precision desired, one part in 
two hundred, seemed rather ambitious, but was achieved in several cases. There is 
reason to hope that further refinement in the handling of plates and in calibration 
and photometry will reduce the errors in R, 

The measurement of R is far more difficult when the ratios are greater than 
about eight to one, and it is interesting to see why high values may be expected. 
A glance at the formula for gives the impression that j 3 is determined chiefly 
by the differences in the various R% and this view is supported by a detailed 
examination of the results. The magnitudes of the ratios depend chiefly on 8, as is 
apparent from the formula 

R + zoLpbc cos 8 

-4^ (a^ + jS* — zajfcos 8) ‘ 
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In the case of the second platinum grating the altered values of due to the 
thinner film caused large increases in the ratios. This is objectionable, and unless the 
variation of the optical properties with the thickness of the film is under con¬ 
sideration it will be desirable to increase the thickness, by visual trials with rough 
gratings, until the most favourable conditions are found. 

On consideration of all errors which may be involved, it is thought not un¬ 
reasonable to expect that p can be determined to within much less than i per cent. 
However, the use of the jS’s in the calculation of the optical constants reveals a 
weakness in the method which was very apparent in the case of silver. gives 
us the tangent of an angle. This angle is doubled and its tangent is used to find k. 
For a given error in k will be most accurately determined when if/ = zz-S^ 

and any small error in if/ will be greatly magnified when it approaches 45*^ as it 
does with silver. Consequently the method is limited in its application to metals 
having a value of if/ of about 22*5°. Platinum, chromium, antimony, steel, and 
copper come in this class, but, unfortunately, with only sputtering methods avail¬ 
able, gratings may conveniently be made from only the first of these. Evaporation 
processes will enable the deposition of the other metals at a later date. When we 
deal with metals in this range (tan t// = 0*5) the error in tan 0, of the order of 
I per cent, is multiplied by a factor of 4 or 5 in the calculation of k. 

From the results it seems that A is not affected in the same degree by small 
errors. The effect on n when tan if /« 0*5 and A == 250° or 260° is shown by the 
equation 

dn = 5-5 d (PpIP,) + 1*4 dA, 

obtained by differentiating Drude’s formula for n. 

In the Dnide method considerable time, perhaps several days, is required to 
find the most suitable conditions, especially in the case of a new metal or of one 
newly deposited. Observations must be made with monochromatic light and the 
constants are thus derived at different times, whilst in addition the visual work is 
rather laborious. 

A grating may be cut by hand within three hours of a mirror surface having 
been prepared and, with an instrument already set up and preliminary photographs 
taken to find correct exposures, the effect can be examined immediately and two 
or three plates can be exposed within two hours. So that within six hours after 
the making of the mirror a permanent record of its optical properties can be made 
at several places throughout the visible and possibly even in the ultra-violet 
regions of the spectrum. Admittedly, the photometry and the calculation of the 
intensity ratios is laborious owing to the great amount of material on each plate, 
and the results can scarcely be worked out in less than a week, but the developed 
plate remains a permanent record. 

Perhaps the greatest advantages of the method are the elimination of visual 
observation and the simultaneous measurement at several places in the spectrum, 
and it is hoped that further refinement will make the work sufficiently accurate to 
justify its wider use. 
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A FURTHER POINT OF ANALOGY BETWEEN THE 
EQUATIONS OF THE QUANTUM THEORY AND 
MAXWELL^S EQUATIONS 

By M. FAHMY, The Egyptian University, Cairo 

Communicated by Prof. W. Wilson^ F.R.S.y October lo, 1932. 

Read in titley November 4, 1932. 

ABSTRACT. A previous paper* dealt with an analogy between the electromagnetic 
equations in free space and the equations of the quantum theory, exhibited by means 
of five-dimensional geometry. In the present paper the analogy is pursued further and 
leads to the Eddington relation between the number of electrons in the universe and its 
radius. 


A SET of equations has been developed by Flint and Fisher in five-dimensional 
space by analogy with Maxwell’s equations, as the fundamental equations 
JL jL of the quantum theory. They are written in the following form: 


I 0 


(yi Alf^y) - 


2m 




o 




where /x and have the values i, 2, 3,4, 5, = (Pa + where is a momentum 

introduced by Prof. W. Wilsonf, is the component of the four-dimensional 
momentum, is the electromagnetic potential and Af^^ is an antisymmetric tensor 
of the second rank. 

The author has previously shown in a communication to the Physical Society*, 
hereinafter called “the first paper,” that the components of the tensor except 
A^^y are related in a simple way to the magnetic and electric moments of a doublet. 
The A^’^ are yet without a similiar explanation. 

Equation (i) may be written in the form: 


dx^ 


J, 4 m« _ d, 4. ^ me 4 - 


= o 




where m and n have the values i, 2, 3, 4J. 

To make equations (2) identical with those developed by Dirac and others, 
the condition == iA*^^ (n = i, 2, 3) was imposed, together with other conditions, 
with which we are not here concerned. 

In a further paper§ the author has shown that the tensor A can be given a 
geometrical significance in agreement with a suggestion in Flint and Fisher’s paper. 
It is then to be expected that it will have a cosmical significance. This significance 
has been expressed precisely by Sir Arthur Eddington||, and from his paper we can 


♦ Proc. Phys. Soc. 43 , 124 (1931). § Proc. Phys. Soc. 44 , 368 (1932). 

t Proc. R. S. A, 102, 478 (1923). il Proc. R. S. A, 133 , 605 (1932). 

t Proc. R. S. A, 126 , 644 (1930). 
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deduce the actual value of In the present paper we deduce this value and 
from the results of the first paper we deduce A^^ and A^^, 

By applying the result of Flint and Fisher, A^^ = iA^^ (w = i, 2, 3), we can then 
deduce Eddington’s value of the radius of curvature of the universe. 

This result is now more than a mere identity. The identification was demanded 
in order to simplify a general result and bring it into line with known equations, 
but clearly the relation should be more than an identity. The failure to give a new 
result rested on the fact that A^^ could not be identified cosmologically. Eddington’s 
result supplies the meaning of these components and then the relation gives a link 
between the cosmological R and the atomic e and m —a relation between one of 
the largest and some of the smallest quantities in physics. 

Putting m equal to 4 in equation (3) we get: 




27 ne 




2TTie 

h 


+ 


h 


800 

dx*‘ 


= o 


or 


i 

ic dt 


+ "^-. 9 " + "-..a + T. - L~ 0400 + 7 - tncA^^ 


27 ne 

li~ 


2m 

h 


.( 3 ). 


?>A^ 

dx^ dx^ Zx^ 

Eddington gave the equation for an electron in the electrostatic field due to a fixed 
electron in the following form: 

' (“ + ?) '■ * k ^ “ dy “ at} (i)) ° -(4)’ 

where 0 ^ = ni 0 i, n is the number of electrons in the universe, R the radius of 
curvature of the universe in a static state, and 

he 


a = 


27 Te^ 


.( 5 ). 


Equations (3) and (4) are so alike in form that in spite of the difference of notation 
we may compare them and so we obtain the following relations: 

^ ZirmcR'^”’ 

h ni , 


.( 6 ). 


Thus 


^46 


2 nmcoi R 
mc^R 


_ . 

- ro 


•( 7 )- 


I'his relation gives a new meaning to the component A*^ and shows the cosmological 
character of the component. If we make use of the fact that the ratio between 
A^^ and A^^, where w ~ i, 2, 3, is 

4777W 


where Nn is the component of the electric doublet, we have 
example, 


^ 16 . 




as the value of for 


,( 8 ). 
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There are of course similar values for and and the cosmological character 
of the components containing the sulhx 5 is brought out. 

By the relation A”* = of which a particular case is 


we have, since 

by the table of the first paper 


j^l6 = ^14^ 






( 9 ). 


It is very surprising to find how the relations of Flint and Fisher’s paper, 
which are demanded by the first-order equations of the quantum theory, fit into 
widely different applications of those equations, e.g. in the derivation of Maxwell’s 
equations* and again here in the determination of the cosmical constant A, the 
actual value of A being derivedf immediately from equation (9) since A = jR“®. 

In conclusion I wish to thank Dr H. T. Flint for his advice and help in the 
above work. 
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ON THE ELASTIC CONSTANTS OF ROCKS, 
WITH A SEISMIC APPLICATION 

By T. C. RICHARDS, A.R.C.S., B.Sc., D.I.C. 

Communicated hy Prof. A. O. Rankine, October 17, 1932. 

Read November 4, 1932. 

ABSTRACT, The results of a geophysical survey by means of the seismic method over 
a large oil-bearing limestone structure in south-west Persia indicate that the limestone 
possesses a higher elastic velocity at its lower boundary than at its upper. Specimens of 
the limestone at different depths obtained by coring do not give the same elastic constants 
when measured by a simple optical method, and the bearing of this result on the practical 
seismic observation is discussed. 

§ I. INTRODUCTION 

T he application of the seismic method in geophysical prospecting for buried 
structures is entirely dependent on the difference between the elastic pro¬ 
perties of the structure sought and those of the overburden. The determining 
property is the velocity of the elastic waves, and by suitable observations with 
seismographs and the subsequent drawing of distance/time curves, it is possible to 
detect the presence of some high-velocity medium and to determine its depth. If 
the velocities of both longitudinal and transverse waves through any medium be 
known, then the medium may be defined in terms of the usual elastic constants, 
E and <t, and conversely. 

In this paper the constants E and a for representative specimens of cap rock 
and an oil-bearing limestone in south-west Persia are determined in the laboratory 
and the calculated wave velocities arc compared with those indicated on distance/ 
time curves, obtained by observations with the Jones vertical seismograph. 

§2. METHOD AND PREPARATION OF SPECIMENS 

The principle of the method depends on the bending of a rectangular plate, by 
means of terminal couples, into an anticlastic form. 

The rectangular plates were cut from rock samples obtained by coring, the 
cores being, of necessity, limited in size. Little difficulty was experienced in 
selecting a good sample of cap rock, but in the case of the oil-bearing limestone it 
was important that the samples should be free from fissures. As an optical inter¬ 
ference method was proposed for measuring the surface deformations after bending, 
it was then necessary to polish one face of each plate as far as practicable to optical 
flatness. It was impossible to obtain perfect optical flatness, the non-cohesive and 
granular qualities of the specimens as compared with a substance such as glass 
being deterrents in this respect. Messrs C. Baker and Sons were successful in 
polishing the faces to a degree which made the application of the method possible. 
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Incidentally, although the limestone specimens were obtained from the same bed, 
each had to be polished individually, owing to the existence of slight differences 
in hardness. The dimensions of the plates, which were governed by such factors as 
the size of the original core and the cutting and polishing processes, were approxi¬ 
mately 10 X 5 X 0*5 cm. 

§3. THE APPARATUS 

The bending apparatus, figure i, is of simple design. The steel knife edges are 
adjustable so that the applied couple may be varied either by means of the couple 


E 



arm or the applied load W, or both. In addition, by suitable disposition of the 
knife edges the couples can be reversed in sign. The optical system for producing 
and observing the interference fringes is self-explanatory from the figure. A 
sodium flame at S is sufficient for visual observations at £, where a magnified image 
of the interference pattern is seen. A needle and micrometer scale as shown to the 
left of the figure are sufficient to make the necessary measurements of the fringes. 


§4. EXPERIMENTAL 

The theory of the bending of a rectangular plate by means of terminal couples 
is given in the Mathematical Theory of Elasticity by A. E. H. Love, and leads to 
the expression 

where G is the applied couple, 
b the width of the plate, 

2h the thickness of the plate. 

Cl the principal longitudinal curvature, 

Q the principal transverse curvature, and 

o = Cj/Ci- 


G 

b 

zh 


a 








n,dn 


Vr. 

Vt 


J*. C. Richards 

The principal curvatures are best found by determining the slopes of the straight 
lines representing the relation 

C=4}mldn^ .( 2 ), 

where n is the number of the fringe measured from the centre and dn is the distance 
between the vertices of the pair of the fringes. 

In general, the unstrained surfaces of the rock specimens exhibited irregular 
interference patterns, and it became necessary, therefore, to apply couples of 
sufficient magnitude so that this original defect was masked in the resultant more or 
less regular pattern. Similar couples were applied to bend the plate in the opposite 
sense. The apparent principal curvatures were determined in each case, the arith¬ 
metical means giving the true curvatures. 

Several determinations of the elastic constants were made for each specimen, 
the apparatus and test plate being reset for each. The values obtained both for E 
and for a were fairly consistent throughout, the range of values being given in 
table I. Crown glass was taken as a medium for comparison purposes. Tests were 
made on a long rectangular plate, from which the smaller plate had been cut, 
and the same range of values for E and a were obtained. 

Table i 



r 

E 

(c.g.s.u. 

> 10*"”) 


Mean 

Mean 

Mean 

Mean 

Material 

P 

a 

(c.g.8.U. 

K ' 
(c.g.s.u. 1 

Tx, 

(km./ 

Vf 

(km./ 


t 


^ lo-i*) 

10-'*) ! 

sec.) 

sec.) 

Crown glass 

2*64 


0*24-0’26 

2*97 

4*95 

582 

3‘35 

Cap rock 

3-02 

7*2-7-4 

0*29-0 30 

2*8i 

5*92 

5-64 

3*05 

Limestone (ig) 

1 2-64 

5‘3-ys 

0*23 

2*21 

3*35 

4-88 

2 90 

(i5«) 

2'6y 

6 •2-6*4 

0*25-026 

2*55 

4*35 

S'34 

3'o8 

M (215) 

270 

5*i-5'2 

0*26 

2*o6 

3*62 

4-85 

2*76 

» (59f>) 

2-68 

6'4 j 

1 0*25 

2-5(> 

1 4‘26 

5'34 1 

3*08 

(702) 

2-66 

5-0-5-2 

0*24 0*25 

2*06 

3-36 

479 1 

2*78 


Cap rock is an impervious layer of anhydrite immediately overlying the lime¬ 
stone bed. 

The values of the elastic constants of the limestone are such that no correlation 
between velocity and depth can be given; the physical properties of a single specimen 
taken from a particular depth cannot be regarded as typical for that depth through¬ 
out the limestone. The range of velocity values, however, is compared with those 
from seismic observations in table 3. 

The values of E and a for crown glass are in agreement with those published in 
tables of physical constants. The applied couples were approximately 10,000 gm.-cm. 
in each case, the mean couple arm being about 1*5 cm. The figures in parenthesis 
in the first column of table i denote the depth in feet into the limestone bed from 
which the specimens were obtained. The last two columns give the longitudinal 
and transverse velocities in accordance with the relations: 
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p being the density. The calculated values for the rigidity /x and the bulk modulus p, /x 
K are also shown tabulated. K 

Photographs of the interference fringes for the two cases of bending of the cap- 
rock specimen are shown in figure 2; in addition figure 2 shows a photomicrograph 
of a limestone specimen, the fossiliferous nature of which is clearly marked. 

§5. WAVE VELOCITIES FROM (DISTANCE, TIME) CURVES 

Theory. Consider two media with elastic velocities Fq and F, where Fq < F, Fq, F 

the inclination of the interface being a. The condition that a disturbance starting a 

from O should travel along the path OABPy figure 3, in minimum time is that the 



Figure 3. Figure 4. 

sine of the angle of incidence 6 is equal to Fo/F. There is considerable experimental 0 
evidence from seismic observations at short distances from artificial earthquakes in 
support of this minimum time path, where a disturbance appears to travel along 
or close to the interface with the velocity appropriate to the second medium. A 
(distance, time) curve of the first elastic pulses arriving at a series of observation 
points, P, would appear as in figure 4. The slope of the first portion gives the true 
velocity in the first medium, and that of the second the apparent velocity in the 
second medium. 

It is easy to show that 

F' = F/(cos a — cot 0 sin a) .(5), 

or, if observations are taken ‘‘down the structure,” 

F' = F/(cos a -I- cot sin a) .(6). 

Equations (5) and (6) hold both for longitudinal and transverse waves, 6 and F 
having the appropriate values. 

From (3) and (4) we derive 



Poisson's ratio may also be defined as a function of C/F^ where C is the velocity C 


of the Rayleigh wave. The satisfying equation* reduces to 

:c8 (2 ~ a ) l{i - <t) - 8/(1 - <t) - 0 .(8), 

where x = (C/Fy)^. x 

• H. Jeffreys, The Earth. 
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Appropriate solutions of this equation for various values of a are: 
a 05 0*4 0*3 025 o 

C / Vj , 0*95 0-94 0*93 0*92 0*87 

The distance!time curves. A number of distance/time curves are shown in 
figures 5 to 9. These were obtained as a result of seismic observations over buried 
limestone structures in south-west Persia. The Jones vertical seismograph was used 
throughout. The letters L, T and R denote the arrivals of the longitudinal, trans¬ 
verse and Rayleigh waves. 

Longitudinal arrivals. 'Phe identification of the first two or three longitudinal 
arrivals is not difficult; it is generally possible to detect the arrival of the wave 
which has followed an indirect path from the origin and that which has travelled 
close to the surface of the ground. In most cases the first high-velocity arrival 
vanishes rapidlv with increasing distance, and this is possibly due to a damping 
effect caused by the oil- and gas-impregnated limestone or to the shattered rock 
surface which may exist in certain areas, or to both these causes. The second high- 
velocity arrival which persists for great distances has been attributed by Dr J. H. 
Jones, of the Anglo-Persian Oil Co., Ltd.*, to a deeper, more consolidated region 
of the limestone bed where the increase in elasticity more than compensates for 
the increase in density, if any. 

Transverse and Rayleigh wave arrivals. Owing to the superposition of the coda 
of the longitudinal phase, the identification of the transverse arrival is very difficult. 
In the circumstances, the usual procedure is to choose a well-defined pulse and to 
follow it through on a series of seismograms taken at increasing distances from the 
origin. 

7 ’he beginning of the Rayleigh phase is likewise masked by the coda of the 
transverse phase. A large pulse may, however, be followed through as for the 
transverse arrivals, figure 8. It may happen that the maximum amplitude of the 
Rayleigh phase is well marked, and figure 9 shows an example of the distance/time 
curve in this case, the time being measured up to the point of maximum amplitude. 

Each distance/time curve will now be considered in turn: 

Figure 5 represents a strike traverse along the surface of a limestone outcrop. 
Two longitudinal velocities are recorded, namely, 15,360 and 18,500 ft./sec. The 
first velocity is that of the upper layers of the limestone while the second is attributed 
to a disturbance which has passed along the lower boundary*. 



Figure 5, 

* Proc , R . S . A, 137, 341 (1932). 
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Figure 6 represents a strike traverse over the flank of a limestone anticline. 
The overburden consists of two definite media. The effective pitch of the structure 
is zero and thus 17,200 ft./sec. may be regarded as the true surface velocity of the 
limestone. The corresponding transverse velocity is 8900 ft./sec. The velocity of 
the longitudinal disturbance along the lower boundary of the limestone is 19,500 
ft./sec. 



Figure 7 represents an oblique traverse across an anticlinal structure. The 
overburden consists of two media. The limestone arrivals are indicated by the 
apparent velocities of 20,400 and 15,800 ft./sec. due to the rise and fall of the 
limestone, respectively, and by the true velocity of 17,600 ft./sec. obtained in the 
neighbourhood of the crestal region. The corresponding apparent transverse 



Figure 7. 



Time (sec.) 
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velocities are 13,200 and 7400 ft./sec., and the true velocity 9200 ft./sec. This case 
affords an excellent illustration of the presence of an anticline, the position of the 
crest being easily determined from the time curve. 

Figure 8 represents a strike traverse at the foot of a limestone outcrop. The 
traverse line was situated about 1000 ft. away from the commencement of the 
outcrop. The correspondence between the longitudinal velocities of 14,800 and 
14,200 ft./sec. and the transverse velocities of 8200 and 7600 ft./sec., indicating the 
pitch of an upper bed, is well marked. The upper limestone velocities are 17,000 



Figure 8. 

and 9600 ft./sec., respectively. The short lines to the right of the diagram represent 
longitudinal high velocity arrivals from the lower regions of the limestone layer. 

The attempt to trace the Rayleigh wave arrivals has led to practical confirmation 
of a theoretical aspect. The first portion of the curve gives the velocity of Rayleigh 
waves of short length in the upper medium, while the second portion is due to the 
longer waves which penetrate deeper and travel with the velocity of Rayleigh 
waves in the second medium if the first were considered absent. The Rayleigh 
velocity of 7100 ft./sec. corresponds to the transverse velocity of 7600 ft./sec. 

Figure 9 represents a strike traverse over an anticlinal structure. There is no 
effective pitch and the velocities of 17,200 and 9200 ft./sec. may be regarded as 
true for the upper surface of the limestone. The longitudinal velocity along the 
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lower boundary of the limestone is 19,600 ft./8ec. The maximum>amplitude 
arrivals in the Rayleigh phase are here plotted, and it is evident that the theoretical 
aspect alluded to above receives further support. 



Distance {ft.) 

Figure 9. 

The existence of a second high-transverse-velocity arrival, corresponding to the 
second high-longitudinal-velocity arrival from the lower boundary of the lime¬ 
stone, is difficult to detect. 

Table 2 gives the elastic velocities and calculated constants. As a matter of 

Table 2 


Reference 


Figure 5 
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(c.g.s.u. 

< lO""^^) 

(ft./sec.) 
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(ft./sec.) 

(km./sec.) 


15.360 

18,500 

17,200 

4-68 

564 

5-S4 

8,900 

2*71 

0-31 

5-15 

17,600 

5-95 

5-36 ! 

9,200 

2*8o 

0*31 

5-50 

17,000 

5-18 

9,600 

2*92 

026 

576 

17,200 

1 5-24 

9,220 

2*8i 

0*29 

5-46 

19,600 

5-97 1 






The longitudinal and transverse wave velocities and derived elastic constants a 
and E from seismic observations over a buried limestone structure. 
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interest, the value of a calculated by using the Rayleigh velocity in figure 8 and 
applying equation (8) is 0-33. 


Table 3 


Method 


Laboratory 


Velocity range Vl I 
(km./sec.) | 

I 

4 * 79 - 5-34 


Seismic 

observations 


4- 68-5*64 I 

5- i 8 - 5-<)7 I 


Remarks 

No overburden 
Overburden 


Comparison between the limestone velocities as measured in the laboratory 
with those as given by seismic observation. 


§6. DISCUSSION OF RESULTS 

As a result of extensive seismic surveys over an oil-producing limestone in 
south-western Persia, it has been established that the regions of greater oil pro¬ 
ductivity, necessitating greater lissuring, are associated with lower elastic velocities. 
I'hese regions are situated in the upper layers of the limestone. It is of interest to 
note that in one part the upper layers are so compact, the oil-content being practically 
zero, that the longitudinal velocity is as large as 19,200 ft./sec. The velocity along 
the lower boundary of the limestone remains fairly constant, at nearly 20,000 ft./sec. 

In the case of the seismic traverse over the limestone outcrop, figure 5, the 
upper and lower velocities are definitely both less than those found in cases where 
a thick overburden existed. The state of stress of the limestone seems, therefore, 
to be an additional factor governing the elastic velocity. It is interesting to realize 
that the pressure at an average depth of 3000 ft. to the limestone structure is 
about 1*5 ton/in,‘'^ 

The transverse velocities and the constants E and a differ slightly from those 
obtained by the laboratory method. 'Phis may be attributed to the change in the 
physical conditions of measurement. The sensitiveness of a to changes in Vrpj Vj^ 
and CjVr should, however, be noted. If we differentiate logarithmically equation (7), 
we obtain 

Sor/a ~ 38t/t 

in the neighbourhood of a -- 0-25. 

The results of the laboratory method indicate that the limestone is not uniformly 
elastic. The low velocity of 15,800 ft./sec. compares favourably with that found by 
taking seismic observations on the limestone surface. It may be that if more samples 
were available and were tested in the laboratory, the high velocity of 17,500 ft./sec. 
would preponderate for specimens taken from the basal regions of the limestone 
bed. 

With regard to the anhydrite, it is, no doubt, of insufficient thickness (o to 150 ft.) 
to carry a detectable portion of the diffracted energy along its surface. The average 
thickness of the limestone is about 900 ft. The average length of a longitudinal 
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elastic wave, the frequency being taken as 15 to 20, is of the order of 1000 ft. Certain 
it is that no high velocity of 18,500 ft./sec. or more has ever been recorded on 
(distance, time) curves, where it would otherwise be expected as a result of the 
presence of anhydrite. 


§7. CONCLUSIONS 

The comparison of the elastic constants in the laboratory with those obtained 
by means of a seismic survey must have regard to the altered physical conditions 
of measurement. The chief of these is considered to be the state of stress enjoyed 
by the material. The non-uniformity of the limestone in its elastic properties is 
clearly demonstrated in the laboratory and helps to explain the two limestone 
velocities obtained by the seismic method. 
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DISCUSSION 

Prof. A, O. Rankine said that it was surprising that it had been found possible 
to form optical surfaces on the specimens sufficiently good for the purpose of the 
investigation. The author’s idea had turned out to be an excellent one. 

Dr J. P. Andrews. The method of flexure which the author employs is satis¬ 
factory only if certain precautions are taken. The best known of these is the separa¬ 
tion of the inner knife-edges to a distance at least three times the width of the plate, 
A smaller separation, as in the present experiments, entails a reduction in the 
anticlastic curvature. It is equally necessary to keep the curvature as small as 
possible. Dr Ferguson and I published in 1928* an elaborate study of the flexure 
method; we showed there that only when the curvatures are very small is their ratio 
equal to Poisson’s ratio as determined by the direct extensional method. The author 
was forced to employ larger curvatures. For both these reasons, therefore, his 
results for o are too small, and his calculated values of and Fg too large. 

I should like to enquire whether any evidence of anisotropy in the specimens was 
found. 

Experimental work on the variation of elastic constants at high pressures does 
not appear to be sufficiently complete to provide a comparison with the author’s 
determination of velocities at different depths, but it might be pointed out that 
measurements by P. W. Bridgman on glass predict a decreased velocity for a 
transverse wave when the glass is under pressure. 


♦ Proc, Phys, Soc, 41 , i (1928). 
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Dr H. Shaw. This neat and interesting method appears to be well suited to hard 
rocks, though for obvious reasons it could not be applied to the softer rocks and 
strata. 

Apparently in this investigation a couple of about 10,000 gm.-cm. was applied 
throughout, but I would like to ask the author if he has made observations imder 
other applied couples, and if so whether any variations were obtained. 

It is not clear whether the five limestone samples of table i were taken from the 
same core, or what amount of weathering or drying-out the specimens had under¬ 
gone subsequently to their removal from the ground. Certainly no correlation can be 
given from the five results, but I think it is possible that if tests were made on a much 
larger number of specimens some connexion would be revealed between velocity 
and either the depth or the horizon. There appears to be ample evidence that the 
state of stress of the limestone is an important factor, while the degree of saturation 
should not be overlooked, and 1 would suggest that the author might consider making 
further tests, with his specimens—or perhaps the whole apparatus—immersed in 
oil under considerable pressure. In this way it might be possible to investigate the 
effect of varying depth under conditions approximating more closely to those of 
nature. 

Dr J. H. Jones. The author states that it is difficult to detect the transverse- 
wave pulses corresponding to the high-velocity longitudinal pulses. On reference to 
figures 6 and 7 in the paper it appears to me that the transverse pulses plotted on these 
time curves correspond to the high-velocity longitudinal pulses and not to the upper 
boundary pulses with the lower velocity. Indeed it is doubtful if these latter pulses 
are shown in figure 7. 

On the other hand, figure 9 suggests a transverse upper-boundary pulse, although 
the velocity is higher than that in figure 6. It is, I think, quite probable that there 
are two types of transverse pulses corresponding to the two longitudinal pulses, one 
travelling along the upper and the other along the lower boundar}’^ of the limestone. 

Author’s reply. In reply to Dr Andrews: The conditions of the laboratory 
experiments admittedly did not rigidly fulfil the requirement of smallness of 
anticlastic curvatures or that for the separation of the inner knife-edges. My 
plates were the longest obtainable, and the width had to be sufficiently great to 
enable the somewhat irregular fringes to be examined over as large an area as possible. 
Actually the distance between the knife-edges was about 1 1 times the width of the 
plate. The lowering of Poisson’s ratio on this account, judging by the work of 
Straubel quoted by Jessop*, would be of the order of 0-005, ^ amount which hardly 
affects the accuracy of measurement in the experiments. The greatest curvature into 
which any of the plates was bent was 0-25 x io“"® cm:^, and here again I do not 
think the necessary correction to reduce the value of o to that derived from very 
small curvatures would materially alter the working accuracy. If we assume an in¬ 
crease of 0*01 in a, the transverse velocity is decreased by i per cent and the longi¬ 
tudinal velocity is increased by 4 per cent, values which approximately represent Ae 

• P/w 7 . Mag, 42 (1921). 
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accuracy to which we measure velocities from (distance, time) curves. No evidence of 
anisotropy was sought, as the experiments were mainly concerned with the velocities 
in directions parallel to the bedding plane and the plates were cut to fulfil this con¬ 
dition. The results of experiments by Bridgman are interesting, but are opposed to 
the seismic view for the longitudinal waves; the effect of pressure near the earth’s 
surface tends to increase their velocity. 

In reply to Dr Shaw: It was my intention at the outset to investigate the effect of 
varying the applied couple, but for small applied couples the fringes were too ir¬ 
regular for satisfactory measurements to be made. For large applied couples, of 
course, we tend more to violate the condition of smallness of curvature referred to 
above. The five limestone samples were all taken from the various cores from one 
well, and had been exposed to the air for six months or more. The degree of satura¬ 
tion is an important factor, and no doubt the variation in the calculated velocities is 
intimately connected with it. 

I am inclined to agree with Dr Jones as to the probability of the existence of the 
lower-boundary transverse pulse but have not yet accumulated sufficient evidence 
from seismograms. In figure 6,. if we take the two corresponding velocities as 
19,500 ft./sec. and 8900 ft./sec., <t becomes 0*37, which is exceptionally high. With 
regard to figure 7, the calculated value for the dip of the structure is in good agree¬ 
ment with the actual dip, known from well data, when the velocities shown in the 
figure refer to the upper boundary pulses. 
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A COMMON MISAPPREHENSION OF THE THEORY 
OF INDUCED MAGNETISM 
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ABSTRACT, It is usually stated that if any given magnet is immersed in a medium 
of permeability /x the magnetic field around it is similar to that in a vacuum, but diminished 
in strength in the ratio of i: /x. It is here shown that this statement is inconsistent with 
the ascertained experimental laws of induced magnetism. 
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W HEN the process of magnetization by induction was first studied, attention 
was principally directed to the case of ideal media, such that at every 
point in them the magnetization I was collinear with the local magnetic 
force H and bore to it a ratio K, constant for that medium, and called its “ magnetic 
susceptibility.” (We shall, for the sake of brevity, employ electromagnetic units 
throughout.) In such ideal media the quantity called the “magnetic induction” B 
which in every substance is (in these units) the vector sum of // and 477/, is collinear 
with H and equal to the product of II and the constant factor i -f ^ttK. This 
factor is termed the permeability of the medium and is denoted by the symbol /x. 

If the magnetic field considered can be supposed to be due to a single pole of 
strength m completely surrounded by a vacuum, the value of II at a point distant 
rcm. from this pole will be and the direction of II will be radial. If the 
vacuum is now’ replaced by a medium of permeability /x, the strength of the pole 
remaining unaltered, H will be unchanged in direction but its magnitude will 
become 

It is commonly assumed to be a legitimate deduction from this result that if 
any given arrangement of constant magnets is surrounded by a vacuum and the 
magnetic force at a given point external to the magnets is then if the vacuum 
is replaced by a medium of permeability /x the magnetic force at the given point 
will be unchanged in direction and become in magnitude. A closer examina¬ 
tion of the problem will show’ that this deduction is in general fallacious. 

It is well known* that the magnetic potential at any point in a magnetic field, 
whether internal or external to a magnet, is the sum of two integrals, the one 
involving surface distributions over the boundaries of magnets, and the other 
volume distributions within the magnets. At any point the density of this volume 
distribution is given by the expression 



* Clerk Maxwell, Electricity and Magnetism, 2, 10. 
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where Ay S, C are the rectangular components of /, and it is readily shown* that 
wherever I is collinear with H and proportional to it this expression is zero. 

Let us consider a magnet of any form with a constant but not necessarily 
uniform distribution of magnetization, and let it in the first instance be surrounded 
by a vacuum. Then let a portion of a substance with permeability /a or (i *f ^ttK) 
be introduced into its neighbourhood. The substance will become magnetized by 
induction and the value of H at any point, whether within it or not, will be changed, 
the new value being the resultant of the former value and a component due to the 
surface distribution over its boundary, since, as has been seen, the volume distri¬ 
bution in this case is zero. The density of the surface distribution will be the 
outward normal component of the superficial value of I in the medium, and I will 
be equal to KII where the value to be assigned to H is not that due to the magnet 
alone but to the magnet and surface distribution jointly. 

If we now imagine the substance to expand until it completely displaces the 
vacuum, so that the surface of the substance coincides with the surface of the 
magnet, the same principles will still govern the calculation of the new value of H 
at any point. 

When the magnet can be treated as a simple pole m of evanescent radius the 
calculation is easily made. Let the substance be in the first instance in the form of 
a spherical shell concentric with the pole and of inner radius r^. At the inner 
surface of the shell, just within the medium, the value of H due to the pole will be 
-f ^njr^ and that due to the uniform surface distribution I will be — ^ttL The 
equation 

I^KH 


becomes 
and thus 




I = 


K 


m 


I + j^ttK Ti 


2 ’ 


Within the medium, at any distance r from the centre, the component of H due 
to the surface distribution is 

, , ^ttK m 

or - 

which may be written 

(/x-i - i) m/r», 

and the result continues to hold good when the value of is diminished to r#. 
Thus the new value of II, the resultant of w/r* due to the pole and 


due to tlie surface distribution, is 

w//xr^. 

The surface distribution over the outer surface of the shell does not affect the 
value of If inside the shell, even when the radius of this surface becomes infinitely 
great. Equally simple calculations on the same principle can be made if the magnet 






♦ Loc, cit, p. 51. 
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can be treated as a straight line with constant polarity per unit length or a plane 
with constant polarity per unit area, and in each case the value of II is found to be 
divided by fi when the mediunn is substituted. 

If, however, the magnet occupies a finite volume this result will no longer be 
obtained. Let us consider, for example, the only case amenable to easy calculation, 
a sphere of radius a and uniform magnetization /. When such a sphere is surrounded 
by a vacuum the magnetic force at external points is the same as that due to a 
small magnet of moment at the centre of the sphere, with its axis in the 
direction of /, and at internal points the field is uniform and equal to ^^ttI in the 
direction opposite to /. The magnetization of such a sphere is equivalent to a 
surface distribution whose density at any point is / cos 0 , where 6 is the angle 
between the radius to that point and the direction of L 

If the vacuum is now replaced by a medium of susceptibility A', we can show 
that the density of the surface distribution over the boundary of this medium in 
contact with the sphere will be a/ cos 0, where a is a constant calculable in 
terms of K, and hence that the magnetic force at any point external to the sphere 
is in this case unchanged in direction, but diminished in the ratio of (i — a): i. 

The proof is as follows. If we consider a point between the surface distribution 
due to the sphere and that due to the medium, the outward radial and 0-ward 
tangential magnetic forces due to the sphere will be 

^ 7tI cos 0 and | nl sin 0, 
and those due to the medium will be 

|7r/a cos 0 and — \ ttIol sin 0. 

But if we consider a neighbouring point just within the medium, while the magnetic 
forces due to the sphere will be the same as before those due to the medium will be 

— ^ttIol cos 0 and - ^7r/a sin 0. 

The conditions which must be satisfied are that the total tangential magnetic 
force at a point between the distributions shall be the same as that at a neighbouring 
point within the medium, and that the density - a/ cos 0 of the surface distribution 
on the medium at any point shall be the product of A and the total radial magnetic 
force towards the centre at a neighbouring point just within the medium. The first 
condition is obviously satisfied, since each magnetic force is 

^ttI sin 0 (i — a). 

The second condition gives 

H- a/ cos 0 = K,^7tI cos 0 (i — a) 
or 3a = SttK (I — a). 

Hence a SttKK^ + SttK), and the factor (i — a) by which the magnetic force 
has been multiplied owing to the presence of the medium is 3/(3 + SttA), which 
can be written as 3/(2/i +1), and is not This result may be verified as follows. 
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When the sphere is surrounded by a vacuum, the value of H within it is given by 

H = - ^tt/, 

and B = iftrl — ^ttl, or f w/. 

When the medium replaces the vacuum, the value of H within the sphere 
becomes l t , ^ r 

— |7r/ 4- |7r/a, 


and the corresponding value of B is 

^ttI (2 + a). 

Hence the flux of B through the sphere is increased in the ratio \ (2 I- a) by the 
presence of the medium. 

Since in the medium the magnetic force is multiplied by the induction, 

the ratio of the new magnetic force to the old is (2 + a)/2/Lt,, and this ratio is (i — a). 

The equation , . v 

^ 2 4 - a = 2 /Lt (i — a) 


gives I - a - 3/(2)^, 4 - i), 

as before. 

It will be noticed that this result is independent of the diameter of the sphere, 
and therefore that the statement whose accuracy we are challenging is not in 
general true even for a small magnet. 

If we wish to consider the case of a uniformly magnetized sphere made not of 
an ideal substance whose magnetization is invariable but of some actual substance 
in which the forms of the graphs connecting the values of / and H are known, 
the comparison between the external magnetic force when the magnet is surrounded 
by a vacuum and the force when the vacuum is replaced by a magnetizable medium 
may be similarly effected. 

It may be assumed that the sphere was magnetized by the production and 
subsequent removal of a strong uniform external field. Then, since the value of H 
within the magnet when surrounded by a vacuum is - Jtt/, the value of /, the 
“residuaT’ magnetization, can be calculated by combining the equation 

^ttI 


with that part of the magnetization-field graph which relates to numerically 
increasing negative values of H, and we have already seen how the magnetic force 
at any external point in a vacuum can be calculated when / is known. 

If the magnetizable medium is now allowed to take the place of the vacuum, 
the numerical value of the negative magnetic force within the magnet is decreased 
owing to the surface distribution over the medium, and / is consequently increased 
to whose value can be obtained from a suitably drawn magnetization-field graph 
relating to numerically decreasing negative values of H combined with the equation 

if - - Itt/ (i - a), 

where i — a has the value already determined. We have already seen how the 
magnetic force at any point in the medium can be calculated in terms of the 
magnetization of the sphere, which in this case is 

When the magnet under consideration is not both spherical and uniformly 
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magnetized the changes of external magnetic force due to immersion in a 
magnetizable medium remain explicable in general terms by the application of 
exactly the same principles, although the difficulties of calculation become 
formidable. The direction as well as the magnitude of the magnetic force at a given 
point will in general be affected. 

The case in which the magnet under consideration is a simple magnetic shell 
is of some interest, as in the course of an ancient controversy about the dimensions 
of units it was asserted without contradiction that the moment of the magnetic 
shell equivalent to a given current depended upon the medium surrounding the 
shell and was proportional to the permeability of this medium. If this statement 
were correct it would follow that the magnetic force at a given external point due 
^ to a simple magnetic shell of strength ^ surrounded by a vacuum would be the 
same as that at a corresponding point due to a simple magnetic shell of strength 
surrounded by a medium of permeability /x. 

Hi Now if III is the magnetic force at a given external point due to the shell of 

strength ^ surrounded by a vacuum, the magnetic force at a corresponding point 
due to a shell of strength /x^ of the same form surrounded by the medium is, as 
H2 we have seen, equal to the resultant of /x/Z^ and the magnetic force due to the 
surface distributions of magnetism over the boundaries of the medium, which are, 
of course, the positive and negative surfaces of the shell. If this resultant was at 
every point equal to //, in magnitude and direction the resulting equation 
fdli i H,- Hi, or lL,^Hi(i-ix) 

would be equivalent to the assertion that the field of magnetic force due to the two 
surface distributions in contact with the positive and negative surfaces of the shell 
was the same as that due to a simple magnetic shell of the same form surrounded 
by a vacuum and of strength - (/x - i) <^. 

The actual surface distributions, however, cannot be equivalent to such a shell, 
nor indeed to any simple magnetic shell, for since they coincide in position with 
the two surfaces of the simple shell their distance apart is everywhere evanescent 
and their densities at all points would therefore have to be everyw'here infinitely 
large in order to make such an equivalence possible. But it is clear that the actual 
surface densities of these distributions must be finite everywhere except at the 
edge of the shell, since they are given by the normal components of the magnetization 
of the medium near the shell, and the magnetic force in this region of the medium 
is finite. 

It follows that the field of magnetic force around a simple magnetic shell 
surrounded by a magnetizable medium is not similar to the field of magnetic force 
of any simple magnetic shell surrounded by a vacuum. 

DISCUSSION 

Prof. W. Wilson. I have not had an opportunity to study Prof. Wilberforce *s 
paper thoroughly; but I have definite views about the relationships between the 
magnetic quantities mentioned in it. It is well to think of them in terms of what I 
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call the magnetic displacement, Z), a quantity analogous to Clerk Maxwell’s electric 
displacement. We may regard it as a sum of two parts (I am thinking, for brevity, of 
an isotropic medium), one Dq associated with empty space and the other I a contri¬ 
bution of the medium. Thus 

D = Z)o + /• 

It is easy to show that this is equivalent to 

/xZ//47r =- floHj^TT + /, 

where [jl is the permeability of the medium and ^0 that of empty space. We may write 
this in the form 

JB "== Sq -f- or /X = fjLQ -f- ^ttK, 

It is a fundamental law of magnetism that div B o always. I think it must be 
agreed that it follows from this law that when the (isotropic) medium surrounding 
a magnet is replaced by another such medium the value of 5 at a given point 
remains unchanged, provided of course that the magnetization of the magnet is 
maintained unchanged. Hence 

1^0 Hq ~ 

or if /Xq , the permeability of empty space, is chosen to be unity, 

If Prof. Wilbcrforce is not keeping the magnetization of his magnet constant, 
while changing the external medium, I fail to understand what is the problem he 
is dealing with. 

Mr T. Smith. I understand Prof. Wilberforce’s point is that in dealing with 
magnetic problems mistakes are made in the boundary conditions, not in the form 
of the functions involved. Could Prof. Wilbcrforce illustrate his paper by formulat¬ 
ing the correct and the incorrect boundary conditions either generally or in a suitable 
soluble problem? 

Author’s reply. Prof. Wilson is mistaken in supposing that the Bq in his equa¬ 
tion B ^ B^^ I 477/ is identical with the value that B would have at the point 
considered if the medium were replaced by empty space. If he considers the well- 
known case of a sphere of permeability jix in a uniform magnetic field he will find 
that this identity does not exist. It therefore does not follow that when the isotropic 
medium surrounding a magnet is replaced by another such medium the value of B 
at a given point remains unchanged, provided that the magnetization of the magnet 
is maintained unchanged, if by “magnetization” Prof. Wilson still means the 
quantity 7 . 

If Mr T. Smith will refer to my paper he will find the correct boundary condi¬ 
tions formulated for the soluble problem of a uniformly magnetized sphere. The 
mistakes which have been made have not been due to incorrect formulation of such 
conditions but to the erroneous belief that a magnet of constant magnetization must 
in all circumstances have an invariable flux of magnetic induction through it. 
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THE MEASUREMENT OF SURFACE TENSION 
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ABSTRACT, A convenient method is described for measuring simultaneously the 
surface tension and the density of a sample of liquid. A few milligrams of liquid will 
suffice. I'he method has advantages, therefore, for the measurement of the parachors, 
y^/p, of rare liquids. Volatile liquids may he used. 


I N a paper read before the Physical Society* Dr Ferguson and Mr Kennedy 
discuss some methods of measuring the surface tension of liquids which are 
not available in large quantities. A description of an alternative method which 
I designed some two years ago may be of interest in this connexion; this method 
has been used for the measurement of parachors, and can readily be extended to 
the measurement of intcrfacial tensions. For the purpose in hand, it is important 
that (i) the volume of liquid should be small, and (2) the method should be 
independent of the density or (preferably) should give values of both the density 
and the surface tension of the sample. 

Two tubes, differing in size of bore, are fused together. The liquid is then 
introduced so as to lie across the join and extend into the uniform portions of the 
tube. The tendency is for the liquid to pass into the tube of finer bore. If, however, 
the system is held vertically with the finer bore uppermost, this tendency is 
balanced by the weight of the column of liquid. A steady state is attained whenf 


Jl. 

27 rr 


jy. 

Zirr' 


Pgh, 


where y is the surface tension, r, r' the radii, p the density and h the height of the 
column. If the dimensions of the tube are known this is sufficient to determine 
the surface tension in terms of the density. In practice, however, it is more 
convenient to connect the end of the tube to a gas-reservoir fitted to a manometer, 
and to proceed as follows. 

Adjust the pressure in the reservoir so as to bring the meniscus to a chosen 
marked position L in the finer bore. A state of stable equilibrium is attained when 

. 

where I is the vertical distance between the ends of the column of liquid and is 
the pressure recorded on the manometer. 

The tube is then inverted so that the finer bore is now in the lower end. In this 


• Proc, Phys. Soc, 44 , 511 ( 1932 ). 

t If the liquid makes a contact angle a with the tube, y should be replaced by y cos a throughout 
the equations. 
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position the capillary forces and the weight of the column both tend to draw the 
liquid downward. Equilibrium is attained when 

-+ pgl .(2), 

\ 27 rr 277 r 7 ^ 

where is the pressure recorded on the manometer when the tube has been 
inverted in this way. 

This equilibrium, however, is unstable and the meniscus is brought to the chosen 
position by adjusting the pressure in the reservoir successively above and below 
Provided the finer bore is such that the viscous resistance of the liquid makes the 
movements within the tube appropriately slow, this measurement can be made 
with considerable precision. 

To standardize the tube, a value is required for (i/ 277 r — i/27rr'). This may be 
obtained by measuring the stable equilibrium given by relation (i) with a standard 
liquid in the tube. In most instances water or benzene may be used. By this means 

(_■ say, 

\ 27 rr 27 rr } y(atandard) k 

where is the density of the standard liquid, and />', /' are the corresponding 
values obtained for and /. 

The relations (i) and (2) may now be written in the convenient form: 


y \k(px-\- .(3)> 

p^(pi-pi)hgi .(4)* 


To compare the surface tensions of two liquids (3) may be written 


•(5)> 


y ^Pi±_Pa 
V P1+P2 
where y\ p^ and p^ refer to the second liquid. 

In this relation the dimensions of the capillary tubes have been eliminated, 
so that the measurements depend entirely on readings of the manometer attached 
to the gas-reservoir. The accuracy of the method depends therefore on (i) ensuring 
that the volume of liquid is constant and that the liquid is brought to the standard 
mark L, and (ii) employing a sensitive and reliable manometer. 


Form A 


Form B 



The apparatus may take various forms. If the liquid is scarce, the simple 
form A may be required. If the liquid is limpid as well as scarce, the necessary 
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resistance to motion is obtained by choosing tubes of fine bore. If more liquid is 
available, it may be found more convenient to obtain this resistance by bending 
a tube of somewhat coarser bore into the form B, 

In either case, it is desirable that the tube should be provided with a means of 
obtaining a sample of standard volume. This is effected by making the finer tube 
somewhat longer than would otherwise be necessary, and blowing a small bulb 
about I cm. from the end (see diagram). If the liquid is now drawn into the tube 
to the fixed mark M, a fixed volume is obtained, which may subsequently be made 
to fill the equal volume bounded by the marks L and U. Long tubes have the 
further advantage that evaporation is reduced to a minimum. The measured value 
of the surface tension under these conditions is that of the liquid in contact with 
an atmosphere saturated with its own vapour. 

The table shows the consistency with which measurements on a particular 
sample of liquid can be repeated. Greater differences, however, occur between 
various samples of the same liquid. 


i 

Surface tension (dyne/cm.) 

Substance 

Author’s value 

From hit. 

Cnt. Tab. 

Benzene (purified) at 20' C. 

28*9 

2905 

2875 

Mean aS-Q* 

28*9 

Toluene (commercial) at 18' C. 

Toluene (pure) at 20*^ C. 

289 

29*0 

289 

Mean 28 9 

28-4 

Water (laboratory supply) at 20"" C. 

Water (pure) at 20° C. 

72-8 

73-6 

73 -S 

72*6 

Mean 73-1 

1 

Vj 

00 


* This value has been used provisionally to standardize the apparatus. 


For many purposes, including the measurement of parachors, a measurement 
of density is needed on the same sample as is used for the measurement of surface 
tension. The present method has the advantage in this respect, that the density 
of the sample is given by relation (4) in terms of readings on the manometer and 
of a measurement of length which can be made readily by means of a travelling 
microscope. 

The assistance of Mr H. L. Harden is acknowledged with thanks. 
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AN INVESTIGATION INTO THE FLOW 
OF AIR IN PIPES 

By B. LLOYD-EVANS, M.Sc. (Eng.), M.I.Mech.E. and 
S. S. WATTS, B.Sc. (Eng.), University College, London 

Communicated hy Dr L. F, Bates, May 30, 1932, and in revised form July 15, 1932. 

Read November 18,1932. 

ABSTRACT, The authors examine the researches of Ombeck on the flow of air through 
cylindrical pipes, and obtain an expression which represents in a convenient form the 
phenomena that occur in a smooth-bore pipe. In particular, they separate the effects 
of acceleration of the gas from those of friction, and express the latter in terms of the 
equation suggested by Lees to fit Stanton’s curve. Their results appear to justify the 
researches of Lees and Stanton, rather than the analysis made by Ombeck of his test 
figures. 


§1. INTRODUCTION 

I N order to investigate the pressure-changes in steam turbine nozzles and 
blading, it is necessary to consider the effects of both friction and acceleration. 

As these two effects can be separated most easily in the case of a parallel pipe, 
it was considered advisable to refer to the work of Stanton* and Ombeckf. 

While the curves of Stanton for RfpS^ (where R represents the frictional R 

resistance per unit area of pipe surface, p the density and S the velocity of the gas) p, S 

against what is commonly termed the Reynolds’s number,” pSDIp, (where D is the D 
diameter and p the viscosity), do not show any test points for a compressible ^ 
fluid in which the acceleration term is of marked importance, the investigations 
of Ombeck include an analysis of the effect of the acceleration of the gas, especially 
in the figures quoted from his tests in group i, series 2, table 5. A summary of this 
particular set of tests is given on p. 99 of this paper. In these tests the acceleration 
term is relatively large, and fortunately the measured test values corresponding to 
tests nos. i, 7 and 16 of this series are given in greater detail in diagrams 16, 17 
and 18 on pages 25 and 26 of his work. As it is difficult to discover any relation 
between these diagrams and the values of “measured pressure-drop per metre 
of pipe length” quoted on page 44, column 7, table 5, the authors have been able 
to analyse only tests nos. i, 7 and 16 in accordance with their theory. 

On page 23, loc, cit,, Ombeck appears to consider the action of acceleration 
without allowing for the effect of friction, whereas these two effects are present 
together in an actual pipe carrying an expansible fluid, and the following theory 
has been developed to cover both actions. 

* Phil. Trans. A, 214 , 199 (1925). 
t ForschArb. Ingenieurw. Nos. 158 and 159 (1914). 
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§2. THEORY 

dl Let the initial conditions over a short length of pipe dl be as follows; 

P P is the pressure (dynes per cm? of cross-section); 

V V the specific volume (cm?/gm.); 

S S the velocity (cm./sec.); 

U U the internal energy per gram of gas (heat units); and 

T T the absolute temperature (® C.); 

for the motion of the centre of gravity of the gas per gram flowing 
PV+IS^ + JU~- (P 4 dP){V^\~dV) + ^{S + dS)^ 


+ J {U-\-dU) + JdQ .(I)^ 

dQ where dQ is the heat lost over the length dl of pipe. 

Therefore o PdV -{- VdP + SdS + JdU + JdQ .(2). 

dF Now the pressure-drop dF due to friction is given by 

dF — R X wetted surface cross-section of pipe, 


R where R has the same meaning as in Stanton’s curve; and Leesf has expressed R 


(in dynes/cm? of wetted surface) thus 

R - pS^ {0*0765 (/x/S/)i))®*®^-f 0*0009}. 

Therefore dF = P x irDdl -f- 

— {^ pS ^ dljD ) {0*0765 -1- 0*0009} .(3)* 

Now J (dll ^ dQ) ■= PdV -I- JdU .(4), 

iU where dll is the heat added by friction per gram and dU is the increase of internal 
energy of the gas; and the work lost in friction per gram flowing is dFjp, Therefore 
by inserting (3) and (4) in equation (2) we have 

- VdP SdS + (45V//D) {0*0765 (/i/*S/)D)«* 3 ^ -I- 0*0009} .(5). 


A If M is the mass of gas flowing per second, in grams, and A the cross-sectional 

area of the pipe in cm?, then 

52 = MW'^IA\ 

for continuity. 

Also we can write 

PV = rT per gram of gas, 

and if we assume for the moment that the law of the expansion of the gas down 
the pipe is 

C2 where Cg is a constant, then 

--VdP ^d (Mhn^lzA^P^) + i^dllD) (MrTIAf A 

• For the development of this equation see Zeuner, Technical Thermodynamics^ 1, 273; 
A. Stodola, Steam and Gas Turbinesy 1 , 38 (English edition); A. B. Eason, Flow and Measurement 
of Air and Gasesy Chap, ii (ist edition). 

t C. H. Lees, Proc. R. S, A, 91 , 46 (1914). 

X This is discussed in detail in the Appendix. 
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where A = o-oyhs (/it/S/oZ))®’*® + 0*0009 

and T = 

or - VdP = (Mh^lzA^) d (P/P) + M (64MV*P/7r*£)»P) 

= (8MVV/3*) d{Ci^P^^-^l”>II»} 

+ {64MWi®P'i-i/">/ff*D»P}Ad/. 

So that - VdP = K,dP-^I’' + K^dlP-^l^ A .(6), 

where = SHh^Cj^ln^D* 

A'a = 64MV*CiV7r*Z)® = S/Cj/Z), 

and A can be written as 0*0765 {inrDj^Mf'^^ + 0*0009, which will be considered 
as constant for the small changes in temperature existing in actual pipe lines. 
Rearranging equation (6) and integrating along the length L of the pipe we have 

SKiMjD = - Cji/" dPIP-^i« - K, rfp-2/n/p-*/« 


and 


SA'iLA/Z) - - Cs’/" 


.» + 1 / 




Therefore A {DI4I.) [{n'^lPn/ieMh (n -- i)} {P^^/T, - P^^jT^) 

-«-Moge(A/A)] .( 7 )* 

In the above equation the term log^ {P1IP2) corresponds to the acceleration 
effect, and A plotted against log (Reynoldses number) should fall on Stanton^s 
curve. Equation (7) will be true in the case where w ~ i, and therefore when the 
temperature along the pipe is constant. 


A 

Cl 


§3. APPLICATION OF THE THEORY TO OMBECK’S RESULTS 

Applying equation (7) to Ombeck’s test point no. i, previously referred to on 
page 91 of this paper, the value of the index n in the expansion PV” — C is deter¬ 
mined by plotting log P against log T, with the numerical values given by Ombeck 
on page 26 of his paper. The slope of the resulting straight line gives a mean 
value of 1*192 for n. 

The initial and final conditions, denoted by the subscripts 1 and 2 respectively, 
were as follows: 

Pi = i94S’2 gm./cm? or 19*08 x 10® dyne/cm?; 

Pj = 1123*6 gm./cm? or ii*oi x 10® dyne/cm?; 

Ti = 280° K.; /I = 1*775 ^ c.g.s.u.**, 

Tj = 256*7® K.; /X = 1*625 ^ 'fO”* c.g.s.u.*. 

The pipe-diameter is given as 2*004 cm-, and the length over which P^ and P^ are 
measured is 134*5 cm. 

♦ Values of obtained from The Mechanical Properties of Fluids^ p. 112 (Blackie). 
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The mass of air flowing is 131*2 gm./sec. and r for air may be taken as 
2*88 X io®c.g.s.u. Therefore 

A 0*001648, 

and Reynolds’s number = 83*4//Lt. 

In the above example the friction and acceleration effects are approximately 
equal, their relative importance being given numerically by the terms 0*4446 for 
friction and 0*4614 for acceleration, so that friction/acceleration = 0*963. 

The two values of log (Reynolds’s number) corresponding to inlet and outlet 
temperature conditions arc 5*672 and 5*710, and the mean value is plotted on 
figure I and marked ‘‘I,” together with points nos. 7 and 16 determined in exactly 
the same manner. Owing to slight differences in the values of taken by Ombeck, 
the Reynolds’s numbers quoted by him do not agree exactly with those calculated 
by the authors. 

A further analysis was made of Ombeck’s figures as quoted by him in table 5, 
page 45, of his paper and collected in table i of this paper, equation (7) being used 
in a slightly different form, while A was calculated as follows on the assumption 
of a constant temperature over the metre length of pipe. Using the same notation 
as before, with these additions, we have 

P-^APi t A): 

8P measured pressure-drop per metre; 

A - (D/^L) [7 t^D^P8PIi6 MhT ^ log, (P^/Pg)] .(8). 

The results of these calculations are shown in table i and plotted on figure i, 
giving the curve marked ‘‘II,” which departs radically from Stanton’s curve ( 1 ). 



Log (Reynolds*s numbers) 
Figure I. 


This indicates the great importance of taking into account the actual value of n in 
the law of the expansion existing in the pipe. It also appears that Ombeck’s method 
of separating the friction and acceleration effects is not accurate. 

It was also noted on page 27 of Ombeck’s paper that he has plotted log a 
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against log (Reynolds’s number), where a = zgDhjLs^ = zg (DBPILps^), and BP is 
in gravitational units. Now RjpS^ as plotted by Stanton may be written as 

BPxnD^l^nDLpS^ or KDBPjLpS^). 

When BP is in absolute units, a = SRjpSP. 

This allows the graph on page ay of Ombeck’s paper to be transferred to 
fig^ure I, where it is shown as curve III, agreeing fairly closely with Lees’s form of 
Stanton’s curve I over a range of Reynolds’s numbers from 15,000 to 250,000. 

The acciuacy, however, of the results obtained by plotting the logarithms in 
this manner and drawing a straight line through the test points is open to question, 
as has been pointed out by Kerr*. 

§4. EXPERIMENTS BY THE AUTHORS 

Owing to the difficulty of obtaining sufficient particulars of tests where the 
acceleration term becomes of importance, the authors decided to carry out a 
number of experiments with this in view. Unfortunately the size of the compressor 
available limited the diameter of the pipe under test. 



* Figure 3 The gap between pipe ends for 

Figure 2. pressure-tapping is about o 007 in. 


The arrangement of the pipe line and associated apparatus is shown in figure 2. 
The pipe tested was nominally I in. in outside diameter, of solid drawn copper, 
with 16 i.s.w.g. walls. The actual bore was obtained by plugging the ends of each 
length, filling with water, and weighing. The five lengths to be tested were each 
6 ft. long, as also was the inlet length, which was of the same diameter; all the 
lengths were drawn from the same batch to ensure uniformity, and great care was 
taken to see that each length was initially straight. At the ends, and between each 
two lengths, a pressure box (figure 3) was arranged and was coupled by means of 
a needle valve to a common bus-pipe, which was connected either to a pressure 
gauge or to one limb of a mercury manometer, the other limb of which was 
connected to the first pressure box. The pressure-drop along any multiple of 6 ft. 
up to a length of 30 ft. could thus be determined. The inlet pressure was read on 
a Bourdon gauge, the calibration of which was checked before and after each 
series of readings. 

This pressure was maintained constant by means of a single-lever reducing 
• “On Turbine Wheel Friction”, Royal Technical Collegey Glasgow (1923). 
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valve (figure 4), and the drop of pressure along the pipe was controlled by a sensitive 
screw-down valve, supplemented by a special spring-loaded control valve (figure 5) 
arranged in parallel with it for tests requiring small pressure-differences. The 
air-supply was drawn from a reservoir consisting of a battery of three torpedo 
receivers which could be charged from a two-stage compressor to a pressure of 
200 lb./in? In all tests except those in which a very large quantity of air was 
flowing the receivers were allowed to stand, after charging, until the temperature 
was steady. For the higher rates of flow, however, it was necessary simultaneously 
to run the compressor, a water-cooled coil and moisture-trap being fitted in series 
with the pipe line; this coil enabling the temperature at inlet to the pipe to be 
equalized with that of the surrounding atmosphere. The effects due to radiation 
could thus be eliminated. 



Figure 4. Figures. 


As It w^as considered necessary to take instantaneous readings wherever 
practicable, the method finally adopted for measuring the air flow utilized an orifice 
meter consisting of a number of sharp-edged orifices I in. in diameter, sym¬ 
metrically disposed in the end of a drum and discharging into the atmosphere. 
The head across the orifices was measured by a w ater manometer, and the number 
of orifices in use was adjusted to keep this head below^ 7 in. of water for all the tests. 

As an alternative, in the case of very small flows, a drum meter of the wet type, 
previously calibrated by a water-displacement method, was used. The coefficient 
of discharge of the orifices was obtained by comparison with the drum meter. 
Thus it was anticipated that even if the measurements were not made with great 
accuracy, the results should agree amongst themselves and therefore allow 
equation (7) to be checked. 

The procedure adopted for each test was to choose an inlet pressure, and 
determine the pressure-drop for a number of different quantities of air flowing. 
Originally measurements were made over each 6-ft. length of pipe under test; 
but it was found that the results for the varying lengths agreed satisfactorily, so 
finally the measurements were made over the complete pipe-length. 
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§5. AUTHORS* RESULTS 

Curve VI of figure 6 shows the type of curve obtained by plotting the drop of 
pressure against the quantity of air passing. From these graphs values were taken 
from which the ordinates for Stanton’s curve were calculated. The points so chosen 
are indicated on figure i by the letters ^ 4 , B, C, ..., the tabular values of these 
results being shown in table 2. In the above tests, the temperature was found to be 
sensibly constant along the length of the pipe. 



Figure 6. 

The points appear to be on a curve of the type predicted by Stanton, although 
minor disturbances caused by the pressure boxes produced a slight increase in 
resistance. Curve V of figure 6 shows the mass of air plotted against the drop of 
pressure along tlie pipe, obtained by solving equation (7) for the authors* pipe line, 
with a fixed inlet pressure of 7220 cm. of water gauge (absolute) and a temperature 
of i8*8° C., Lees’s values being taken for A. It will be noted that this curve rises 
to a maximum and then falls again. Unfortunately it is not possible to make tests 
after the maximum has been reached, as the pressure at the outlet is then below 
the atmospheric pressure, and a vacuum pump sufficiently large to deal with this 
quantity of air appears impracticable. It is of interest, however, that this result 
might have been obtained by differentiation of equation (7), M and Pg being 
assumed to vary while all the other factors remain constant. Writing 

Cl - 

we have 

A = 0*0765 {jjirrD/^M)^'^ + 0*0009 = (^/ 4 ^) [{Aht/MhCi {n + i)} 

X {P^(Hl/n) ^ Pgd+l/n)} ^ loge (Pj/Pg)], 

where A = 7rZ)*/4 and is the cross-sectional area of the pipe. 

Or if /STj, ^2, ATg are constants, 

~ + (D/^n) log, P^; 

PHTS. 80C. XLV, 1 


C, 


7 
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and differentiating with respect to Pg, collecting terms containing dMjdPt and 
equating to zero for a maximum, we havd 

~ 0*35 dMjdP^ - - dMjdP^ 

~ K, {- dM/dP^ + x{n+ i)M + D/^nP^, 

whence - x {n } i)/w }- Dj^nP^ ^ 0. 

Therefore D/j^nP^ - (P/4L) (A^M^) P^^i^/rC ,, 

or M'^IA^ = nP^n^ 

and since P2 = P2^^2 (MjA) ~ *S2P2> 

= np^^rT^ and S^-^^/inrT^ .(9). 

The maximum value possible for is therefore ^/{yrT^^ corresponding to adiabatic 
y flow when n becomes y, the ratio of the specific heats. Now this is the velocity 
of sound in the air at the outlet conditions, a result to be expected by comparison 
with nozzle flow. 

For conditions other than adiabatic the maximum flow is determined by 
another form of equation, derived from equation (7). If the flow is isothermal this 
reduces to 

'^(maximum) — A (^2-^2) ......(IO). 

Considering a fixed set of conditions for the inlet pressure and temperature in 
a pipe, and assuming isothermal flow, we obtain curves IV and V of figure 6 by 
solution of equation (7) for i8-ft. and 30-ft. lengths of pipe respectively. In both 
cases isothermal flow was assumed, as this approximates most nearly to the authors* 
tests. The corresponding curve for the tests is shown by curve VI, relating to 
a 30-ft. pipe. The difference between curves V and VI is due to the pressure-box 
connexions, as has already been explained. It is to be noted that both curves show 
definite maximum flows at which equation (10) is satisfied. It is open to discussion 
whether the actual form of the curve would be as shown, after the maximum point 
is reached, or whether the flow would remain approximately constant as in the 
case of a nozzle. 

For reasons already given, the maximum value of Reynolds’s number which 
the authors were able to obtain was 153,000, corresponding to a terminal velocity 
of 23,000 cm./sec. 

The agreement between curves V and VI in figure 6 is sufficiently good to 
prove that either equation (7) or equation (8) may be used for predicting the flow 
in a pipe line for conditions approximating to the isothermal condition, provided 
that the roughness of the inner pipe surface justifies the use of Lees’s equation. 
In cases where an “artificial” temperature-gradient obtains along the length of 
the pipe, allowance must be made for variations in the coefficient of viscosity. 

One important case where this applies is in the heat-exchangers of plants used 
in the manufacture of liquid air and oxygen. So far as the authors are aware, there 
are no figures enabling the viscosity of air to be expressed as a function of the 
temperature under these low-temperature conditions, and they hope to be in a 
position to investigate this problem shortly. 
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Table i 


Values extracted from Ombeck’s paper 






Measured 




Test 

Quantity 

Mean 

Mean 

pressure- 

Reynolds’s 

log (Rey¬ 
nolds’s 

Calculated 

flowing 

pressure 

tern- 

drop per 

values of 

no. 

(gm./sec.) 

(mm. 

water) 

perature 

C K.) 

metre 

(mm. 

number 

number) 

R/pS^ 





water) 




I 

131*2 

/ 

2694 

7200 

449.862 

5-6954 

*00114 

2 

1275 


2695 

6475 

481.496 

5*6826 

•00123 

3 

121*7 

■ 14.365 ' 

271*7 

5438-5 

456.760 

5-6597 

*001296 

4 

ii6*4 

273*2 

4737-5 

434.479 

5*6380 

*001384 

5 

107*9 


276*0 

3812-5 

399.323 

5*6103 

*001484 

6 

100*7 


278*6 

3161-5 

369.634 

355.446 

5*5678 

*001554 

7 

97*07 


279*6 

2912-5 1 

5*5508 

*001617 

8 

85-54 

• 14,375 - 

282*9 

2125*0 

310,382 

5*4919 

*001708 

9 

73-67 

285*8 

1525*0 

264,930 

5*4231 

•001814 

lO 

5869 


289*6 

937*5 

209,029 

5*3202 

•00192 

15 

29-77 

1 14.385 1 

293*2 

249*2 

104,973 

5*0211 

*002184 

16 

20*96 

294*3 

130*8 

73,714 

4*8676 

*00236 


Table 2 




Inlet 

pressure 

(mm. 

water) 


Measured 




Test 

point 

Quantity 

flowing 

(gm./sec.) 

Tem¬ 
perature 
C K.) 

pressure- 

drop* 

(mm. 

water) 

Reynolds’s 

number 

log (Rey¬ 
nolds’s 
number) 

RIpS» 

A 

3 *t 73 

72,000 

291*8 

2,000 

33,500 

4-525 

*0031 

B 

4-67 


,, 

4,000 

49,300 

4*6928 

*00282 

C 

s-85 

,, 


6,000 

61,750 

4*7907 

*002654 

D 

6-892 

,, 

,» 

8,000 

72,800 

4*8621 

•002505 

E 

7 62 

,, 

,, 

10,000 

80,440 

4*9055 

*002523 

F 

12*25 

,, 

,, 

30,000 

129,300 

5*1116 

•00242 

G 

12*81 

,1 

,, 

34,000 

135,300 

5*1313 

*002403 

H 

13*3 

,, 

,, 

38,000 

140,400 

5*1475 

*002377 

J 

13*7 

,, 

,, 

42,000 

144,600 

5*1602 

*002361 

K 

14*02 

,» 

,, 

46,000 

148,000 

5*1703 

•00235 

L 

14*25 

,, 

,, 

50,000 1 

150,400 

5*1772 1 

•002344 


• On a 30-ft. length of pipe. 


APPENDIX 

In the foregoing pages the assumption has been made that the relation between 
pressure and volume along a pipe line is given by 

= constant. 

This assumption will now be discussed in more detail. 

In the case of a “perfect’’ gas for which dUjdP == o = 9 ? 7 / 0 F, we may write 
dU =- K^dTy where is the specific heat at constant volume, so that equation (2) 
on page 92 can be written 

d (PV) + idS^ + JK^dT + / (T) - o, 


7-2 
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where f {T) dl represents the exchange of heat per gram flowing between the gas 
and the pipe wall, over the length dl under consideration in the pipe line; and 
since/(IT) cannot be expressed simply in terms of T, it is impossible to make use 
of this equation except in the simple case of an insulated pipe where /(T) = o. 

In this case, we have 

d (PV) + (py) ‘ o, 


or 


so that 


J K 

-~’'d{PV) 


A'p {P,l\ 


— ^ d(V^) 




where Pj and Fj relate to the known inlet conditions. This can be represented 
graphically by a hyperbola but not by an equation of the form PV^ constant. 

Again, for an insulated pipe, the following equation can be derived connecting 
L, the pipe-length, and the specific volume at outlet in terms of M for a given set 
of inlet conditions: 

m./D ^ -}- (y - i)/2y} (I 4- 4- (l + i/y) log,{V,/V) 

.( 12 )- 

On elimination of V from equations (ii) and (12), a relation could be obtained 
giving M in terms of the outlet pressure P. 

Unfortunately the above equations become too formidable when many numerical 
calculations are involved. 
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VIBRATIONS PRODUCED IN BODIES BY CONTACT 
WITH SOLID CARBON DIOXIDE 


By MARY D. WALLER, B.Sc. 

Received October 14, 1932. Read^ with demonstration^ November 18, 1932. 

ABSTRACT. The paper describes the conditions under which very loud notes may be 
produced and maintained for a considerable time in metal objects capable of vibration, 
such as tuning forks, bars, discs, rings, and tubes, when brought into contact with a solid 
carbon dioxide block. Notes have also been sustained in quartz crystals. It is shown that 
the vibration frequencies normally excited may range from about 1000 to 15000 Lower 
frequencies have been excited in wires. Surface-tension ripples may be produced on 
mercury. The vibrations are only produced by solid carbon dioxide of high density. The 
physical properties of the vibrating body which are of importance in connexion with the 
phenomenon are considered. Evidence is brought forward in favour of the view that the 
source of energy for producing the vibrations is the heat which is given up by the metal to 
the solid carbon dioxide, and that the efficacy of this substance in producing vibrations 
is determined by the fact that it sublimes and in so doing produces considerable gas- 
pressures. Some suggestions regarding possible applications of the phenomenon are made. 


§1. VIBRATIONS OF AUDIBLE FREQUENCY PRODUCED IN 

VARIOUS BODIES 


I F a solid block of carbon dioxide be held against a metal, a rattling or singing 
sound, due to vibrations of the latter, will often be heard. This fact is familiar 
to some of those who handle carbon dioxide commercially. 

In the course of an experimental investigation of the phenomenon it was at 
first found that no noise could be produced in glass bars and vessels, although they 
had good vibrating properties, and it was concluded that this was on account of the 
low thermal conductivity of glass. The next objects tried were tuning forks of the 
ordinary frequencies. These gave out a chattering noise. When, however, forks of 
higher frequency were tried, loud pure notes were excited. A demonstration of the 
phenomenon was given at the York Meeting of the British Association, 1932. 

It may be stated, in anticipation of results to be described later, that the physical 
properties desirable in the body to be set into vibration in this manner are a 
suitable natural period of vibration, high thermal conductivity and elasticity, a 
small damping factor, and hardness; and, for maintaining vibrations in small 
bodies of a given size, a high specific heat and specific gravity. The observations 
that have been made on bodies of various shapes, masses and materials are described 
below. 

(a) Tuning forks. Range of frequencies: 100 to 10000 

If a block of solid carbon dioxide of high specific gravity (see § 2 below) be 
brought into contact with the tip of one of the prongs of a tuning fork of high 
frequency, e.g. 3000 the fork will be set into violent vibration, and, if it is 
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massive, will give out a very loud piercing note. The fork should be held with a 
comer of one of the prongs lightly touching the block; sometimes a better result is 
obtained when a small portion of an edge a short way down the prong touches 
the block. Contact, but contact of a small area only, is essential. If a large area 
touches the block there may be much noise, which will diminish and cease when 
the surface of the block has become smooth and flat. The rate at which the solid 
carbon dioxide sublimes is visibly accelerated greatly during vibration of the fork. 

If the fork be held skilfully, and gradually moved over the surface of the block 
so as to adjust the contact suitably, a loud note can be maintained for a minute or 
more, but only if there is no chattering. 

The results obtained with tuning forks of diflFerent pitches are given in table i, 
and it is evident that vibrations of higher frequency are more readily excited and 
maintained than those of lower frequency. Thus, with forks of low pitch it is the 
first overtone, and not the fundamental, that is excited. It should be noted that 
the ratio of frequency of the first overtone to that of the fundamental of a fork may 
vary from 5-8 to 6*6 (Helmholtz)*. 


Table I. Tuning forks 


Natural 

Vibrations 

produced 

Mass 

Duration 

of 

Remarks 

frequency 

Funda¬ 

mental 

First 

overtone 

(gm-) 

audibility 

(sec.) 

100 

Chattering 

610 

230 

70 

7i2/«i - 6-o8 

256 

n 

1600 


40 

njni - 6*21 

512 

>> 

3200 

60 

50 

njni - 6-21 

1024 

1024 

Audible 

219 

24 

Difficult to maintain 

1024 

1024 

>» 

32 

20 


2000 

2000 

>> 

17 

14 

Loud, some chattering, 
maintained 

2040 

2040 

f) 

28 

10 

Clear, some chattering, 
difficult to maintain 

3000 

3000 

— 

275 

28 

Very loud, maintained 

4000 

4000 

— 

242 

16 

t* 

5000 

5000 1 

— 

196 

ii ‘5 


10000 

10000 


159 

3 

Very loud, difficult to 
excite and maintain 


The masses of the forks and duration of audibility are given in the table because 
these quantities alTect the ease with which the vibrations can be maintained and 
will be considered in the theory of the phenomenon. 

The duration of audibility is defined for purposes of the present investigation 
as the number of seconds during which the vibrations from a body remain audible to 
the same observer when the body is situated near one ear, after it has been set 
vibrating vigorously. The figure indicates roughly that which a knowledge of the 
modulus of decay or time constant of a damped vibration would convey accurately 

• J, Tyndall, On Sounds 138. 
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regarding the vibration properties of the body. In view of the nature of the present 
investigation, it has not been considered necessary to make allowance for the change 
of sensitivity of the ear for different frequencies. 

Thus different bodies, made of the same material, will vary in their resonant 
properties because of their shape and mass; while bodies which are similar in the 
latter properties but are made of various materials will have different resonant 
qualities depending upon the internal damping forces of solid viscosity. The figures 
given are each the mean of several values which may vary among themselves by 
from 10 per cent to 20 per cent. 

(6) Brass hors. Range of frequencies: 1950 to 15000 

The results obtained with a series of twelve rectangular bars, of square cross- 
section (1-27 X 1*27 cm?) excited in a similar fashion to the tuning forks, are given 
in table 2. The note generally given out by such relatively short stout bars corre¬ 
sponds to a transverse vibration with two nodes. The Ws were suspended by 
threads from the nodes (about J of the length from either end); the positions of 
these could be made apparent by sprinkling sand on the upper surface, and then 
setting the bars in vibration. 

Table 2. Brass bars 



Frequency 

Duration 



Length 

(cm.) 

Measured 

with 

sonometer 

Calculated 

of 

audibility 

(sec.) 


Remarks 

i 5 'i 

1950 

1950 

20 



12-7 

2620 

2780 

17 



12 

3200 

3100 

13 


•Very loud, maintained 

11*5 

3300 

3390 

11 



lO-Q 

3500 

3780 

9 

4 


10*2 

4200 

4300 

10-8 

1 

1 Sometimes excited, very 

9*5 

Q-I 

4700 

4970 

5400 

1-9 

j loud, maintained 

8-8 

— 

5800 

4 

1 


8-5 

— 

6200 

4*4 



8-1 

— 

6800 

3-8 


Difficult to excite 

ri 

— 

7600 

3-8 


6-S 

— 

10000 

2 



5‘25 

— 

15000 

0*4 




The frequencies as determined practically with a sonometer and forks agree 
reasonably with the values calculated from the formula given by Rayleigh* for a 
free-free bar of rectangular cross-section. Thus for brass, the frequency 

n = I X 538400 X tjPy n 

where t is the thickness, and / the length of the bar. h I 

With some blocks of carbon dioxide frequencies up to 4300, and with others 
frequencies up to 6200, were easily excited and maintained, by touching the bars 
either at an end or at the centre. The difficulty of exciting higher frequencies is 

* Rayleigh, Theory of Sound, 1 ,179. 
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probably partly due to the smallness of the time constant rather than to the high 
value of the frequency. The longest bar weighed 200 gm. The figures given and 
statements made in the tables are of a somewhat general nature on account of the 
varying behaviour of different samples of solid carbon dioxide (see § 2). 

Table 3 shows how the time constant diminishes with increasing cross-section 
of bars of equal length, and how this property partly controls the ease with which 
vibrations may be excited with solid carbon dioxide. 


Table 3. Brass bars of square cross-section, and of length ii‘5 cm. 


Thickness 

(cm.) 

! 

Frequency 

Duration of 
audibility 
(sec.) 

Remarks 

1*27 

3330 

10 

Very loud, maintained 

2 

5230 

5 

Very loud, difficult to 
excite, maintained 

2-5 

7100 

4 

Very difficult to excite 
or maintain 


(r) Steel hats. Range of frequencies: 4440 to supersonic. 

Twenty-one steel bars of circular cross-section and of radius i cm. were 
available. The first fifteen bars, ranging from 15*1 cm. down to 7*7 cm. in length, 
were suspended and excited in the same manner as the brass bars (i). The frequencies 
as calculated ranged from 4450 to 18000 and the duration of audibility diminished 
from 5‘5 down to i*8 sec. The bars were harder to excite than the brass bars on 
account probably of the smaller time constants, but piercing and maintained notes 
were sometimes obtained, especially when the bars were first of all struck with a 
hammer so that they were already vibrating before application of the carbon 
dioxide. The highest bar maintained was the tenth of the series having a (calculated) 
frequency of 11200 

{d) Longer bars. Transverse overtones and longitudinal vibrations. 

It would be of interest to carry out more observations on longer bars, which 
often vibrate in three or more audible modes simultaneously. The results so far 
obtained will not be described in detail, but two remarks will be made, (i) As in 
the case of tuning forks, a low-frequency bar is inclined to chatter, but an overtone 
(transverse vibration) can usually be produced. (2) It is possible to excite longi¬ 
tudinal vibrations. For example, in the case of three brass bars of lengths 100, 38 
and 23 cm. respectively, the corresponding longitudinal vibrations of 1760, 4900 
and 8000 ^ were produced, but were not maintained for any considerable length 
of time. Similarly an aluminium bar of length 91 cm. vibrated longitudinally with 
a frequency of 2660 It will be noted that the bars have been so chosen that the 
frequencies are comparable with those of the transverse vibrations produced in 
short bars; the longitudinal vibrations of the latter were of course supersonic. 

{e) Metal plates, Chladni sand figures. 

Thin plates, of either rectangular or circular cross-section, e.g. the usual 
Chladni plates 4,8 or 12 in. in diameter and 2 mm. in thickness, which give numerous 
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sand patterns when bowed, could generally only be excited to give out a confused 
noise with the block of carbon dioxide, though overtones could sometimes be 
picked out. On the other hand, loud notes were obtained with smaller and thicker 
discs which are not easily excited by bowing. Chladni sand figures may be pro¬ 
duced, and a photograph of one of these is shown in the plate. 

The data relating to six brass blanks are given in table 4, which also includes 
observations made on copper and zinc discs. It is to be noted that although copper 
conducts heat three times as well as brass and has a modulus of elasticity and 
density nearly equal to that of brass, its vibrating properties are inferior on account 
of internal friction. On the whole its capacity for vibrating in contact with carbon 
dioxide is about equal to that of brass. The frequencies were determined by means 
of a sonometer except in the case of no. 7, the frequency of which was compared 
with those of the series of brass and steel rods; see (A) and (c) above. Its frequency 
was also calculated from the approximate relation that the frequency of the discs 
varies directly as the thickness and inversely as the square of the radius. The discs 
were held centrally between finger and thumb. Irregular shaped thin discs, such 
as brass cymbals, may be excited tp give out noise, while, e.g., a thick silver dish may 
give out a noise that has been likened to that of a pneumatic street drill! 


Table 4. Metal discs 


Num- 


Radius 

Thick- 

Duration 

' nf 


ber of 
disc 

Material 

(cm.) 

ness 

(mm.) 

Frequency 

audibility 

(sec.) 

Remarks 

I 

Brass 

10 

5 

1600 

21 

1 

3 

>> 

88 

7-6 

5 

5 

2200 

2960 

14 

II 

Very loud, maintained 

4 

>> 

6-9 

5 

3260 

8 

) 

5 1 

>* 

5 

5 

7750 

2 

Difficult to excite 

6 1 


2-5 

5 

Supersonic 

— 

— 

7 


1 5 

2 

3100 

5 

Loud, maintained 

8 

Copper 

1 7-6 

5 

2970 

2 

Very similar to no. 3 

9 

>» 

7*6 

3 

3820 

2 

Clear, maintained 

10 

Zinc 

7-6 

3 

4000 

0-5 

1* 


(/) Bars of various materials. 

Several materials were tried in the form of brass bars suspended as at (A) above, 
attention being paid to various physical properties. In table 5 the bars are arranged 
in order of decreasing thermal conductivity. The cross-sections of the bars were 
either square or circular, except in the case of Trevelyan’s brass bar with the 
wooden handle removed. 

The physical constants quoted in the table are sometimes only approximate 
and sometimes the mean of several values, but are sufficiently accurate for present 
purposes; they are in most cases taken from tables. In the case of carbon, Young’s 
modulus was calculated after determining the density, dimensions and the vibration 
frequency of one of the rods. 
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Table 5. Bars of various materials 











Material 

Length (cm.) 

Diameter d 6r 
thickness t 
(cm.) 

Frequency 

Duration of 
audibility (sec.) 

Thermal 

conductivity 

Y oung’s modu¬ 
lus of elasticity 
(c.g.s.u. < 10^^) 

Density 

Result 

Copper 

14*1 

1-27 t 

2190 

16 

0*9 

12-3 

8-9 

Very loud, maintained 

Aluminium 

15-3 

1*27 i 

2290 

15 

0-50 

7 

2*6 

99 

Duralumin 

15-3 

1-27 t 

2390 

30 

0-31 

6-9 

2*8 

99 

Trevelyan’s 

11-2 

Irregular 

2420 

2 

0*26 

10 

8-4 

Difficult to maintain 

brass rocker 
Zinc 

14 

I d 

880 

2 

0*26 

8-7 

7-1 

Loud, difficult to maintain 

' Lead 

15 

1 2yd 

.Sio 

0 

o-o8 

1-6 

II-4 

Noise 

Eureka 

13-2 

1*27 t 

[3100 

5 

0*05 

16-3 

8-9 

Clear, difficult to maintain 




13260 







10*3 

9 ) 

5020 

6 

>> 

99 

99 

99 

1 ” 

7-1 

>9 

11000 

3*5 

>1 

)> 

99 

99 

1 Arc carbon 

14-3 

0*5 d 

670 

0-5 

001 

0*9 

I'4 

No sound produced 

>) 

18 

1-2 d 

820 

1 

,, 

99 i 

99 

99 

»» 1 

ig2 

i^d 

1060 

■’ I 

99 

i 

99 

99 

>9 

>> 

13-3 

v^d 

2250 

>9 

99 

>’ 

99 

99 

>) 

8-2 

2 d 

6580 

»> ^ 

»» 1 

99 

99 

99 

Glass 

30\«) 

1*2 d 

1970 

9 

OOOT 1 

6 

2-9 

99 


It is to be noted (i) that Trevelyan’s rocking brass bar with its irregular cross- 
section is not such a good vibrator as a simple bar. A purer note can be obtained 
by means of carbon dioxide than by hammering. The pureness of the notes obtained 
by excitation by means of carbon dioxide is an interesting feature of the pheno¬ 
menon. (2) Zinc has poorer vibrating properties than brass and is accordingly 
difficult to maintain in vibration, though the conductivity is equal to that of brass 
and the note emitted is clear, (3) The pitch of the lead bar could not be determined 
either by hammering or by means of carbon dioxide, but considerable noise could 
be produced by contact with the latter. The pitch was determined in an interesting 
manner, namely by increasing the vibrating properties of the bar by cooling it in a 
vacuum flask containing solid carbon dioxide and setting it in vibration the moment 
it was removed. The result was in agreement with calculation. In the case of two 
thick lead tubes, not included in the table, it was found possible to recognize the 
pitches, 980 and 2400 respectively, because of the rather better vibrating properties 
of the tube, and to get a purer momentary note with the carbon dioxide than with 
the hammer. (4) Eureka was investigated on account of its particular thermal 
conductivity, and after the failure to produce any sound from arc carbon rods; it 
behaved as expected. The longest bar was not very accurately square and its 
vibrating properties were accordingly worse than they should be. (5) Particular 
attention was paid to carbon as at the time it was felt that it was the borderland 
substance, having regard to the thermal conductivity, between those bodies which 
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could and those which could not be made to vibrate. No sound has been produced 
in carbon. Though the damping factor is considerable, the vibrating properties of 
the rods are sufficiently good for a clear note to be obtained when they are ham¬ 
mered. In later observations, see (t) below, it has been shown that sound can be 
produced in bodies having a far smaller thermal conductivity than carbon; and in 
particular in a diamond. We must conclude that carbon rods, made as they are by 
compressing gas carbon, do not behave like such solids as metals or stones, and that 
the hardness of the material and not the thermal conductivity is the factor which 
determines that sound cannot be produced in carbon and can be produced in a 
diamond. 

{g) Tubes^ rings and bells. 

(1) Large thick brass tubes. Several large brass tubes have been investigated. 
For example, one of them had an outer diameter of 6*3 cm., the walls were 3*5 mm. 
thick, the length was 10 cm., and the duration of audibility was 8 sec. The principal 
note which could be excited and maintained by means of carbon dioxide had a 
frequency of 1950 The tube was sawn into two parts one-third and two-thirds 
of its length respectively, and the same note was excited in each of them. The 
notes doubtless corresponded to flexural vibrations with the production of four 
nodal lines. 

(2) Small thick brass tubes. Thick brass tubes have better vibrating properties 
than either thin tubes or solid rods. They exhibit very strikingly the fact, already 
noted more than once, that overtones rather than a low fundamental vibration 
will be excited by solid carbon dioxide. Similar results have been obtained in 
tubular bells. 

(3) Small rings. If a wedding ring be placed on a flat surface of a carbon dioxide 
block, a small high note of definite pitch may be produced, lasting a few moments. 
This observation is recorded for two reasons. Firstly because it indicates a means 
of exciting vibrations in small objects which cannot conveniently be set vibrating 
by other means, and secondly because it demonstrates practically that it is only 
while the metal is losing heat to the block that the vibrations occur. The ring 
leaves an imprint on the block. In the case of small objects the specific heat and 
specific gravity are physical factors that will affect the time for which the sound will 
continue. 

(4) Brass bells. Several hand bells have been investigated. For example, a 
bell that gave out sounds of frequencies 270 and 1460 with its hammer gave out 
the latter frequency only when excited with carbon dioxide. 

(A) Wires. 

(1) Sonometer. Only a very small amount of chattering can be produced in 
sonometer wires. We note that the mass of metal is small, and the frequencies 
rather low. The persistence of vibration in a particular sonometer was about a third 
of that of a small upright piano with the sustaining pedal down. 

(2) Piano. The wires of a small upright piano were investigated with the sus¬ 
taining pedal down. The unexpected result was obtained that the fundamental 
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tones and not the overtones are excited by the carbon dioxide down to a frequency 
as low as about lOO Notes of frequencies exceeding looo are pure, clear and 
maintained; as the frequencies get smaller chattering gradually increases, but it is 
still the fundamental that is produced and maintained. In the case of the lowest 
wires, corresponding to frequencies from about 30 to 180 noise, including the 
fundamental and the overtone three octaves above (240 to 800 ^), was usually 
heard. The duration of audibility of the notes ranges from about 50 sec. for the 
longest, to 5 sec. for the shortest wire. Wires are the only vibrating bodies in which 
low frequencies have been excited; we may suppose that the difference in this 
respect between wires and other vibrating bodies is due to the fact that the carbon 
dioxide gas under pressure flows past the wire on both sides of it. 

(7) Miscellaneous objects. 

(1) Silver objects. As had been expected on account of its high conductivity, 
clear and sometimes beautiful tones can be produced in silver objects. According 
to Honda and Konno’**' the solid viscosity of silver lies between that of brass and 
steel. Thimbles, aural specula (about 3000 '^) and even irregularly shaped objects 
can be excited so as to give out a single note. A small tea pot was made to emit a 
pure tone (2860 when touched at a particular place on the bottom. This picking 
out of a note w hen an object is touched at the right spot is very characteristic. 

The observations made on a table spoon, dessert spoon and tea spoon re¬ 
spectively, touched by the blocks as indicated in table 6, are given because they 
emphasize the possible application of the carbon-dioxide method of excitation to 
picking out the resonant vibrations of irregularly shaped objects. Pure, piercing 
tones were sometimes obtained. 


Table 6 


End of 
handle 

Between handle | 

Near centre 
of gravity 


and centre 1 
of gravity I 

On bowl 

850 

570 1 

2750 

Various 

1150 

800 I 

4000 

9 * 

1740 

1170 1 

— 

99 


(2) Quartz. Quartz is a semi-conductor the thermal conductivity of which 
varies with direction. Its vibrating properties are good. The conductivity along 
the optic axis is o-oO and in one direction at right angles to this it is 0*03. These 
values arc intermediate to those of eureka and carbon respectively. Two quartz 
discs of diameters 5 cm. and 3-8 cm., and thicknesses i*6 mm. and 1*8 mm. 
respectively were excited to give out clear notes by means of carbon dioxide, 
though these were not maintained. The pitch of the larger disc, determined 
experimentally, was 3800, while that of the smaller one, as calculated from the 
relative dimensions of the two, was 7400. 

When a block of carbon dioxide was held against a quartz convex lens consider¬ 
able noise was produced. This result was compared with that obtained with a 

♦ Phil. Mag, 42 , 115 (1921). 




PHYSICAL SOCIETY, VOL. 45, PT. I (wALLER) 



C’hladni sand fi^^urc on brass disc, pioduced by contact with solid carbon dioxide. 
Diameter, 3 in.; thickness, 5 mm.; frequency, 2960 


To face page ioq 


Vibrations produced in bodies by contact with solid carbon dioocidk 109 

glass lens and a pure block of carbon dioxide ice (see § 2 below), when for the 
first time a very slight noise was detected with glass. It is thus just possible under 
the most favourable conditions, i.e. using a material with good vibrating properties 
and a very efficient block of carbon dioxide, to detect sound (not to produce 
sustained vibrations) in a material the conductivity of which is about that of 
silver. Quartz is the only non-metal in which a note of definite frequency has so 
far been produced. 

§2. SOME PROPERTIES OF SOLID CARBON DIOXIDE RELEVANT 
TO THE INVESTIGATION 

It was soon noticed that the ease with which vibrations could be excited varied 
from day to day, and that when a fork was being excited water sometimes condensed 
on it near the point of contact with the carbon dioxide block. This latter fact is 
presumably caused by a cooling of air below the dew point. Solid carbon dioxide 
sublimes at about — 80° C. 

The presence of dew led to the suspicion that changes in weather might be 
responsible for the differences in t}ie results obtained on different days. However, 
experiments conducted (i) in a dried closed space, (2) in a moist closed space, 
(3) near an electric stove, and (4) in the cool atmosphere of an electric refrigerator 
showed that these varying external conditions produced no effect that could be 
appreciated, either in hindering the vibrations if these were easily excited, or in 
assisting their production on occasions when they were difficult to produce. In 
connexion with the production of ripples on mercury (see § 4 below), the question 
of pressure due to the weight of the block was considered; and when the density 
of the blocks was ascertained, by weighing and measurement, it was found to vary 
from day to day. This suggested the cause of the behaviour of different blocks. It 
is only blocks of high density which will produce sound in metals, and this doubt¬ 
less is the reason why the phenomenon has not attracted more attention. 

Light snow carbon dioxide, which floats on water, may be compressed into 
solid blocks, which vary in density and hardness according to the amount of air 
left in them. When sufficiently compressed they behave like ice carbon dioxide 
in producing vibrations, and the density of some blocks the author has handled 
has been as high as 1*4. It is to be noted that a block made by compressing snow 
may be denser at the centre than at the outside. The density of ice blocks which 
have been made by the process of directly freezing with the aid of liquid air also 
varies; an entirely solid block would have a density of 1*56, but any block consisting 
of solid ice crystals will be satisfactory. Some blocks contain more oil than others, 
and the author is inclined to consider that this reduces their efficiency in producing 
vibrations. Apart from actual determination of the density, it has been found 
possible to recognize blocks from different factories by viewing them by transmitted 
light, and also by rubbing a surface and watching how far a snow crust forms as 
sublimation occurs. Crust does not form on a good ice block. 

There is some evidence of selectivity in the range of frequencies best excited by 
different blocks. Thus, a very efficient block excited loud notes between 2000 
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and 15000 while a lighter and less efficient block excited the 1024 2000 ^ 

forks most easily and also excited the i960 brass bar. The production of gas- 
pressure is probably slower, and evidently less efficient, with blocks of low density, 
than with those of high density. 

The author is indebted to Dr Ezer Griffiths for the following data. The sub¬ 
limation temperature of carbon dioxide may vary from 78° C. down to — 93*^ C. 
In passing from the solid to the gaseous state 1 gm. takes up 138 calories. The 
specific heat of solid carbon dioxide at — 78° C. is 0*31. The mean specific heat of the 
gas is 0*19. The total refrigerating effect of i gm. from solid to gas at o® C. is 153 cal. 

It is to be noted that on account of the large heat of sublimation, solid carbon 
dioxide can be conveniently stored for a considerable time in a vacuum flask. 

§3. MISCELLANEOUS OBSERVATIONS 

(a) Sound produced in thermal semi-conductors. In early observations there was 
no question of producing any sound from non-metal solids. We have noted however 
that with a pure ice block, a minute sound was detected in a glass lens. 

Other non-metallic solids have accordingly been investigated. They are enu¬ 
merated below in descending order of thermal conductivity, as far as this is known, 
or according to the results of the carbon-dioxide test when it is unknown. Small 
sounds were heard when the following objects were touched with the solid carbon 
dioxide: various precious stones including pearls, diamonds, rubies and garnets; 
crystals, marble, mother of pearl, slate, glass. 

No sound was obtained from wood, ebonite, paper, cork, sealing-wax, amber, 
ivory, or Rochelle salt. Dr Mandell kindly allowed me to try a crystal of this highly 
insulating, fragile material. 

From these observations and from those described in the previous section we 
may conclude that the lower limit of thermal conductivity of a body in which 
it is possible to produce any sound by contact with solid carbon dioxide is about 
that of silver; while the lower limit for which it is possible (provided the other 
physical properties are suitable) to produce vibrations of regular pitch is probably 
about that of silver. 

{h) Vibrations in heated bars. The vibrations produced in a brass bar are little 
affected by heating it, either by means of a bunsen flame or by means of an electric 
oven (in the latter case to about 180° C.). The intensity of sound which can be 
obtained is however reduced in a bar which is more strongly heated by means of a 
glass-blowing flame. The reduced effect is due to the diminishing vibrating pro¬ 
perties of the brass. 

(c) Liquid air. It was not found possible to produce any sound (due to vibrations 
of the bar) by holding the tip of a brass bar against the surface of liquid air contained 
in a vacuum flask. 

{d) Vibrations in heated metal bars caused by contact with ice. Clear, feeble, 
momentary notes, which are quenched at once by the formation of water, have 
actually been produced by contact with ice in heated brass bars under certain 
conditions. It is hoped to describe these observations when they are complete. 
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§4. EXPERIMENTS WITH MERCURY 

(a) Surface-tension ripples. If a small block of solid carbon dioxide of high 
density be floated on mercury and remain stationary, it at once gives rise to ripples 
varying from i to 3 mm. in length. The frequency of the ripples may be calculated 
from Kelvin’s formula 

277 Ap 

where p and T are the density and surface tension respectively. Taking, as Vincent* 
did, values of 300 to 400 c.g.s.u. for the surface tension of mercury which has not 
been specially freed from grease and moisture, the frequencies are found to vary 
from about 100 to 500. The various effects that may be produced on the surface 
of mercury depend upon the size, shape and height of the floating block. Under 
favourable conditions many beautiful experiments may be made, such as the 
production of ripples, stationary ripples, interference, etc. 

The under surface of the block gets worn until it has a flat polished marble¬ 
like or ice-like appearance according to whether compressed snow or ice is used; 
this effect can be seen if the block is looked at directly after removal from the 
mercury. The formation of ripples usually ceases abruptly when the height of the 
block has diminished to 3 or 4 mm., corresponding to a pressure due to gravity on 
the liquid of about 0*5 x gm. wt./cm? The ripples may even cease before the height 
of the block has diminished to the above limit, if the under surface has had time to 
become quite flat. It is to be noted that there may still be a large horizontal area of 
contact between the block and the mercury, although the ripples have ceased. 

If the block be bulky and be pressed down, commotion and bubbling of the 
liquid is produced; this may be compared with the noise which is made when a 
block makes large contact with a metal. As in the case of the production of vibrations, 
the change of state takes place much more rapidly while ripples are being produced. 

The ripples do not cease because of the cooling of the mercury, as the bulk of 
this is large, and the fall of temperature, as measured by a thermometer, is small. 
They cease, and that suddenly, when the vertical contact is too slight, corresponding 
to a flat under surface and small height. 

{b) Carbon dioxide boat. An irregularly-shaped block will give out ripples which 
vary in length in different directions. If it is light, i.e. not high, it will sometimes 
rotate and sometimes move forward. Thus a broad boat-shaped block may travel 
quite rapidly, if it is carved out so as to have smooth sides and a concave stern. If 
the dish containing the mercury be tipped so that the bottom forms as it were a 
shelving beach, the force with which a moving block is hurled on to the shore is 
obvious, and the force which must be exerted by the hand to keep it off is a valuable 
indication of the forces which are productive of sound when applied to massive 
solid metals. It seems certain that the propelling force is the pressure of the carbon 
dioxide gas. Visual evidence of the pressure can be obtained by watching the 

• J. H. Vincent, Phil. Mag, 48 , 411 (1897). 
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movements of a strip of tissue paper which is held near a concavity in the block 
which is touching the mercury. 

(f) Mercury hygrometer. If mercury be progressively cooled by contact with 
solid carbon dioxide, dew eventually forms on the surface. The dew forms suddenly, 
but owing to the ripples it appears far below the dew point. Thus on a warm damp 
day when the room temperature was 68° F., dew only appeared at 37° F., but then 
appeared copiously. On the other hand when the block was removed at the right 
moment leaving the surface still, dew formed at 60° F. as compared with 59° F. 
on the surface of a polished calorimeter containing water to which pieces of ice 
were added. 

Thus, were it not for the ripples, mercury would offer an excellent polished 
surface for dew-point determinations, and solid carbon dioxide an easy method 
of cooling it. There might also be objections, however, from the point of view of 
hygrometry to the presence of carbon dioxide gas. 

§5. THEORY 

Gathering up the significant experimental facts, and at the same time developing 
a theory of the production of vibrations in solids by contact with solid carbon 
dioxide, we note: 

(1) The source of energy is undoubtedly the heat which is transferred from the 
body to the carbon dioxide during momentary contacts of the two bodies. The 
thermal conductivity and mass of the body must be sufficient to ensure an adequate 
supply of heat, although the area of contact must be small. The conditions are 
well fulfilled with tuning forks, metal bars, thick tubes and thick metal discs, and 
vibrations may be maintained in these bodies for a considerable period. With the 
exception of the semi-conductor quartz, metals are the only materials that have 
been excited to give out sustained notes. Other crystals of suitable conductivity 
could doubtless be set in vibration. With bodies of small mass, the source of energy 
and consequently the vibrations cease almost immediately, because of the fall of 
temperature. 

(2) The efficacy of solid carbon dioxide in producing vibrations is undoubtedly 
due to the fact that it sublimes, with the production of considerable gaseous 
pressures. These pressures are made evident in the experiments with mercury. 
The sublimation is greatly accelerated during the production of vibrations. 
Vibrations cannot be produced by contact of a metal with liquid air, and although 
under certain conditions feeble momentary notes have lately been detected when 
ice comes into contact with heated metals, the formation of water quenches the 
vibrations, and these observations confirm the view that it is the fact of sublimation 
that is essential to the production of loud notes. The process reminds us of the 
vibrations of the reed of a wind instrument. We may even speculate as to whether 
the contact of the gas with the metal does not produce eddies as it does in the cases 
of Aeolian and edge tones, and whether it would be possible to obtain magnified 
stroboscopic photographs by the shadow method showing how the gas is moving! 
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(3) The fact that the maintenance of vibrations is effected by the communication 
of heat makes us think of Trevelyan’s rocking bar, and there are interesting 
similarities and differences between the two phenomena. Thus in Trevelyan’s 
experiment it is in the body which loses heat that the vibrations are produced. 
Again, the production of sound depends upon the difference of temperature 
between the heated rocker and the block upon which it rests, and upon the suffi¬ 
ciently rapid conduction of heat near the points of contact. 

Coming to the differences: we notice that the vibrations in the rocking bar are 
excited by the alternate expansions of the two portions of the lead block which 
come into contact with the two parallel grooves, and the resulting vibrations are 
mechanical or gravity vibrations of relatively low frequency, e.g. forty to several 
hundred^. The vibrations produced by solid carbon dioxide are elastic and of 
higher frequency, and as has already been stated they are caused by the impulsive 
pressures of the carbon dioxide as it sublimes. 

(4) It is of interest that, with the exception of wires, the range of frequencies 
excited should be so high, for example, the overtone 3200 and not the fundamental 
of a 512 tuning fork will be excited by contact with solid carbon dioxide. The 
necessary passage of heat and sublimation must accordingly occur in an extremely 
short interval of time. If we try to excite too low a frequency there will be chattering 
because the pressure and volume of gas sublimated are so great. On the other hand 
it has so far been found impossible to excite frequencies above 15000. One hesitates 
to ascribe this to want of gas-pressure; it may be due to the inevitably small time 
constant of the vibrators in question, as they must either be made very thick which 
increases the damping factor, or very small, which diminishes the energy content, 
and we have seen that there is difficulty in maintaining vibrations unless the time 
constant is sufficient. We may well imagine that rather different conditions prevail 
in the case of wires and that the gas probably flows past them on both sides. Noise 
is obtained if the area of contact is not small. We may suppose that the metal is 
receiving a number of impulses from different parts of the block which do not 
synchronize. Once the block is worn flat the noise ceases. 

(5) Finally the mechanism of maintenance may be compared to that of an 
ordinary electrically maintained tuning fork in which a relaxation oscillationf is 
excited by the vibrating body, but maintains the latter. Thus the vibrating metal 
determines the frequency, and the sudden gaseous pressure produced in a small 
cavity or groove at the point of contact of the two bodies maintains the vibrations. 

A highly damped vibrator is not excited by contact with solid carbon dioxide. 
The author suggests that the reason why large Chladni plates as a rule only give 
out various noises when excited is that there are generally some four dozen possible 
audible modes of vibration, and that while the lower ones will not be excited, no 
single one among the higher modes has the necessary time constant to govern the 
situation and set up vibrations of one particular frequency. It is otherwise when 

• E. G. Richardson, FHL Mag, 46 , 976 (1923). S. Bhargava and R. N. Ghosh, Phys, Rev, 
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t van der Pol, Phil, Mag, 61 , 978 (1926). 
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such a plate is bowed, as the time constant is not of the same significance, and the 
note given out by the plate is not maintained. On the other hand it is to be expected 
that Chladni sand figures will be easily produced in thick metal discs with blocks 
of carbon dioxide. 

§6. SUGGESTED APPLICATIONS AND EXPERIMENTS 

In conclusion some suggestions will be made regarding possible applications 
of the carbon dioxide method of exciting vibrations. 

(1) Loud maintained standard frequencies. Stout forks of frequencies ranging 
from 2000 to 6ooo or even above this, are not easy to excite electrically, but if 
they are excited as described above, § i («), loud notes may be maintained for a 
minute or more. These might be useful in certain wireless investigations. For 
some purposes an inexpensive standard would be a small thick brass tube suspended 
from the two nodes by threads. 

(2) Setting in tnhration of metal objects which cannot be excited by hammering, 
bowing or electrical methods, e.g. small rings, small bars of magnetic or non¬ 
magnetic material, or objects attached to apparatus which must not be jarred. 

(3) Recognition and accentuation of overtones. Solid carbon dioxide may fulfil 
the functions i)f a Helmholtz resonator in a novel way, in picking out the overtones 
in vibrating bodies. The carbon dioxide will also maintain one overtone exclusively. 
This property may be of considerable value to musical instrument makers, more 
especially for tuning percussion instruments such as bells, tubular bells, and those 
instruments in which graduated metal bars are employed. The overtones of ir¬ 
regularly shaped bodies may similarly be excited. This may sometimes be of value 
to the engineer in discovering undesirable resonances in small pieces of machinery 
or in electric plate condensers. The damping in the case of stretched metal dia¬ 
phragms is probably too great for the method to be applicable, but it would be 
interesting to search for resonances in these. 

(4) Rapid estimation of relative thermal conductivities in solid non-metals. Solid 
carbon dioxide which has been prepared by freezing and which is free of oil may 
be considered to have standard properties in producing vibrations. With such a 
block, more or less noise may be produced by contact with solid substances which 
are semi-conductors, as for example quartz, marble and other stones, and it is 
only in substances with high insulating properties such as sealing-wax, ebonite, 
amber or cork that no sound whatsoever can be detected. These facts may be of 
interest to the geologist. Again quartz lenses can be immediately distinguished 
from glass lenses by bringing them into contact with solid carbon dioxide. 

(5) Setting in vibration of piezo-electric crystals of audible frequency^. No experi- 

* Since the above was written a natural quartz crystal, 5J in. long and of cross-section about 
i in., has been tried at the Natural History Museum. A loud maintained note was produced, of 
frequency just above 4000 The note is harder to start than in the case of metals, because of the 
smaller thermal conductivity; on the other hand the loudness increases very rapidly. A crystal, 
2i in. long and of cross-section about 1 in., has been investigated in the laboratory, the frequency 
in this case being about 6000 It is hoped shortly to try a bar of square cross-section which is 
being cut from a large crystal. 
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mental work has been done on this subject, but in a crystal such as quartz which 
has considerable thermal conductivity one would expect interesting results since 
it was found possible to produce a note in a quartz disc. The method has been 
found useless in the case of crystals of low thermal conductivity, such as Rochelle 
salt. 

(6) Study of ripples in mercury (see § 4 above). 

(7) Mercury hygrometer (see § 4 above). 


DISCUSSION 

Mr G. G. Blake asked whether the wave-length of the ripples produced on 
mercury was related to the size of the piece of carbon dioxide employed. He had 
found that when solid carbon dioxide was allowed to form bubbles in a liquid, the 
speed of bubbling increased as the size of the solid was diminished, and depended 
also on the nature of the liquid, large bubbles being produced at a slow rate in 
thick oil. 

Principal S. Skinner said that the phenomenon described was analogous to 
the spheroidal state of water. 

Mr C. R. Darling suggested that graphite might behave similarly to metals 
towards solid carbon dioxide. He thought that the traditional explanation of the 
singing kettle needed revision, because a glass beaker did not give the same result 
as a copper kettle. The conductivity of the material had to be taken into account. 

Mr R. Appleyard suggested, in the light of an experiment by Prof. Boys, that 
the mercury ripples might be due to breakdown of the surface tension of the 
mercury. It was possible to project a demonstration of the spheroidal state optically 
by running a drop of water down a vertical platinum wire on to a hot plate, and 
projecting the end of the wire; it would be interesting if the author could project 
one of her experiments in a somewhat similar way. Had the phenomenon anything 
to do with cavitation? Was the surface of the metal roughened? 

Mr F. C. Mead suggested that the failure of carbon to vibrate might be due to 
its absorbing the gas. 

Dr J. E. R. Constable: The author mentioned that the period of decay of her 
vibrating bars when struck depended but slightly upon the weight of the hammer 
used for the striking. I would suggest that this can be simply explained by the 
logarithmic nature of the decay of the oscillations, and does not need the hypothesis 
of variation of internal viscosity with amplitude which was advanced. Judging from 
the intensity of the sound generated by the bars exhibited by Miss Waller I should 
say that the initial amplitude is probably about 10^ times the final amplitude and, 
since the time of decay of the sound is proportional to the logarithm of the initial 
amplitude, a factor of 2 or 3 in this amplitude will produce only a comparatively 
small change in the decay period. 
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Prof. A. O. Rankine said that the last speaker’s suggestion was borne out by 
Dr A. H. Davis’s experience in using a tuning fork as a standard of comparison in 
noise-measurement. Small variations in the initial amplitude of the fork did not 
seriously impair the consistency of the results. 

Author’s reply. In reply to Mr Blake: Factors which increase the gas-pressure 
between the block of carbon dioxide and the mercury diminish the wave-length 
of the ripples produced. Thus a higher block (within limits) or a concavity at the 
side of the block near the surface of the mercury diminishes the wave-length. 
See also § 4 of the paper. 

In reply to Principal Skinner: The minimum dilference between the tem¬ 
perature of the metal plate and the boiling point of water necessary to produce the 
spheroidal state is about 40"" C. This is of the same order of minimum temperature- 
difference as that which must exist between metal and carbon dioxide if vibrations 
arc to be produced. For example, a brass bar, cooled by means of solid carbon 
dioxide, gave no sound when touched with carbon dioxide until its temperature 
had risen from — 80"" C. to about - 30° C. A practical difficulty in getting very 
exact results arises from the fact that hoar-frost forms on the metal. 

I am much obliged to Mr Darling for very kindly sending me a specimen of 
Acheson graphite. Noise is produced when it is brought into contact with solid 
carbon dioxide; moreover the frequencies of vibration of several bars have been 
recognized. The notes cannot be maintained for any considerable period. The 
thermal conductivity of graphite is much greater than that of carbon, and its 
apparent density is 1*56 while its real density is 2*21; hence its porosity is 28 per 
cent, which is less than that of carbon. 

In further reply to Mr Darling and in reply to Mr Mead: 1 find that notes can 
be produced and maintained for a few seconds in a carbon rod on which copper 
has been deposited electrically. Mr G. E. H. Rawlins suggested this experiment. 
It would seem that the porosity is the determining factor in preventing the pro¬ 
duction of vibrations in carbon rods. 

In reply to Mr Appleyard: An attempt to project a demonstration in an optical 
lantern was not successful. I have not found that metals are in any way physically 
affected by the gas-pressure of the carbon dioxide. 

I agree that the constancy of the results obtained by hand-hammering is 
sufficiently accounted for by the logarithmic nature of the decay of the vibrations, 
as suggested by Dr Constable. In experiments with brass bars of the same fre¬ 
quency, zoyo'-^y but of different masses, and hammers of 120 and 5 gm, weight 
respectively, I find that with bars whose masses are greater than about 100 gm., 
the heavier hammer, while with bars less than 100 gm. in mass, the lighter hammer, 
is the more efficacious. With bars of about 100 gm. it matters little which hammer is 
employed. The fact that hand and ear can give such consistent figures is of 
considerable interest. 
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A SENSITIVITY-CONTROL FOR THE LINDEMANN 

ELECTROMETER 

By L. G. GRIMMETT, B.Sc., Assistant Physicist, 
Westminster Hospital, London 

Communicated by Dr A, Ferguson, August I2, 1932. Read November 18, 1932. 

ABSTRACT, A circuit is given for varying the sensitivity of the Lindemann electrometer 
by means of one adjustment only. 


T he following method of controlling the Lindemann electrometer, originally 
designed for the benefit of unskilled operators in connexion with an 
instrument recently described in these Proceedings*, will commend itself 
to users of this type of electrometer on account of its simplicity and convenience. 
It allows the sensitivity to be varied continuously over a wide range by means of 
one adjustment only, without the zero being thereby disturbed. 

The sensitivity of the Lindemann electrometer is a function of the total voltage 
between the quadrants, which are charged to opposite potentials of approximately 
equal magnitudes, the departure from exact equality being occasioned by a lack 
of symmetry in the mechanical construction, which makes it necessary to apply 
a slightly greater voltage-difference to one pair of quadrants than to the other in 
order that the electrical zero may coincide with the mechanical zero. If the 
voltages required on the two pairs of quadrants for balance at different sensitivities 
be measured, it will be found that they are always in a constant ratio. A typical 
set of results is given in the table below, the last column of which shows that, for 
the particular instrument on which these measurements were made, the quadrant 
potentials for balance must be in the ratio 1*06 : i, at all sensitivities. 


Quadrant potential relations at balance for a Lindemann electrometer. 


Sensitivity 

Total voltage 
(Va ^ ^b) 

Voltage Va 

Voltage Vb 

VolV^ 

(divisions 
per volt) 

between 

quadrants 

on negative 
quadrants A 

on positive 
quadrants B 

90 

34*6 

i6*8 

17-8 

1*06 

17*5 

49*0 

238 

25*2 

1*07 

34*0 

58*2 

282 

300 

i*o6 

73*5 

650 

31*7 

33*3 

I 05 

120 

68*2 

33*2 

35-0 

1*05 


This fact permits the use of the circuit shown in the diagram. Two fixed and 
two variable resistances are placed in series with a dry battery of from 70 to 80 V. 
The quadrants A and B of the electrometer are connected through safety resistances, 

• Proc, Phys. Soc, 44,445 (1932). 
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of 2 M£1 each to the ends of the fixed resistances, and the earthed case of the 
electrometer is connected to the moving arm of the variable resistance The latter 
is adjusted, once for all, so that the potentials and applied to the quadrants 
A and B respectively, are in the correct ratio required for balance. The potentials 
Vj^ and V 2, may then be simultaneously varied by altering the value of the series 
resistance 7?2, whilst the ratio remains constant, so that the sensitivity can 

be varied whilst the zero remains undisturbed. 


— 75 volts 



Circuit for controlling sensitivity of Lindemann electrometer. 

Resistances of high values, totalling 250,000 il or more, should be employed in 
order that the current drawn from the dry cell may not exceed a fraction of a 
milliampere. Such resistances can readily be obtained as standard radio components. 

If desired, another variable resistance of lower value may be placed in series 
with R2 to serve as a fine adjustment. The advantages of this system arc that it is 
compact, and that it dispenses with secondary cells and tedious double adjustment. 


DISCUSSION 

Mr F. J. ScRASE. The arrangement described is likely to prove useful when the 
Lindemann electrometer is used at high sensitivities. If, however, only moderate 
sensitivities are required it is unnecessary to maintain such a precise balance of the 
voltages on the two quadrants. At Kew Observatory, in using Lindemann electro¬ 
meters at a sensitivity of about 40 divisions per volt for atmospheric electrical 
measurements*, we find that 16^-volt grid-bias batteries with tappings at i^-volt 
intervals provide sufficiently fine adjustment of the plate potentials to keep the 
electrical zero within a few divisions of the mechanical zero. This entirely obviates 

• J. Set. Insr, 9 , 246 (1932). 
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the necessity for using balancing resistances, and the sensitivity can be varied in 
convenient stages by simply moving the two tapping plugs. Moreover, any particular 
sensitivity of the series available can be repeated readily and accurately, the fall 
in sensitivity due to deterioration of the batteries being less than i per cent per 
month, whereas if a variable resistance is used it is necessary either to calibrate the 
electrometer after every readjustment or to have the resistance graduated so that it 
can be reset accurately in any desired position. 

Author’s reply. I am obliged to Mr F. J. Scrase for his interesting note. I 
would like to point out, however, that the arrangement he describes permits only 
of a discontinuous variation of sensitivity by a series of jumps corresponding to 
the several battery tappings, whereas the method described in the paper was 
designed expressly to give a continuous variation of sensitivity together with an 
unvarying zero, so that any desired value of the sensitivity could be instantly 
obtained. We are using the Lindemann electrometer in conjunction with a high 
resistance to form a delicate galvanometer for the direct measurement of the 
ionization currents from small y-ray sources, and require to be able so to adjust 
the electrometer sensitivity that the steady deflection of the needle corresponds 
numerically to the strength of our radium sub-standard. This can only be achieved 
by a method which provides a very fine control of sensitivity, and a great deal of 
time is saved if the zero remains unchanged during the process of variation. A 
fixed zero has the further advantage, in a direct-reading instrument of this kind, 
that the observed deflection can be read straight off on the eye-piece scale, without 
the necessity of applying a zero correction. 

It was arranged that the electrical zero should coincide with the mechanical 
zero at all sensitivities, not so much from a desire to preserve a precise electrical 
balance throughout (althctugh, of course, this is important at high sensitivities) as 
because it was the only way of keeping the zero constant. With regard to calibration, 
1 personally would always prefer, except for the roughest kind of measurements, 
to calibrate the electrometer before and after a series of readings, rather than to 
trust to the constancy of batteries or of resistance settings. 

No doubt Mr Scrase finds his arrangement entirely suitable for his own work, 
where apparently a displacement of the zero does not matter and where a close 
control of sensitivity is not wanted, but I feel that the circuit which I have given is 
of more general application and covers the whole range of usefulness of the Linde¬ 
mann electrometer in a perfectly satisfactory manner. 
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KINEMATIC SUPPORTS AND CLAMPS 

By L. R. WILBERFORCE, M.A., Lyon Jones Professor of Physics, 
The University of Liverpool 

Lecture delivered November 4, 1932. 

A s this society takes all physics to be its province, it may be willing to turn 
ZA aside for a few moments from the main stream of progress in order to revisit 
JL jLthe little backwater in which important principles of instrument-design 
were originally expounded, and to enquire whether these principles cannot be 
invoked even on behalf of the clamp, an appliance which, unlike its more aristocratic 
sister-in-law the support, has hitherto been the unskilled and unconsidered drudge 
of the laboratory and the workshop. 

Let us, in the first place, define the precise sense in which we propose to use 
these tv^o names. 

It is well known that an unconstrained rigid body has six degrees of freedom 
in relation to its surroundings, that to constrain a surface of the body to touch a 
given surface fixed relatively to the surroundings reduces the number of degrees 
of freedom by unity, and consequently that if six suitably chosen surfaces must be 
touched no freedom remains and the body is definitely fixed. These six surfaces 
may be said to form for the rigid body a kinematic support with zero degrees of 
freedom. 

It is, perhaps, not so generally recognized to be characteristic of this system 
that the supporting surfaces will not by their joint actions exercise any forces upon 
the supported body in the absence of some agent additional to them, such as gravity 
or the pressure of a spring. If such an agent is present it is manifestly distinct 
from the six fixed supporting surfaces and is in no danger of being confused with 
any one of them. 

If, however, such an agent is absent, or is to be disregarded, and a seventh 
surface suitably placed relatively to the other six is moved up to the rigid body so 
as to exert a pressure P upon it, the other six surfaces will now exert pressures each 
equal to P multiplied by a factor which is constant for that surface. These seven 
surfaces may be described as forming a kinematic clamp with zero degrees of freedom^ 
and this is illustrated by the model shown in plan and side-view in figure i. The 
model consists of a triangular base-board carrying three V-shaped brackets through 
which pass three pairs of adjustable screws with rounded ends, which by themselves 
would serve as a kinematic support for the three-rayed body with prismatic lower 
surfaces which is indicated by the dotted lines. The base-board also carries another 
bracket through which passes a seventh screw which can touch the supported body 
at its centre of gravity G. It might be imagined that this seventh screw could not 
be considered as comparable with the other six, but merely as a reinforcement of 



121 


Kinematic supports and clamps 

gravity, but if the base-board is turned over so as to face downwards and any one 
of the seven screws is slackened it will be seen that the supported body will still 
rest against the seventh screw and any five of the other six, which in this case are 
to be considered as together forming the kinematic support from which the clamp 
is evolved, this evolution being effected by the subsequent tightening of any one 
of the seven screws. 



The behaviour of this model thus illustrates the general statement that in a 
kinematic clamp with zero degrees of freedom all its seven surfaces must be con¬ 
sidered as contributing to it on absolutely equal terms, because any six of them 
could be taken as constituting a complete kinematic support in which pressures were 
produced by the presence of the seventh. 

It is seen to be a characteristic feature of a kinematic clamp that, while the 
pressures exerted by its surfaces are indeterminate, depending upon what we may 
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call the tightness of the screwing up, they will bear determinate and constant ratios 
to each other. 

If we now pass to the case of a rigid body which is required to have a single 
degree of freedom, the condition to be imposed is that it should touch five suitably 
chosen surfaces. We may describe these surfaces as forming a kinematic support with 
one degree of freedom. The free motion will be unresisted except by friction, but, 
as before, in the absence of an external agency the supporting surfaces will not of 
themselves exert any pressure on the supported body. 

If a sixth surface is now moved up to the rigid body, so as to touch it at a point 
the six surfaces will ordinarily form a kinematic support with zero degrees of freedom 
as previously defined, and a screwing up of the sixth surface will lead to motion of 
the body according to the freedom defined by the other five, but not to the pro¬ 
duction of continued pressures by any of the surfaces. 

If, however, the freedom defined by the five surfaces is such that the initial 
direction of motion of the point A is tangential to the sixth surface, or alternatively 
that it has no initial motion, a screwing up of the sixth surface will not lead to any 
motion of the rigid body, but to the production of pressures by all the surfaces, 
whose absolute magnitudes will depend upon the tightness of the screwing, but 
whose ratios will be determinate and constant. 

'rhis, as we have seen, is the characteristic property of a kinematic clamp, and 
it is appropriate therefore to call such a system a kinematic clamp with one degree 
of freedom, the free motion being resisted by friction only. 

As before, all the six surfaces involved may be considered as contributing to 
the clamp on absolutely equal terms. 

In general, the system of surfaces will only behave as a clamp for a definite 
position of the rigid body, and the possible free motion must be treated as only a 
small displacement from that position, while a finite displacement would either be 
resisted by jamming or would involve loss of contact with one of the surfaces; 
but in particular cases the possible range of motion may be finite. 

These statements may be illustrated by the behaviour of a simple model in 
which part of the lower surface of the rigid body is prismatic and another part is a 
plane parallel to the edge of the prism. The rigid body has attached to its upper 
surface (i) a glass plate not parallel to the edge of the prism, (2) another glass plate 
parallel to this edge, (3) a small convex lens, (4) a small concave lens, the tangent 
plane at the middle of either lens being parallel to the edge of the prism. 

Of the five surfaces which form the kinematic support, two touch one of the 
surfaces of the prism, two the other surface of the prism, and one the remaining 
plane lower surface; thus every point of the rigid body is free to move in a straight 
line parallel to the edge of the prism. A sixth surface, the end of a screw carried by 
a bracket, is now moved up to the rigid body so as to press it towards the other 
five, and to touch it at a point A which by adjustment of the bracket may be made 
to lie on any of the surfaces (i) to (4), 

If the surface (i) is selected, the line of movement of A is not parallel to the 
tangent plane at A ; screwing up the sixth surface will continuously displace the 
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rigid body and the six surfaces will form a kinematic support witn zero degrees of 
freedom. If the surfaces (2), (3) or (4) are selected, and if, in the latter two, A is 
at the middle of the lens, the line of movement of A is parallel to the tangent 
plane at A ; screwing up the sixth surface will not displace the rigid body but will 
produce pressures on all the surfaces, and the system will be a kinematic clamp 
with one degree of freedom. In this case, if the curvature of the surface of the 
rigid body at A is such that the line of movement of A lies inside the body as with 
surface (4), the free motion could not be of finite range on account of jamming. 
If it lies outside the body, as with surface (3), the free motion if of finite range 
would involve loss of contact with the sixth surface, but if a finite length of it lies 
along the surface of the body, as with surface (2), the free motion will have a possible 
range equal to this length, during which the system will continue to act as a clamp. 

A different assemblage of surfaces may be employed as a further illustration of 
these principles. In this form of model three planes approximately perpendicular 
to each other and intersecting at a point A are set up facing three similar planes 
intersecting at a point B, in such a position that all the planes make nearly equal 
angles with the line AB, If a body of suitable dimensions is placed between them 
it can be turned until it touches all the planes. In order to maintain these contacts 
some external agent having a moment about the axis AB must be applied to the 
body; the system will then be a kinematic support with no degrees of freedom, 
and in the absence of such an external agent no pressures will be produced by 
combined actions of the supporting surfaces consequent on a change in the distance 
AB, If, however, this distance is increased to the maximum value consistent with 
the existence of the six contacts, the planes will, if pressed together, exercise 
pressures upon the enclosed body when no external agent is applied to it, and the 
system will become a kinematic clamp with one degree of freedom but infinitesimal 
range, a finite rotation producing cessation of contact. 

Similarly if the distance AB is decreased to the minimum value allowed by the 
presence of the enclosed body and the planes are pressed together, the body assumes 
a definite position without any need for the application to it of any external agent, 
the planes exercise pressures upon it, and the system again becomes a kinematic 
clamp with one degree of freedom but infinitesimal range, a finite rotation being 
resisted by jamming. 

Finally, if the enclosed body is bounded by a surface of revolution, the system 
will in no case be a kinematic support, and when the distance AB is diminished 
until the six contacts are made it becomes a kinematic clamp with one degree of 
freedom and unlimited range. 

The full consideration which we have given to the case of a single degree of 
freedom enables us to traverse more rapidly the wider field opened to us when the 
postulated number of degrees of freedom is increased. It is readily seen that in 
each case a kinematic clamp can be evolved from the appropriate kinematic support 
by a transition similar to that which has already been studied, namely that an 
additional surface must be provided, and that this surface must touch the supported 
body at a point A^ such that each one of the hitherto possible free motions of the 
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body will either leave the point A initially at rest or produce an initial movement of 
A in the tangent plane to the surface of the body at For example, if two points 
A and B are taken on the surface of the rigid body such that the tangent planes at 
A and B are each perpendicular to the line AB^ then if two surfaces are made to 
touch the body at A and at B respectively they will constitute a kinematic clamp 
with five degrees of freedom, a very inefficient form of constraint, but one into 
which a badly designed boss-head often degenerates. 

The principles which we have enunciated will find practical application in the 
design of clamps for holding various pieces of apparatus. When the position of 
such apparatus is required to be adjustable, it is essential that the possible degrees 
of freedom, which are governed partly by the geometrical shape of the apparatus 
and partly by the disposition of the clamping surfaces, should at least provide for 
all the desired movements of adjustment. The process of tightening, while producing 
the friction necessar}^^ to maintain the apparatus in position, will not tend to disturb 
the adjustments. 

When the shape of the body which is to be clamped is given, some general 
considerations as to the appropriate form of clamp are at once evident. If the 
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body is a sphere it is obvious that its three degrees of rotational freedom cannot be 
interfered with except by friction, and therefore a four-surface clamp will be 
appropriate. If the surfaces of the body available to the clamp are two parallel 
planes, the same reasoning and result hold good, and the pattern, illustrated in 
figure 2, gives effect to these considerations. 

If the clamp is to be applied to the surface of a circular cylinder, one degree of 
rotational freedom and one of translational freedom must remain, and a five- 
surface clamp will be needed. Convenient forms of boss-head and clamp embodying 
this design have already been described*. Two of these are shown in figures 3 and 4. 

Finally, if the body to be clamped is a surface of revolution, since one degree of 
rotational freedom must remain, the clamp must have six surfaces. 

If the body is prolate, the system of two rectangular corners already demon¬ 
strated could of course be employed to furnish the six surfaces required. If, on 
the other hand, the body is oblate, and particularly if it is lenticular, a convenient 
pattern of clamp consists of two V grooves meeting at an obtuse angle and forming 
four of the surfaces, the other two being supplied by a third V groove cut in a 
suitably curved pressure-arm, adjustable by means of a screw and link. It has been 
proved {loc, at,) that the required curve is the involute of a circle, if the clamp 


* Jf. Sci, Inst, 7 , 119 (1930). 
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is to be available for discs of widely differing diameters. This clamp is shown in 
figure 5. 

When damping surfaces are applied to spheres, parallel planes, circular cylinders, 
or surfaces of revolution the range of the motions corresponding to the various 
degrees of freedom will be unlimited except by the dimensions of the clamped 
body, and no possibility of either jamming or loss of contact will exist. 



Figure 5. 


In conclusion, it should be pointed out that the practical forms of clamp which 
have been exhibited have no claim to be called kinematic except when they are 
engaged upon the surfaces for which they are designed. The five-surface cylinder- 
clamp, for example, is no longer kinematic when applied to a cone. Indeed, it is 
clear that no kinematic clamp can be designed for a conical surface, if limited to it. 
It is true that a cylinder-clamp can be used for holding a retort by its rapidly 
tapering neck, and is a convenient device for the purpose, but it accomplishes this 
feat only by an illegitimate appeal to friction, successful in the event, but completely 
alien from its better nature, as I have tried to expound the latter in this lecture. 
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REVIEWS OF BOOKS 

The structure of molecules^ edited by P. Debye. Authorized translation by W. M, 
Deans, M.A., B.Sc. Pp. vii -f 190. (London: Blackie and Son, Ltd.) 15^. 

The problem of molecular structure is one which has long occupied the attention of 
chemists, and, in the case of the compounds of carbon in particular, a large amount of 
accurate information is available as to the relative positions of atoms and groups in 
molecules, and the particular types of valency linking between them. This information is 
hardly likely to be seriously modified by the application of physical methods. The inter¬ 
atomic distances and the possibility of freedom of rotation about valency bonds are also 
in most cases qualitatively known from investigations in stereochemistry. In recent years 
considerable interest has been shown in the bearings of chemical structure on physical 
properties, and vice versa; and by the use of information derived from investigations of 
dipole moments and spectra, for example, considerable progress has been made in refining 
the conceptions already known to chemists and, in many cases, in providing numerical 
values for the interatomic distances and the relative strengths of valency bonds. 'Phis is 
more particularly true in the region of very simple molecules; in the case of polyatomic 
molecules progress, as Prof. Mccke points out in the present book, is more difficult, 
although there seems reason to hope that much will be done in this field in the future. 

The papers deal with free rotation in organic molecules, the analysis of band spectra 
of polyatomic molecules, the bearings of the Raman effect on molecular structure, dis¬ 
sociation, predissociation, and problems of valency. Each is contributed by a recognized 
expert and the collection is useful, although so much advanced mathematics and knowledge 
of spectrum notation is assumed that it is to be feared that the organic chemist, who is 
contributing most of the material on the chemical side, may find much of it practically 
unintelligible. j. r. p. 

Recent advances in atomic physics^ by Prof. Gaetano Castelfranchi. Translated 
by Dr W. S. Stiles and Dr J. W. T. Walsh. Vol. 1: Atoms, molecules and 
electrons. Pp. xii + 360 with iii illustrations. Vol. 2: Quantum theory. 
Pp. xii f 400 with 79 illustrations. (London: J. and A. Churchill.) 15^. each. 

Unlike Prof. Newman’s companion volume on “non-atomic” physics, this work is 
addressed more to the general reader than to the student of physics. It will, however—on 
the whole deservedly—almost certainly enjoy a large circulation among readers of the 
latter class. 

The book will give to the average reader a very fair, though necessarily superficial, 
view of recent work in atomic physics. It also deals briefly with much of the earlier work 
from which the new advances have most directly derived. The historical perspective thus 
offered should be of special value to the young student of physics, though it is avowedly 
incomplete, and occasionally inaccurate in detail. There are excellent bibliographies, and 
the author’s selection of references is pleasingly international—although it is more than 
a little surprising to find no reference to Rayleigh in the account of thin oil films. 

The whole treatment is of necessity highly compressed, but the exposition is very 
lucid, and the topics are well selected and arranged. Young readers should be warned of 
the presence of errors, of which some, but not all, are obvious at sight; there is one very 
distressing definition— ''the unit quantity of X-rays is that which produces in one cubic 
centimetre of air under normal conditions one electrostatic unit of electricity'' 
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Minor criticisms apart, Prof. Castelfranchi is to be complimented upon his success 
in compressing a remarkable survey of modern atomics into a very readable and handy book. 

The translators have done their work competently, especially with the less ornate 
passages of the original text, and they have performed a real service in making the book 
more accessible to English readers. h. r. r. 

Electrical phenomena in gases, by K. K. Darrow. Pp. xvii + 492. London: 
Bailli^re, Tindall and Cox. 425. net. 

Dr Darrow’s book differs considerably in plan and style from existing treatises of 
similar scope, to which, therefore, it forms an acceptable supplement. With it, and with 
the completion of the revised edition of the first great English classic on conduction in 
gases, English readers will again possess a really adequate introduction to the latest 
developments in this important and difficult field of physical inquiry. 

The book may be divided into two sections, roughly equal in length. The first and 
slightly longer of these contains a connected and acutely critical account of the elementary 
processes occurring in excited and ionized gases. There are full discussions of the genesis 
and **recombination’* of ions, of the properties of positive and negative ions, as deduced 
from their motions amidst—and through—^neutral gas molecules under varied pressure 
conditions and with and without electric fields, and of cognate topics. 

This first section therefore contains those portions of the subject which can profitably 
be discussed on straightforward theoretical lines, with a reasonable minimum of un- 
verifiable assumptions. The second section (chapters ix to xiii) deals with more complex 
and highly important gaseous-discharge phenomena which are not as yet susceptible to 
precise quantitative treatment. The scope can best be indicated by citation of chapter head¬ 
ings : IX. Self-amplified ionization (Townsend’s “ ionization by collision ”) and breakdown; 
X. Space-charge; xi. Plasma and sounding-electrodes; xii. The self-sustaining glow; 
XIII. The self-sustaining arc. 

The treatment is everywhere as clear as the difficulties of the subject permit—Dr 
Darrow makes full use of his well-known gifts for both popular and technical exposition. 
In discussing experimental work, he concentrates on the principles of an experiment 
(mainly with a view to the unambiguous interpretation of the resulting measurements) 
rather than on details of experimental technique. A beginner in the subject, or a reader 
with no more than a general interest in it, and a disinclination to spend much time in 
consulting original papers, would probably appreciate a more lavish display of tables of 
numerical data than is granted to him in this book—but this is not a very serious criticism. 
Some border-line topics—for example, cathodic sputtering—are wholly or partially 
omitted, but it must be assumed that these omissions are deliberate. On the whole, the 
treatment is very well balanced, and the book makes a notable addition to the literature 
of electricity in gases. 

The book is well produced, and the price—considering the present exchange—not 
disproportionately high. H. R. R. 

Tables of cubic crystal structure, by L E. Knaggs, Ph.D., B. Karlik, Ph.D. and 
C. F. Elam, M.A., D.Sc. Pp. 90 + blank pages for notes. (London: Adam 
Hilger, Ltd.) iis. 6rf. 

The object of this book is to provide a handy volume of reference to the published 
data on crystals having a cubic structure. 

The book is divided into two parts. The first part, which deals with elements and 
compounds, has been compiled by Drs Knaggs and Karlik, whilst the second part, which 
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deals with alloys, is due to Dr Elam. Each part consists of two tables and a bibliography. 
In the first table the substances are arranged alphabetically and in the second they are 
arranged in order of spacing. The first table gives references to the bibliography, and the 
index number of each substance in the second table. The latter gives the lattice-size and 
the type of lattice on which the structure is based. Chemical composition, description of 
phase (in the case of alloys), and general remarks are also included in the tables. Although 
obvious to anyone familiar with the work, it might perhaps have been made clear that the 
lattice (simple, face-centred, or body-centred) associated in the tables with each substance 
is really the type of lattice on which the structure is based, and not the structure of the 
substance itself. 

Details of structures cannot, of course, be obtained from the book; it has not been 
written for that purpose. Its usefulness lies rather in its conciseness, which makes it 
possible to see at a glance how much work has been done on a particular substance and 
where a description of that work may be found. The list of references is complete up to 
August, 1931. 

Such a book as the one under review must inevitably become out of date fairly rapidly, 
and we are pleased to see that the authors intend to revise the tables and bring them up 
to date from time to time. May we hope that the authors will also extend their work to 
structures other than cubic. By doing so they would compile a valuable store of information, 

J. T. 


A textbook of physicSy by E. Grimsehl. Translated from the Seventh German 
edition by L. A. Woodward, B.A. Vol. 1: Mechanics. Pp. xii + 433 with 
numerous figures, appendix, tables, examples and answers to examples. (London: 
Blackie and Son, Ltd.) 15^. net. 

'rhe subject of elementary mechanics has always been the sport of mathematics, 
physics and engineering departments, the difficulty being that whereas the mathematician 
has little patience for experimental verification, the physicist, and still more the engineer, 
does not require analytical rigidity. We are so surrounded by mechanical devices that we 
are apt to forget that the mechanical principles involved are very few indeed and very 
simple, so that a teacher may easily in these days fall into the error of overstressing the 
example rather than the principle underlying it. I'his is the tendency in the present book, 
which purports to be of the “standard of a degree in physics.” The reviewer thinks that 
the standard ranges from pre- to post-intermediate and could be read equally well by 
physics and engineering students. This does not detract from the interest of the book 
provided it gets into the right hands. The subject matter is far too diffuse to detail here; 
it ranges from the parallelogram of forces, Archimedes’ principle and pulley systems to 
vortex motion, space lattices and aeroplanes. It is encyclopaedic in its outlook. The 
student of physics would be far better advised to use the book for extending the applications 
of the principles of mechanics that he has already acquired a knowledge of. The derivation 
of Poiseuille’s formula is inserted as an afterthought in small print at the end of the book, 
whilst as an offset against this almost a full page is occupied by a picture of an analytical 
balance and half a page with the “rotor or runner of a Francis turbine,” whatever that 
may be. In the tables the density of wax is 0*96. What is wax? The elastic constants are 
expressed in tons per square inch. 

The book could be read with great interest by the young engineer-physicist, but the 
exposition of the principles of mechanics for degree students in physics should be a much 
more formal undertaking. 
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Intermediate physicsy by C. J. Smith, Ph.D., M.Sc., A.R.C.S. Pp. viii + 650 with 
illustrations and diagrams. (London: E. Arnold and Co.) 145. 

The tail must continue to follow the head, and Dr Smith’s text-book is an excellent 
example of this truth. Any good teacher or examiner possesses intuition of the standard 
of knowledge that can be expected from a given group of pupils. The assessment of this 
standard must be made in relation to the current and ever increasing knowledge of the 
subject. 

About 108 pages are devoted to properties of matter, 130 to heat, 150 to optics, 50 to 
acoustics and 200 to electricity and magnetism. In the first section such subjects as 
diffusion, high vacua, surface tension, viscosity and elasticity are dealt with. Even though 
there is nothing in the index to indicate that viscosity has been considered, yet in the 
text the standard methods for determining viscosity are described. However laudable it 
is to introduce in its own place an illustration of a petrol pump as a harmless example 
of a suction pump, it is to be doubted if a description of the cup-and-ball viscometer will 
add an)^hing to an intermediate student’s knowledge of the principles of physics. The 
section on heat is enriched with many new diagrams that have not appeared before in an 
elementary text book. The student is given the advantage of first-hand knowledge of the 
standard work on the subject of the late Prof. Callendar. The optical section is illustrated 
with a set of exceptionally clear diagrams. The treatment of geometrical optics is concise. 
Perhaps a little attetition might have'been given to colour-vision, and the direction of the 
light across the retina in figure 288 should be marked. In this section the introduction 
of the wave theory, the diffraction grating and the sagittal method are merely signs of 
changing times. The section on acoustics is comparatively ordinary; this is more surprising 
in view of the remarkable developments that have taken place in this science in recent years. 

An excellent treatment of the subject of magnetism with a fine set of diagrams is 
marred a little by the absence of arrows indicating the direction of the lines of force. 
It is pleasing to see that in the treatment of the magnetic effects of a current circuit the 
so-called law of Biot and Savart is subordinated to the far more general and valuable 
idea of the equivalence of a current circuit and a magnetic shell. It is to be hoped that all 
the rules for the mutual effect of magnetic fields and currents will eventually disappear 
except the right-hand-screw convention. They are bad physics. The useful convention 
distinguishing inductive from non-inductive winding seems to have been dropped in this 
part of the book. The electron makes its appearance at the end of this section and even 
the Planck-Einstein photoelectric equation is introduced. 

The work is excellently produced. It is a pleasing book to handle and strikes the 
teacher immediately as being the work of an author with a wide and balanced outlook on 
an ever changing subject. L. s. 

Physical principles of mechanics and acoustics^ by R. W. Pohl. Translated by 
Winifred M. Deans. Pp. xii + 338. (London: Blackic and Son, Ltd.) 175. bd. 

A man is seated on a stool, of which the seat is free to rotate without friction, and 
holds in his right hand a vertical or nearly vertical shaft to the upper end of which is 
attached a wheel, with its spokes perpendicular to the shaft, free to rotate about the shaft 
as an axle. The whole arrangement is thus somewhat similar to an umbrella upheld in use. 
Now, with the left hand, he sets the wheel revolving. What will happen? 

For a second problem, the man is again seated on the stool, but an assistant has the 
umbrella. He sets the wheel revolving, and hands the umbrella to the seated man. Is the 
result the same as before? 

These problems are typical of those dealt with in this book, which is very truly a 
physical introduction to mechanics, since its outlook is entirely experimental though not 
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elementary. In comparison with it almost all other books on the subject are mathematical 
books. The author, since he appeals only to principles and to experiment, has no objection 
to the discussion of subjects which the orthodox text-books of hydrodynamics would 
class as too difficult for treatment—and this without using an integral sign in the whol6 
course of the work. 

With a book of such an original outlook, it would be impossible in a review to draw 
attention to all the novelties. It must suffice to give a few examples, and to say that whilst 
all physicists (particularly those who teach mechanics) ought to read it, any engineer who 
does so will be almost certain to benefit by it. Mathematicians, too, might well read it, 
for they would thereby acquire a humble spirit. They would see a new classification of 
what is elementary and what is advanced, and there is every possibility that they might 
be stimulated to treat theoretically (though approximately) problems which are here 
treated experimentally. 

The book opens unconventionally, with a discussion of length, time, velocity and 
acceleration measurements; the notion of time is reduced to that of uniform rotation, and, 
to fix ideas, the velocity of a rifle bullet is determined by the method of letting it pierce 
two rotating discs in succession. For the acceleration due to gravity, Atwood’s machine 
is dispensed with and the actual acceleration of a falling body is directly measured; time 
is again reduced to uniform rotation, this time with a rotating jet of ink. The student 
cannot fail to see that what is being measured is the accleration gy and he can verify that 
it is independent of the material of the falling body. The next subject is the philosophically 
difficult one of force, mass and Newton’s laws; again the treatment is original and sound. 
After a chapter on simple harmonic motion and central orbits, the subject of weight and 
attractions is taken up, and then the concepts of work, energy and momentum are intro¬ 
duced and discussed. The chapter on rotation of rigid bodies is a fascinating one. It 
includes the g)^’rostat, with the phenomena of nutation and precession, and picks its 
examples from such diverse matters as a reel of thread dropped on the floor, the methods 
of Chinese rope dancers, the rotation of the ordinary electric fan, the “ clear circle ” which 
the gymnast carries out on the horizontal bar, riding a bicycle with the hands oflF the 
handle-bars, and many another. The method of observing an instantaneous axis is worthy 
of special mention. On a rotating body, paste a piece of newspaper: the print is completely 
blurred except at the intersection with the instantaneous axis. What could be simpler? 

One longs for space to dilate on the next chapter, entitled “Accelerated systems of 
reference.” It again is experimental, and it is the chapter from which the reviewer 
believes he has learnt most. 

The last two chapters of the mechanics section deal with hydrostatics and hydro¬ 
dynamics. Since the treatment is experimental, viscosity and turbulence are treated as 
fully as the more elementary part of the subject. I'he treatment shows that the author is 
fully cognizant of modern work on eddy formation and cognate matters. 

The acoustics section is as refreshing as the mechanics part. A chapter on vibrations 
includes treatments of resonance, Fourier analysis, forced and coupled vibrations, amplifi¬ 
cation and rectification. Its examples are taken from vibrations of all kinds. It is followed 
by a chapter on waves and radiation, w^hich is of interest far outside the narrow range of 
acoustics. Most of the experimental waves are water waves produced in a ripple tank. 
By setting up slits of diminishing sizes, the author demonstrates first rectilinear propa¬ 
gation, then diffraction into the edge of the shadow, and finally, passing to a very small 
slit, he shows this acting as a source. This gives an experimental basis for Huyghens’ 
principle, and then by remembering that phase must be taken into account, the ordinary 
Fresnel-Huyghens theory is developed. It is used in the customary way to account for 
interference, diffraction, reflection and refraction, each checked experimentally. By using 
a Galton whistle, with its very short wave-length, sound can be manipulated almost as 
easily as light, especially when the sound radiometer is used as detector. Even the 
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interferometer is dealt with in this chapter, and Bragg’s law for reflection of radiation 
by a space lattice finds a place. 

In the body of this review several types of people were recommended to read the 
book, and the omission of the student from this list was intentional. He would un¬ 
doubtedly learn a great deal if he stopped to perform the experiments, but few students 
would feel that they had time for this. Moreover, despite the fact that his grasp of 
fundamentals would almost certainly be exceptional, he would not be in a position to 
satisfy the examiners. To reach this point, he would have to practise the numerical 
application of principles to specific (often trivial) examples. In this respect the book 
under review does nothing for the student. It is true that it contains at the end a collection 
of sixty examples for the student to work at, but they are all very elementary and, in any 
case, one example for each five pages of text is too few. 

Attention is drawn in the publisher’s announcement, and in the preface, to the figures. 
Many of these are silhouettes, and they do not seem to the present reviewer to have the 
advantages claimed for them. The book is beautifully printed and produced, and the 
thirteen plates contain figures to which nothing but praise can be given. j jj ^ 

The history of the microscope^ by R. S. Clay, B.A., D.Sc., F.Inst.P. and Thomas H. 
Court. Pp. xiv + 266. (London: C. Griffin and Co., Ltd.) 30s. 

Historical studies have an inimitable fascination for folk with the necessary degrees 
of imagination, patience, and leisure; but the full fruitfulness of such researches cannot 
be experienced till we have penetrated behind the crumbling stones, the rusted arms and 
the decaying finery, the superficial noise of battles and wrangle of politics, to the minds 
and hearts of human beings grappling with the difficulties of their day. History is not 
of uniform value, and the past leaves but few straws on the tide of forgetfulness, but there 
are curiosities still to be rescued and arranged, lovingly tended and admired. Not every¬ 
body will find this book appeal to him, and indeed its meticulous attention to the details 
of the instruments it describes will only be fully appreciated by the fortunate few who 
have managed to become the possessors of at least a small collection of old microscopes, 
or whose enthusiasm is unchastened by the glass of museum cases. 

The story stops short at the period of the introduction of the achromatic microscope 
and, much as we may appreciate the thoroughness of the work, it is the reviewer’s opinion 
that a single volume embracing the whole development of the instrument from ancient 
times to the present day would have been far more useful to the vast majority of readers, 
of whom comparatively few will be museum curators, or even collectors. The authors hope, 
however, to prepare a further volume in which the history will be continued. 

It goes without saying that this book affords a very thorough survey of the early mechanical 
evolution of the microscope. The early models designed by Hooke, the fine adjustment 
of Ilevelius, the improvements due to Culpeper, Cuff, Benjamin Martin and many other 
famous makers, both British and Continental, are brought before us in a succession of 
beautifully printed and illustrated pages, so that we can admire the simplicity and directness 
of design of the Italian models illustrated on page 80, deplore the unnecessary scrolls 
and flourishes of the Cherubin instrument shown on page 81, and wonder at many other 
similar contrasts. 

The book is not without its touches of whimsical fun, as when it calls attention to 
the influence of candlestick design on the form of some of the compound microscopes of 
the eighteenth century. 

Many facts, not usually known, in connexion with the optical evolution of the instru¬ 
ment are brought to light; for instance, the claim of Monconys to be the originator of the 
use of a field lens added to a Keplerian eyepiece to increase the field of view. On the 
optical side, however, the authors are not so happy, and do not always effectively help 



132 Reviews of books 

the reader to distinguish between the true and the false steps of the early makers; there 
is a slip for example in referring to the supposed correction for spherical aberration 
effected between the eye and field lens of an eyepiece, whereas chromatic aberration of 
magnification is the real correction. These, however, are matters of detail. In its main 
purpose, which is to bring us into understanding of the patient trials of our predecessors 
in this field, and at the same time to furnish an authoritative book of reference, the book 
succeeds extraordinarily well. No reference library can afford to be without it, and true 
lovers of old instruments will find it a treasure-house of delight. L. c. M. 

Atmospheric electricity, by B. F. J. Sciionland. Pp. 100 with 25 diagrams. 
(Methuen s Monographs on physical subjects, London, 1932.) 2 s. 6 d, net. 

This excellent little book gives a concise and interesting account of atmospheric 
electricity as this term is generally understood; that is to say, it is concerned with the 
electrical properties of the lowermost layers of the atmosphere, up to about 15 km. It has 
four chapters, devoted respectively to the ionization of the (lower) atmosphere, the 
penetrating radiation, electric fields and currents in the atmosphere, and the electrification 
of thunderstorms. The book forms a valuable introduction to this important subject. 

s. c. 

The equwalent temperature of a room and its measurement. Building Research 
Technical Paper No. 13, by A. F. Dufton, M.A., D.I.C. I^p. v f 9. (London: 
H.M. Stationery Office.) 6 d, 

The rate of loss of heat from the human body in a room may depend not only on the 
temperature, movement, and humidity of the air, but also on the temperatures of the 
various surfaces in the room. Comfort may not be entirely determined by the rate of 
heat-loss, but a step forward is made by setting up a definite method of comparing rooms 
in respect of their influence on this loss. It is proposed to do this by stating an equivalent 
temperature characteristic of any room. This is the “temperature of a uniform enclosure 
in which, in still air, a sizable black body at 75° F. would lose heat at the same rate as in 
the environment.“ The report discusses this method and describes an instrument for 
determining the equivalent temperature so defined, which is not the same as the “ effective 
temperature” used in America. The latter attempts to assess the comfort, rather than 
merely to measure a heat-loss. j. h. a. 

Induction coil theory and applications, by E. Taylor Jones, D.Sc. Pp. viii + 244 
with 131 illustrations. (London; Pitman and Sons, 1932.) 125. (id. 

When Prof.'] aylor Jones began his investigations on the induction coil our knowledge 
of the theory of the action of this important piece of apparatus was decidedly incomplete, 
and the elements of its design were consequently somewhat rule-of-thumb. He has for 
the first time cleared up the subject, and by his exhaustive experimental work not only 
verified his theory but added materially to our knowledge of the behaviour of the induction 
coil. In order to cope with the problems presented on the experimental side he has 
invented two instruments, an electrostatic oscillograph and a current oscillograph. A full 
account of all this, accompanied by many oscillographic records, is to be found in the 
present volume. 

A chief feature of the induction-coil discharge is seen, in the light of the author’s 
work, to be the fact that it is oscillatory, and that in virtue of the magnetic coupling 
between the primary and the secondary there is a double oscillation in each of these 
circuits. The work described relates to the ordinary induction coil with make and 
break in the primary, to the Tesla coil and the auto-transformer, and to the high-tension 
magneto. The discharge through X-ray tubes, of the gas and Coolidge types, and the 
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question of the most effective adjustment of a coil for the production of X-rays, are 
treated at some length. 

To a large extent the present book is a revised edition of the author's previous work 
entitled The theory of the induction coil^ published eleven years ago. There are in addition 
three entirely new chapters. One is devoted to the study of spark ignition, and an examina¬ 
tion of the thermal and electrical theories of ignition. A second chapter is devoted to 
experiments on the oscillations in the magnetically coupled circuits of a triode thermionic 
valve. The third contains an account of the author's interesting research on the diffraction 
of electrons, preceded by an exposition of the foundations of electron wave theory and 
of the experimental work of Davisson and of G. P. Thomson. 

The appearance of this book will be warmly welcomed and appreciated equally by 
the physicist and by the electrical and the automobile engineer. d. o. 

Mathematical tables, Vol. 3, by The Commission for the Constitution of the 
Stars of the International Astronomical Union and the British Associa¬ 
tion Committee for the Calculation of Mathematical Tables. Pp. 

viii + 34. (London: Office of the British Association.) 10s. 

Volume I of the B.A. mathematical tables contained a variety of functions of general 
utility, and a promise to complete the collection by publication of the various Bessel 
functions tabulated in the course of the life of the B.A. Committee. This promise has 
not yet been redeemed. Instead, we have the somewhat specialized Emden functions, 
which, in the present state of stellar dynamics, can fairly be said to be of topical interest. 
I'hey are the solutions of the differential equation xd^fdx^ + zdyjdx xy^^ — o which 
represents the equilibrium of a mass of gravitating gas obeying the polytropic condition 
p = Kpy where p and p are pressure and density respectively and y -= (i -f i/«). When n is 
less than 5 the mass of gas has a boundary, but not otherwise. The state of a sphere of 
gas at uniform temperature is a limiting case as n tends to infinity. 

For« ^ 5, the equation happens to be soluble, y being the algebraic function (I + 

Again, when n is unity,y = sin xjx and when w — o, the general solution is .4 + Bjx — x^/ 6 , 
or (with the boundary conditions required for the present problem), y ~ i — x^/G. This 
particular case has naturally no astronomical application. Emden, in a book published 
in 1907, gave tables of the solution of the differential equation for a number of values 
of n, including the limiting case as n 00 when the equation becomes 

x(Pyldx^ + zdyjdx -(- xe^ — o. 

The present volume contains tables ofy to seven figures for « = i, 1*5, 2, 2*5, 3, 3*5, 
4 and 4*5, each with sufficient derivatives to enable interpolation to be carried out by 
Taylor's theorem, to the full seven figures. To assist in this, a table of h'^lr \ (the coefficient 
of the derivative in Taylor's series) is given in an auxiliary table, p. 32. It covers A = o to i 
by steps of o*oi, and r ~ i to 6 inclusive and should be useful to users of tables other 
than these. In addition to the tables ofy and its derivatives, certain other related functions 
of y and x are tabulated, except in the case of « == i. They are placed in comfortable 
proximity to the main function itself. For interpolation in these tables, Lagrange's 
formula is recommended, and the necessary tables to apply this method easily are given 
at the back of the volume. 

For the limiting case « = 5, wheny is algebraic, only five figures of its value arc given, 
and the auxiliary functions are omitted. 

The tables seem to be conveniently arranged in every way and only the astronomical 
user can say whether it is a serious defect that they disregard the fact that y is a function 
of two arguments, n and x. Everything is done to facilitate interpolation for x, but no 
indication is given as to how to proceed if a solution is required for, say, « — 2*85 instead 
of one of the round values tabulated. j. h. a. 
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The Form and Properties of Crystals 

\N INTRODUCTION TO THE STUDY OF MINERALS AND THE 
USE OF THE PETROLOGICAL MICROSCOPE 

By A. B. DALE 

Crown 8i'o. With 124 text-jigures^ etc. 6s. net 

Difliculty has been experienced in finding a text-book simple enough for those with only an elementary 
knowledge of phynii s and matheraalics, comprehensive enough to give them most of what they need 
in a volume of moderate si/.e, and at the same lime inexpensive enough to suit their purses. This 
text-book represents an effort to supply their needs. 
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We shall be glad to receive enquiries 
from those who are engaged m work 
which requires either special burners 
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transmit ultra-violet radiation. 


SOLE manufacturers: 
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THE APPLICATION OF THE UNIVERSAL DECIMAL 
CLASSIFICATION SYSTEM OF INDEXING TO THE 
PROCEEDINGS OF THE PHYSICAL SOCIETY 


T he NUMBERS printed at the head of papers in the Proceedings are 
those of the Universal Decimal Classification (U.D.C.) and represent 
the subject matter of physics and allied branches of science and 
technology. These numbers are decimal fractions from which the zero 
and decimal point are omitted. For convenience the figures are grouped in 
sets of two or three separated by a point, which has, however, no other 
significance. 

Many papers deal with a single subject, but others may contain in¬ 
formation upon additional subjects and require the corresponding decimal 
numbers to identify them. Thus some papers will bear more than one 
number. 

THE UNIVERSAL DECIMAL CLASSIFICATION 

The U.D.C. elaborated by the Institut International dc Documentation, 
Rrussels, in collaboration with experts, originated from Decimal Classifica¬ 
tion and Relativ Index by Melvil Dewey, the Director of New York State 
Librar}% first published in 1876. 

It consists of a vast systematic table’*' of subjects, in which knowledge is 
bibliographically,butnot philosophically, classed and subclassed in as logical 
a manner as po.ssible proceeding from the whole to the part, and conse¬ 
quently a subject and its related matter are brought into close proximity. 

'The whole of know^Icdge thus tabulated is represented by unity,and each 
subject or detail of a subject is associated with a definite decimal fraction of 
unity. 

Provision is made for the repercussion of one branch of science or 
technology u()on another and the development of boundary subjects by 
the compounding of existing numbers with the aid of a lew simple signs. 

The iiKJSt commonly used of these signs is the colon, which when 
placed between two numbers indicates a relation between the two subjects 
associated with the numbers. 

It is found that the development of new numbers is rarely required, but 
any such innovations must be introduced through the proper channels, if 
confusion in the world-wide use of the system is to be avoided. 

The Commission Internationale de la Classification Decimale at the 
Hague, a section of the central Institut, deals with the control and develop¬ 
ment of tile tables through the agencies of affiliated national societies. In 
Cyreat Britain the affiliated national society of the Institut is the British 
Society for International Bibliography, The Science Library, South 
Kensington, S.W. 7, to which body requests for development should be 
addressed. 

* Classification Decimale Universelle. Buchhandlung Gustav Fock, Schloss- 
gasse, 7“y, Leipzig. 



THK USES OF THE DECIMAL NUMBERS OF THE U.D.C. 


The decimal is universally understood and presents no difficulties in 
printing. Moreover the decimal numbers of the U.D.C. frequently 
represent conceptions requiring lengthy phraseology to describe them. 
They therefore function as symbols denoting notions rather than words or 
simple expressions, and are independent of language. 

The subject-matter of any document, when it has been assigned a 
decimal number or numbers, can be placed in a definite numerical position 
in a collection of bibliographical matter, it can at once be found and can, if 
necessary, be further subdivided without in any way disturbing the 
numerical order of the rest of the matter. 

The decimal index to a body of information may be formed in two ways. 
The simplest and most practical is the formation of a repertory by means of 
moveable cards filed in a cabinet. Each card bears the title and reference of 
the work together with the decimal number. These cards are filed in 
decimal order. The subject-matter index thus formed by aid of the decimal 
numbers is completed with an accumulative alphabetical index. This 
alphabetical index gnms with the subject-matter index and con.sists only of 
principal terms. It serves to guide the searcher to a principal section of the 
tables from which the correct decimal number can be selected. The 
formation and use of bibliographical repertories is fully described in a 
small work* on the decimal classification which was published by the 
Optical Society to serv e as a handbook for use with the subject index of the 
Society’s Transactiom. 

It has been shownf that the alphabetical subject index commonly 
constructed as the finding-index to a volume of bibliographical references 
is unsatissfaclory and frequently misleading. 

A more efficient and economical indext to such a volume can be con¬ 
structed by aid of the decimal numbers, and an example is to be found in the 
index to volume i of the Power and Fuel Bulklin issued by The British 
National C'ommiltee World Power Conference. 

A card repertory to the Proceedings of the Physical Society is estab¬ 
lished at the Institute of Physics and members are requested to indicate, in 
a book provided for the purpose, any errors or suggestions which may be 
considered necessary in order to improve the utility of the index. A copy of 
the references contained in the above repertory is filed in the index of the 
Science Library for the use of the public and the library authorities. 

* The Decimal Bibliographical Classification of the Institut International de 
Bibliographies by A. F. C. Pollard. 1926. 

t “The Inadequacy of the Alphabetical Subject Index,** A. F. C. Pollard and 
S. C. Bradford. Proceedings oj the Association oj Special Libraries and Information 
Bureauxs p. 39 (1930)- 

X “Systematic Subiect Indexes to Periodical Volumes,** A. F. C. Pollard and 
S. C. Bradford. Ibid. p. 20 (1932). 
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The appearances are shown in oscillograms i, 2, 3, 4, in all of which the two 
co-ordinates of the phenomenon depend severally on the voltage and current in a 
condenser supplied with a.c. at 50 from the town mains. 

The tuning capacitance of the time-marker was placed close to the oscillograph 
so that the observer could vary the frequency of the time-marks while watching the 
oscillograph trace. But the tuning inductance was put 5 metres away to avoid its 
stray field. 

The effects of mistuning are like those seen on a stroboscope. For example sup¬ 
pose that by means of a frequency, known to be about 20 times that of the mains, 
20 stationary time-marks appear on the orbit of the light-spot; and that the tuning 
capacitance of the time-marker is then gradually decreased until 21 stationary marks 
appear. During this passage various appearances are seen: time-marks hurrying to 
and fro, and blurred stationary patterns of about .J, |, ... of the spacing charac¬ 

teristic of the 20th harmonic. It is easy to recognize these intermediate patterns by 
their closeness and by their blurring, and so to avoid them. They have been avoided 
in the present work. 

To decide which way the light-spot was moving, the following experiment was 
made. The tuning capacitance of the time-marker was set to give stationary har¬ 
monic marks. The capacitance was then suddenly increased by a small fraction of 
the change that would produce the next lower harmonic. This caused the time-marks 
to move along the trace in the same sense as the light-spot. Thus we can put the 
head on time’s arrow. 

Some puzzling oscillograms concerning neon-lamps were resolved by the aid of 
slowly moving time-marks. A piece of trace that had appeared to be single was seen 
to be traversed by two sets of time-marks moving opposite ways. 

The following three propositions have been found very serviceable in the in¬ 
terpretation of oscillograms: 

I. The speed of the moving time-marks is the same fraction of the speed of the 
light-spot in all parts of its trace. 

II. When the marks are stationary, a sudden increase of the tuning capacitance 
by one five-hundredth of its effective amount, including self-capacitance, causes the 
marks to advance with one-thousandth’**' of the speed of the light-spot. 

III. The separation of sufficiently close time-marks is to their speed in a ratio 
which is the same for all parts of the trace. 

Proofs of these propositions arc given in the Appendix. 

As this scheme has been tried out in various special forms, some of which gave 
neat definite gaps in the trace while others gave blurred patches too vague for 
accurate measurement, it may be desirable to describe the arrangements in more 
detail. 

Figure i shows a simple connexion. On the left F is the filament, S the shield, 
and A the anode of the oscillograph. The focus is adjusted by the voltage B of the 


* More accurately i/iooi. [Note added December 3, 1932.] 
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No. I 50 .N 20 marks per second. C’ircuit of figure i 



No. 2. 50 20 marks per second. Circuit of figure 2; W R -o-28Ma, 

A 1 — 129 V., K — 50 
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No, 4. 50 X 107 marks per second. Circuit of figure i. Separate beads, easily counted 
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battery. There was a range of about 12 volts over which the focus was moderately 
good; so the oscillating voltage supplied by the coil L had to be of this order. If 
B were set for the middle of the range of fair focus and the amplitude <f> of the time¬ 
marking oscillation were large enough, we should expect a blur for every half wave. 
Actually <f> was usually too small for that, so B was set near one end of the range, 
making only one blur in each whole wave. For example in oscillogram No. i, the 
phenomenon had a period of 0*02 sec., the time-marker a period of o*ooi sec., and 
there are 20, not 40, gaps. 

It is an advantage to have the resistance R adjustable between 10* and ro’ £ 2 , for 
by its aid the conspicuousness of the time-marks is easily controlled. The trade- 
name of the resistance was ‘‘power-clarostat, universal range.’* 




In oscillogram No. i the gaps are too large and the trace near the gaps too dis¬ 
torted. The circuit of figure 2 gave better results. 

Here N was a neon (osglim) lamp to make sudden jerks of potential by lighting 
10^ times per second. As the oscillator alone did not give enough volts to flash the 
lamp, the battery M was added. But even so the range from maximum to minimum 
given by the coil L had to exceed some 40 volts in order both to light and extinguish 
the lamp. The function of the capacitance K of about o-ooifiF is to transmit the 
jerk but to insulate for steady currents. If the potential at one side of N be steadied 
by shorting W to earth, the jerk of potential will all come on the other side of N. 


10-2 
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When this was tried, the oscillograph emitted a note of the frequency of the time- 
marker, and lest the filament should be broken, the circuit was hastily disconnected. 
But a moderate resistance W might be helpful. As the jerk at the lighting of the 
osglim only lasts about io“^ sec., it seemed desirable to treat the connexion from 
N to S \xi the manner customary for radio-frequency, taking care to avoid stray 
capacitances to earth and removing the choke-coil which the makers put in the cap 
of the osglim. No protective coil was needed, as the power supplied by L was in- 
sui^cient to cause arcing. Oscillogram No. 2 was marked by the circuit of figure 2. 
It is seen that the marks are definite to 3 v iq-^ sec. 

Photography was difficult because the marks were seldom still for 3 seconds 
continuously. Their random to-and-fro motion along the trace was presumably due 
to variations in the frequency of the Paisley town mains; and this disturbance was 
less in the small hours of the morning. By watching the trace through a magnifying 
glass and beginning the exposure when the marks were still, relative to the crj^stals 
on the screen, I obtained about one successful photograph for five exposures. By 
a fortunate chance a cinematograph lens was found which had a field curved so as 
approximately to fit the end of the oscillograph like a cap. The curvature was there¬ 
fore opposite to that given by a simple bi-con vex lens. This lens is marked “32^. 
Paragon Special,” and is a variety of the Petzeval objective*. Ilford ‘‘Golden Iso- 
Zenith ” plates were used with satisfaction. Almost confluent marks on the negative 
were sometimes separated by making a contact print on a process plate. 

Standards of frequency. The triode oscillator kept a frequency sufficiently steady 
for photography; for as tested by beats against a vibrating steel bar, its frequency 
varied only by i part in 2000 during the course of an evening. But variations of 
several per cent from month to month, depending on the filament-temperature and 
on the potentials of the anode and grid, made it desirable to refer to better standards. 
These are well known, and include for instance tuning-forks, Campbell hummer- 
bars and wave-metersf. But perhaps I may mention that a gramophone, a pro¬ 
tractor and a neon lamp make a domestic stroboscope; also that a water-tube 
resonator with a telephone fixed near its mouth is a cheap and convenient in¬ 
strument. 

Peculiarities at 10,000 The audio-frequency oscillator would not go so high 
until provided with coils of less self-capacitance. Then small time-marks got across 
mysteriously from oscillator to oscillograph even when there was no wire connex¬ 
ion. These marks however were not of much use, because they were small displace¬ 
ments of the trace all parallel to one direction and therefore invisible for those parts 
of the trace that went in that direction when unmarked. The circuit of figure i pro¬ 
vided proper time-marks visible in all parts of the trace. The circuit of figure 2 did 
not succeed any better, owing to insufficient voltage to flash and extinguish the 
osglim lamp. 

• J. W. French, Diet, App, Phys, 4 , 158. 

t D. W, Dye, “Radio-frequency Measurements/’ Diet, App. Phys. 
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Example of an observation to standardize a wave-meter: 


Time of day 
a.m. 

2.55 

2 - 59 

3 - 10 
3-15 
3‘20 
3*30 


All capacitances mentioned below were those of the generator; 
and C - o*o 66 ofiF. 

Stroboscope of 100 holes illuminated by neon lamp at the town’s frequency, 
100 revolutions in 100* lo sec. 

Wave-meter maximum resonance at C + 0*00036 
Photograph of oscillogram at C -I- 0*00016 
Wave-meter maximum at C + 0*000275 
Stroboscope as above, in ioo*Oa sec. 

A correction for the effect of the galvanometer lamp on the filament-current 
of the generator was easily determined by holding the same harmonic 
pattern of time-marks steady on the oscillogram while switching the lamp 
on and off. It was found that the capacitance at the time of the photograph 
should be increased to C -f 0*00036, leaving the other capacitances as stated 


The change of frequency v with capacitance C, although given roughly by 
= l| 27 ^^/{LC)y is easily and more accurately determined by suddenly turning the 
knob of an air condenser so as to pass from the photographed harmonic pattern to 
the next, a change of 50 In this way it was found that 50 corresponded to 
o*ooo59/xF. On projecting the photograph to form an image 44 cm. in diameter it 
was just possible to count the time-marks. There were 196 of them. 

The frequency of the wave-meter was accordingly calculated thus: 


_100 X 100 

ioo*io -TTbo^Oe 


196 - _ 36^ 50 ^ + 4=(9796 ± 10) 


an absolute determination. Another set of observations gave 9801 The separation 
of these marks is about equal to the diameter of the light-spot, so that closer marks 
could hardly be resolved and there is little prospect of coimting 400 time-marks on 
a single oscillogram. 
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APPENDIX 
Proofs of theorems 

Let T denote the time taken by the light-spot to make each circuit of its trace. 
Let (T-l- €)jn denote the interval of time between successive time-marks; and 
let n be an integer. 

If e = o the marks are stationary. Let us ignore in this theory those rather 

blurred stationary marks for which n is an integer plus a simple fraction such as 

J, i, 5; for it has been shown how to observe and reject such marks experimentally. 

The arcual distance between two successive stationary marks is travelled by 

the light-spot in a time Tjn, So if denote the mean speed of the light-spot for 

that part of its course, ^ . 

^ = nSi .(i). 
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But if € > 0, consider any time-mark. Call it the zeroth mark occurring at time 
zero. The light-spot returns to the same point on the screen at the time T, But the 
wth mark has not yet arrived and so the light-spot moves on through a further 
distance S', say, to where the nth mark occurs at the time T + €. If S is a small 
fraction of the distance between successive marks, we see an apparent forward 
motion, familiar on the stroboscope. Let U be the speed of this apparent motion. 
It is due to an advance S during the time between the zeroth and the nth mark. 
This time-interval ^ ^ (2) 

Let V denote the speed of the light-spot for the arc S. Then 

S^V.. .(3). 

Here S is so small that V is indistinguishable from the instantaneous speed of the 
light-spot. 

Eliminating S between (2) and (3), 

. 

Now €j[T I' c) is independent of position on the trace and so theorem I on page 136 
follows. 

Next suppose that when the marks are stationary (c - 0) we suddenly increase 
the tuning capacitance C of the time-marker by an amount dC so that dCjC is small. 
Assuming for simplicity that the period P of the time-marker is given by the usual 
formula 

P-^ 2 n{L{C + y)}i (5), 

in which L is the fixed tuning inductance and y its self-capacitance. Differentiating 
is) logarithmically, we have 

.<‘)- 

T' . 

Eliminating dPjP between (6) and (7) and inserting the result in (4), 

.<*>*■ 

which includes theorem II. 

To prove theorem III we compare equation (i) with equation (4), obtaining 

€ ■ j F . 

Now as w “> 00, Fj/F i, leaving 

. (■»). 


* Revised December 3, 1932. 
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and although we cannot make n approach 00 in the experiments, yet we can usually 
make n large enough for (10) to be an excellent approximation. The factor 
+€)/€« is independent of position on the oscillogram; whence theorem III. 


DISCUSSION 

Prof. G. I. Finch. The trace-luminosity afforded by a medium-speed electron 
beam focussed by a Wehnelt cylinder is often so low that the phenomenon under 
observation must be repeated many times in order to obtain a photographic record. 
The value of Dr Richardson’s neat and useful method of time-marking would 
therefore be greatly enhanced if means could be found of locking time-marking 
and trace together in such a manner that the time-marks coincided accurately 
throughout a large number of repeated traces. 

Author’s reply. Thinking of the work of Finch, Sutton and Tooke on synchro¬ 
nization I made many attempts to use a continuous method of synchronization, 
namely to take as the time-marker a high harmonic of the trace-frequency. The 
harmonic was produced by a copper-oxide rectifier and picked out by a resonant 
triode circuit. This scheme succeeded with the lower harmonics such as the loth, 
but was no use at all with the higher harmonics such as the 200th. 
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ABSTRACT, Measurements of the velocity from point to point in a liquid rotating in 
the space between two concentric cylinders, of which the outer rotates while the inner is 
still, are made by means of a hot-wire anemometer. It is shown that in a suspension the 
velocity-gradients are abnormal but can be explained in terms of a variable viscosity, 
which is a function of the velocity-gradient. 

§1. INTRODUCTION 

T he anomalous viscosity of disperse systems has become a common subject 
of research in recent years. As soon as liquid suspensions and gels were 
investigated in viscometers of either the capillary-flow or the concentric- 
cylinder type, it was found that the coefficient of viscosity was not a constant for 
a given liquid; for instance, that in the capillary-flow apparatus the pressure- 
gradient increased less rapidly than the outflow it produced, or, that in the con¬ 
centric-cylinder apparatus the velocity of the outer rotating cylinder increased more 
rapidly than the torque it produced on the inner. It was, in fact, impossible to 
measure the viscosity absolutely, the measured value being dependent on the 
apparatus and the conditions under which it was used. In order to obtain data 
for comparing the behaviour of such systems with that of ordinary liquids, it is 
necessary, as Hatschek* points out, to measure the velocity from point to point 
across the liquid, and to compare velocity-gradients. 

1 wo attempts in this direction have recently been made, both with a flow 
apparatus and with a gelatine solution. Kroepelinf traversed a Pitot tube across 
the end of the flow tube at the place where it debouched upon the outflow reservoir, 
and obtained curves of velocity transverse to the flow, showing small departures 
from the Poiseuille (parabolic) distribution. The sol was a gelatine solution. Pichot 
and DupinJ used a fluid partaking of both suspension and sol characteristics, 
consisting as it did of a 7 per cent solution of gelatine in water, with aluminium 
particles to make visible the relative velocities of different parts when an exposure 
was made. From the two photographs given (water and gelatine solution re¬ 
spectively) it is difficult to detect any considerable difference in the behaviours of 
homogeneous and heterogeneous liquids. We have found that gelatine is very 
difficult to work with, owing to the gradual change in its properties which occurs 
during an experiment. 

* Viscosity of Liquids^ bibliography given on p. 227 (1928), 
t Z.f.phys, chem, 149 , 291 (1930). 
t Comptes Rendus, 192 , 1079 (1931). 
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§2. EXPERIMENTAL ARRANGEMENTS 

The hot-wire anemometer can readily be adapted to measurements in liquids*; 
there is however a smaller change of resistance with velocity of the liquid than 
when the same wire is used under the same conditions m air. 

In the present research a vertical wire of nickel, o*ooi in. in diameter, was used. 
It was heated by a current of 0*30 A. and was calibrated by being mounted on a 
small whirling arm which carried it in a circular path, 42 cm. in diameter, through 
the liquid contained in an annular tank. The resistance of the wire was measured 
in a Kelvin bridge circuit for various speeds of revolution of the whirling arm, an 
allowance being made for the drift of the fluid in the tank. Typical calibration 
curves are shown on figure i. 



Figure I. Calibration curves for hot-wire anemometer. 

Before applying these curves, another test is necessary. When the wire is used 
in close proximity to a solid surface, e.g. the walls of the vessel containing the fluid 
in motion, there is a loss of heat due to conduction across the thin film of fluid 
between the wire and the surface. This is additional to the heat-loss by convection 
due to the moving fluid. In this case, it was found, by moving the wire towards 
the outer cylinder while the liquid inside was still, that the resulting decrease of 
resistance did not arise until the wire was within 0*5 mm. of the brass surface. 
As all measurements of flow were made outside this distance, it was unnecessary 
to apply a correction. 

The actual apparatus for the viscosity and velocity gradients was of the Couette 
type, and is drawn in figure 2; it had been previously used in a slightly different 
form by one of usf for measurements in homogeneous liquids. The hot wire 
1*5 cm. long, is carried vertically on the ends of two fine needles inserted through 

• Davis, PhiL Mag. 40 , 692 (1920) et seq. 
t y. Sci. Inst. 6, 337 (1929). 
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ebonite bushes in the outer brass cylinder, which is rotated by the pulley P below. 
Electrical connexion to the fork blades is assured by dippers working in the fixed 
annular rings of mercury GG mounted below the fork. The speed of this cylinder 
is observed by means of a neon lamp N illuminating the stroboscopic disc D, and 
the flashing of the lamp is controlled by a vibrating reed of standardized frequency. 




Figure 2. Apparatus. 


The hot wire can be traversed across the annular space between the two 
cylinders by means of a micrometer head M. The cylinders are i in. and J in. in 
diameter respectively and i ft. long. The torque commimicated to the inner 
cylinder is taken up by a suspension wire, not shown in the sketch, the twist on 
which was indicated by mirror, lamp and scale. With the outer cylinder rotating 
at constant speed, measurements of the resistance of the wire at various points 
across the inter-cylindrical space were made, and these were converted into relative 
velocities by the use of the appropriate calibration curve. Figure 3 shows a set of 
velocity-distribution curves for paraffin. These are nearly linear, in accordance with 
theory. Figure 4 shows graphs of torque (in cm. of scale deflection) against velocity 
of outer cylinder, similar to those by which anomalous viscosity was first indicated. 



Inner cylinder Velocity {cmjsec,) 


The flow of liquid suspensions 




Figure 4. Variation of torque with speed of outer cylinder. 
The ordinates for the top curve have been reduced to . 


Outer cylinder 



Velocity {cm,I sec,) 
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The paraffin shows, of course, constant viscosity (torque proportional to rate of 
shear), but the suspensions, with the exception of the weakest, all show diminishing 
viscosity as the rate of shear is increased. These suspensions were of rice starch in 
carbon tetrachloride and paraffin, made up according to the recipe of Humphrey 
and Hatschek’**’ as follows: finely ground rice starch was heated carefully in a steam 
oven for 2 or 3 hours, then passed through a fine sieve and allowed to cool. The 



Figure 5. Velocity-gradients in 3‘9-per-cent Figure 6. Velocity-gradients in lO Q-per-cent 

suspension. suspension. 

suspension was then made up to the required strength with a mixture of paraffin 
and carbon tetrachloride of density 1*5 gm./cm? The most concentrated suspension 
had the consistency of paste, and was chosen to compare with the measurements 
of Keen and Scott Blairf on clay pastes. The outer annuli of this paste rotate with 
the outer cylinder as a rigid whole, particularly when the speed of the latter is low. 

• Proc, Phys, Soc, 28, 276 (1916). We wish to thank Mr Hatschek for the recommendation to 
use these suspensions on account of their stability, 
t Aghc, Soc. 19, 684 (1929). 
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In no case was the critical velocity for turbulent flow exceeded, although there was 
difficulty in obtaining the torque-measurements for the more concentrated specimens ^ > 

owing to instability of the inner cylinder. A small difference in the height of the 
column of liquid, made with the object of detecting an end effect, did not alter the 
velocity-gradients but affected the torque-measurements in the proportion of the 
wetted surface. Results, the suspensions of four different concentrations, are shown 
in figures 5, 6,7, 8. They all, with the exception of the weakest, exhibit gradients 
varying notably in the neighbourhood of the inner cylinder. 

§3. THEORY 

Theories of colloid viscosity may be grouped under two types: 

(i) The hypothesis of structural friction. Buckingham* supposed that, in 

addition to a viscous force proportional to the velocity-gradient dvfdy between Vy y 

neighbouring annuli, there was a constant force a due to friction between the 0 

disperse phase and the neighbouring liquid. Newton’s law then becomes 

F ^ {a- Tjdvjdy) dS .(i), 

rj being the coefficient of viscosity and dS an element of area. This theory predicts t], dS 
an outer section of fluid endowed with a constant angular velocity in the case of 
the concentric-cylinder apparatus, moving en bloc with the outer cylinder. This 
theory Pichotf thinks to be confirmed by his measurements with gelatine in a flow 
tube. The theory also predicts a limiting shear, below which no flow should take 
place. This limiting stress has unfortunately never been observed. 

(ii) The hypothesis that the viscosity-coefficient is variable and a function of 
the velocity-gradient. Porter and RaoJ write 

{dvidyy”. n 

For the heterogeneous liquids, for which n is given a small positive value while it 
is zero for the homogeneous liquids, velocity-gradients similar to those given by 
the first theory can be constructed. This theory has the advantage that no static 
friction is expected of the fluid. Newton’s law, on this theory, becomes 

-F = 7 )q {dvldyy-^ dS .(2). 

In the case of the concentric cylinder, the velocity-gradient at any radial 
distance r being rdwjdry the moment of the annulus about the axis is zinrq (rdcjldr) r r, co 

per unit length, and this moment is the same for every value of r in steady motion, 
so that the torque t is proportional to rhjdwjdr. Thus 7 {r^dcDjdry^ should be a t 
measure of relative viscosity. Accordingly, for each of the suspensions of figures 6, 

7, 8, the slope of the angular-velocity curves was first plotted against r, and hence 
T {r^dcojdry^ could be plotted against rdwjdry the appropriate torque being read 
from figure 4. The resulting (viscosity, velocity-gradient) curves are shown on 

• Proc. Amer, Soc, Tent Materials, 21, 1154 (1921). 

^ J,de Physique, 3, 205 (193a). 

I Trans, Farad, Soc, 28, 311 (1927). 
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figure 9, the pure solvent being included, for purposes of comparison, at its 
absolute value = o-oia). 

Each suspension shows a diminishing viscosity as the velocity-gradient increases, 
tending however to an asymptotic value at high velocity-gradients. The flow is in 
fact nearly normal at high velocity-gradients, unless turbulence intervenes. A note- 




Figure 7. Velocity-gradients in 3i-2-per-cent 
suspension. 


Figure 8. Velocity-gradients in 
54*5-per-cent suspension. 


worthy example of this normal flow occurs in the top curve of figure 6. By plotting 
log 7 ) against log {rduijdr) the mean values of n were found to be 0*55 and 0*75 
respectively for the two medium suspensions, and 0*9 for the paste. These values are 
of the same order as those deduced by Farrow, Lowe and Neale* by semi-empirical 
methods from outflow measurements in capillary tubes. An exponential formula such 
as that suggested by Reiner and Riwlinf might also be fitted to the curves. Finally, 


* y. Test Institute^ 19 , T 18 (1928). 
t Kolloid. Z, 48 , 72 (1927); 44 , 9 (1928). 
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in figure lo we have plotted ij against concentration by volume for several values 
of velocity-gradient, including data for an i8-per-cent suspension for which the 
curves are not reproduced. The deduction of Einstein* from Stokes’s law, that the 



Figure 9. Variation of viscosity with velocity-gradient. 



Figure i o. Variation of viscosity with concentration. The numbers against the curves denote r(do)/dr ). 

viscosity should be a linear function of the concentration, fails at large concentra- 
tions, but at high velocity-gradients the variation of rj with concentration approid- 
mates to that of an ideal suspension, conforming to Newton’s and Einstein’s laws. 
• Am. der Phyt. 19 , *89 (1906); cf. Humphrey and Hatschek, loc. cit. 
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§4. CONCLUSIONS 

These results, which we believe to be the first systematic measurement of 
velocity from point to point in a series of colloids in motion, confirm the earlier 
deductions from integrated flow-measurements that the coefficient of viscosity in 
a disperse system diminishes with increasing velocity-gradient, but tends to a 
constant value at high rates of shear. At moderate rates of shear the distribution 
of flow in the concentric-cylinder system is such that the velocity falls gradually 
from the outer cylinder inwards, with a more rapid drop at the surface of the inner 
cylinder. We have indeed assumed the condition of no slip at the solid boundary. 
That there is none at the outer cylinder, at least, is shown by the velocity graphs, 
and our extrapolation to zero velocity at the surface of the inner cylinder is confirmed 
by the torque on the latter, for in each of figures 6, 7 and 8, the ratio torque/velocity- 
gradient at the inner cylinder is a constant for a particular suspension, although 
the ratio torque/velocity of the outer cylinder is not. Neither is there sure evidence 
of a yield value, such as the Buckingham theory requires*. The smallest shear which 
we applied started the fluid into motion. In this theory the force a, equation (i), 
which many writers identify with a solid-liquid friction, need not indeed be 
constant; it can be a function of the velocity-gradient, vanishing with the flow. 
With this modification, indeed, the two theories coalesce. 

As to the ultimate cause of anomalous viscosity, these experiments tell little, 
except that there is some sort of interference to the flow on the part of particles of 
the disperse phase, which is reduced as their relative velocity is increased. This 
may be due to the formation of aggregates gradually broken down as the rate of 
shear increases, or, as Hatschekf has suggested, to combination of the two phases, 
the particles so produced being reduced in size as their liquid envelopes are shorn off. 
That some form of interlocking may well be a property of even a homogeneous 
liquid is shown by the success which AndradeJ has had with a formula, based on 
his concept of “transitory and fluctuating crystallization,” which covers the 
variation of viscosity with both pressure and temperature in a homogeneous liquid. 


DISCUSSION 

Mr E. W. Madge. In connexion with the Einstein relation 

^/‘^dispersion ~ I "1“ 
medium 

where 6 is the volume concentration, it would be of value if the authors would 
state what in their opinion is the most probable value of K over the linear portion 
of the curve. Such a statement based on what appears to be an accurable method of 
investigating the flow of suspensions would no doubt serve to settle the differences 

• Except in the case of the thick paste, 
t Kolloid, Z, 40 , 53 (1926). 
t Nature^ 126 , 309, 580 (1930). 
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of opinion concerning the hypotheses on the basis of which such a formula is 
derived. 

The linear formula also implies that the viscosity relative to the dispersion 
medium depends only on the total volume of the suspended particles and not on 
their actual dimensions. It would be interesting to know whether the authors 
have in mind extending their work to determine over what range this is valid. 

Authors’ reply. Owing to the dependence of r) on velocity-gradient even at 
low concentrations, it is rather difficult to deduce a precise value for K from the 
experiments. If we understand Einstein’s formula correctly, it depends on the 
laws of classical hydrodynamics and assumes no material interference between the 
suspended particles or adsorption of the dispersion medium. The existence of 
anomalous viscosity seems to indicate that such interference does in fact take place. 
If this be so, the application of Einstein’s formula to suspensions seems of doubtful 
validity, but we agree that an investigation of the effect of the size of the particles 
would be useful. However, on the assumption that the interference is least when 
the rate of shear is large, the flow then approaching most closely that of a homo¬ 
geneous fluid, the value of K in the experiments was of the order of that (2*5) 
deduced theoretically by Einstein. 
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THE INFLUENCE OF ATMOSPHERIC SUSPENSOIDS 
UPON THE EARTH’S ELECTRIC FIELD AS INDI¬ 
CATED BY OBSERVATIONS AT KEW OBSERVATORY 

By H. L. WRIGHT, M.A. 

Communicated by Dr W, Whipple^ October 7, 1932. Read December 2, 1932. 

ABSTRACT^ Changes in the electrical resistivity of the air and in the potential-gradient 
may be associated with changes in the concentration of gross particles and of condensation 
nuclei. Observations of these four quantities made at Kew Observatory over a period of 
three years are analysed with a view to formulating functional relations between them. 
The observations indicate that resistivity depends upon the number of gross particles and 
of condensation nuclei, while potential-gradient varies with resistivity and the number of 
nuclei. The theoretical implications of this statement are considered. 


§1. INTRODUCTION 

O UR knowledge of the electrical conditions of the atmosphere is derived very 
largely from observations of the potential-gradient near the earth's surface. 
Continuous records of potential-gradient have been accumulated for many 
years now at numerous stations widely distributed in geographical position. 
Observations are thus plentiful, and the changes in potential-gradient have been 
extensively studied, but why these changes occur is not yet completely understood. 

At any one station the potential-gradient is subject to certain variations which are 
regular and well defined, and especially is this the case with the diurnal variation. 
But when the diurnal variations at different stations are compared, it is found that 
they do not all conform to one particular type, either in amplitude or in phase angle. 
Sometimes a difference even of period is found, the potential-gradient at certain 
stations having two maxima and minima each day, that at others having only one 
maximum and minimum. 

Some degree of uniformity was introduced when Mauchly foundthat the 
diurnal variation of potential-gradient over the oceans proceeds according to uni¬ 
versal time and not local time. Shortly before this Hoffmann, comparing observa¬ 
tions in polar regions, noticeJ^^^ that the principal maxima and minima in the 
diurnal variation agreed if the hours were referred to universal time. Mauchly later 
analysed the readings at observatories in different parts of the world and found 
indications of a diurnal oscillation in universal time. Whipple has shownthat this 
oscillation is similar to the diurnal frequency of thunderstorms all over the world. 

Much earlier, Chree and Watson had pointed out^^^ that the diurnal variation 
of potential-gradient at Kew Observatory is remarkably similar to that of atmo¬ 
spheric pollution. Now atmospheric pollution is evidently a local phenomenon, and 
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therefore it follows that potential-gradient is a function of local time, at any rate in 
polluted areas. More recently Whipple has shownthat the adoption of summer 
time in Great Britain, whereby the clock is put forward one hour in summer, has 
resulted in a displacement of the morning maximum and minimum of potential- 
gradient in summer, the G.m.t. of their occurrence now being one hour earlier than 
before the introduction of summer time. Thus the maximum and minimum in 
summer occur at the same hours as before by the civil clock, but are one hour earlier 
by the sun and by Greenwich time. More definite evidence that the diurnal varia¬ 
tion of potential-gradient is affected by local phenomena could scarcely be expected. 

The conclusion is irresistible that the diurnal variation of potential-gradient is 
governed by two factors, one of which is a function of universal time, the other of 
local time. At certain stations the universal term may predominate, at others the 
local term, and the magnitude of the local term obviously depends upon local con¬ 
ditions. For future interpretation of the diurnal variation of potential-gradient it 
becomes increasingly important to know what proportion of the local variation is 
due to the local term, and this presupposes a full knowledge of the dependence of 
the local term on local conditions. The purpose of the present paper is to investigate 
the effect upon the local electric field of the two types of atmospheric suspensoids: 
condensation nuclei, and the larger, opaque particles which at Kew Observatory are 
mainly particles of smoke. 

The work of Chree and Watson shows the effect of the gross particles alone, 
though the unit employed by them was not the individual particle but the total 
weight of suspended matter. Special interest is attached to the correlation of the 
number of particles with electrical conditions, because the reaction is likely to de¬ 
pend upon the individual particles rather than on their total weight. Wait^^^ and 
Builder have investigated the effect of nuclei separately on potential-gradient and 
the electrical conductivity of the air. No work is known to the writer in which the 
effect of gross particles and condensation nuclei conjointly has been considered. 


§2. OBSERVATIONS AT KEW OBSERVATORY* 

At Kew Observatory observations of the electrical conductivity of the air have 
been made regularly for many years at 15 h. G.m.t. on fine days. Since the be¬ 
ginning of 1928 observations of the concentrations of gross particles and condensa¬ 
tion nuclei have been made at the same time, as opportunity offers. 

The observation of conductivity is made with a Wilson gold-leaf electrometer 
set on a tripod. Details of the method of observing are given in a memoir by 
Watson in which reasons are adduced for believing that the element which is 
measured is the positive unipolar conductivity. The presence of the tripod results 
in a disturbance of the equipotential surfaces, the potential-gradient over the test 
plate of the electrometer being increased about six-fold. In winter, when the gradient 
is*high, the congestion of the equipotential surfaces may produce a “saturation** 

* Certain modifications of the routine observations have been made since the period dealt with 
in this paper. 
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effect the consequence of which is to give a value for the conductivity which is 
artificially low. 

The observation of conductivity takes half an hour, and between the times at 
which the gold leaf is read observations of the concentration of condensation nuclei 
are made with an Aitken nucleus counter^’°\ As nearly as possible at 15 h. a sample 
of air is introduced into an Owens jet dust counter^^^^ and the gross particles con¬ 
tained in this sample are subsequently counted* under a microscope. The observa¬ 
tions of condensation nuclei and gross particles for the three years 1928-30 which 
are utilized in the present work are discussed in a paper by the writer 

The potential-gradient is recorded continuously at Kew Observatory by a 
Kelvin water-dropper. Particulars of the methods used to standardize the water- 
dropper are to be found in the Observatories Year Book^*^\ The values of the 
potential-gradient and conductivity which form the subject of the present in¬ 
vestigation are published in the same work. 

It should be noted that the values of conductivity are the means for a period of 
about half an hour centred at 15 h., those of potential-gradient are the means for an 
hour centred at 15 h. The values of the concentration of condensation nuclei are the 
means for about twenty minutes centred at 15 h., while the values of the concentra¬ 
tion of gross particles are instantaneous values. All the observations under discussion 
were made out of doors and in dry weather only. 

In view of the reciprocal relation which is found to exist between the con¬ 
ductivity and each of the quantities (i) concentration of gross particles, (2) con¬ 
centration of nuclei, (3) potential-gradient, it is more convenient to utilize the 
reciprocal of conductivity, which is here termed resistivity. The effect of saturation 
in winter is to give enhanced values of resistivity. It should therefore be borne in 
mind that when resistivity is high the true value is probably less than that which is 
given here. 

Monthly means of the four elements under review are given in table i. Since 
15 h. is approximately the time of day at w^hich a minimum of all four quantities is 
to be expected, the true monthly averages are considerably higher than those given 
in the table. A graphical representation of the results contained in table i is showm 
in figure i. The resemblance of the behaviour of all four quantities is striking. 

The annual inequalities may be resolved by harmonic analysis; the value of the 


element being 


Co H- q sin {t -f- ai) + sin {zt + 02) H ..., 


where the unit of time is such that i year zrr, the values of the amplitudes and 
phase angles aj of the first harmonic term are as given at the foot of table i. The 
agreement in phase angle is noteworthy, the minimum of all four quantities occur¬ 
ring in the middle of July within a few days of each other. But no great significance 
can be attached to this coincidence, for most meteorological elements subject to a 
well-defined annual variation have turning points at about this time of year. 


* According to an investigation carried out by Prof. Whytlaw-Gray, on behalf of the Atmospheric 
Pollution Research Committee of the Department of Scientific and Industrial Research, the number 
of particles given by the Owens instrument is about a fifth of the number present in the air and large 
enough to be seen by a microscope. The details of this investigation have not yet been published. 
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The association between these four quantities will now be examined in greater 
detail. The influence of particles and nuclei on resistivity will be dealt with first, 
and their effect on potential-gradient will be considered later. 


Table i. Monthly averages, Kew Observatory, 1928-30,15 h. G.m.t. Dry weather. 



Gross 

Condensation 

Resistivity 
(10^® D.-cm.) 

Potential- 

Month 

particles 
(No. per cm?) 

nuclei 

(No. per cm?) 

gradient 

(V./cm.) 

January 

1670 

43,000 

10*8 

4*27 

February 

1560 

ZSyOOO 

II-2 

4*6i 

March 

880 

31,000 

6-9 

3*42 

April 

May 

414 

23,000 

3*2 

2*75 

231 

26,000 

31 

2*21 

June 

60 

15,000 

2*4 

i-8i 

July 

60 

21,000 

2*0 

1*54 

August 

86 

iS»ooo 

1*9 

1-67 

September 

226 

19,000 

2*5 

226 

October 

345 

27,000 

3*8 

2*76 

November 

1245 

36,000 

8-6 

3-48 

December 

2400 ^ 

55.000 

11*8 

4-50 

Mean: 

76s 

29,000 

5*7 

2*94 

Amplitude: f 1 

964 

14.300 

5*0 

1*49 

Phase angle: 

82° 

0 

00 

78° 

73'" ‘ 



Figure i. Annual variation, 1928-30, Kew Observatory, 15 h. G.m.t. 
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§3. SUSPENSOIDS AND RESISTIVITY 

Individual observations have been grouped according to the concentration, 
firstly, of gross particles, and secondly, of condensation nuclei. For each such 
group the mean of the associated values of resistivity was determined. Since each 
group covers for the most part only a small range of numbers of particles or numbers 
of nuclei, as the case may be, the middle number of each group may be taken to 
represent with sufficient accuracy the average of the numbers of particles or of 
nuclei in the group. Thus we may associate the mean value of resistivity for each 
group with the middle number of particles or nuclei of that group. 



Particles per f w? Nuclei per cnP. 

Fi*?ure 2. Values of resistivity for specified concentrations of gross 
particles and condensation nuclei. 


The results thus obtained are represented graphically in figure 2. Owing to the 
extensive range in the concentration of gross particles found at Kew Observatory, 
the values of resistivity associated with these are represented on two scales. In the 
left-hand diagram of figure 2 circles refer to concentrations of particles less than 
1000 per cm?, crosses to concentrations greater than this figure. For the higher 
concentrations the scale is reduced tenfold, and the scale of resistivity is reduced in 
the same proportion. The two straight lines drawn in this diagram have the same 
equation, on their appropriate scales. 

It may be seen that resistivity increases linearly with the number of gross particles 
until concentrations of the order of 3000 per cm? are reached. Beyond this point 
the resistivity increases more slowly with increasing pollution. The following argu¬ 
ment shows that this is to be expected. The conductivity is composed of two parts, 
that due to small ions and that due to large ions. Ordinarily the contribution from 
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large ions is so small as to be negligible, but increasing pollution is associated with 
enhanced concentrations of large ions, and the contribution of these to the con¬ 
ductivity then becomes appreciable. By so much is the resistivity reduced. 

It may be mentioned that a concentration of gross particles greater than 3000 
per cm? at 15 h. is normally associated with conditions of mist or fog. 

That the straight lines drawn through the points in the diagram do not pass 
through the origin is also to be expected, for if gross particles were completely absent 
the resistivity would not be zero. 

The association between resistivity and the number of nuclei is shown in the 
right-hand diagram of figure 2. A straight line may be drawn to pass through the 
points with fair accuracy, though a curve may at first sight seem to give a better 
representation of their distribution. It is to be remembered, however, that high 
values of resistivity are probably enhanced artificially, and the departure from 
linearity indicated by these may not necessarily be valid. At the other end of the 
scale, where a departure from linearity appears to be suggested, there are theoretical 
reasons for believing that the curve should pass near the origin: the resistivity of air 
free from nuclei would depend only on the recombination of small ions, and the 
resistivity would then be such that on the scale used in the diagram it would appear 
to be very close to the origin*. All things considered, there seems to be no cogent 
reason at this stage for departing from a linear relationship. 

That resistivity increases more rapidly with enhanced concentrations of nuclei 
is not in accordance with the argument put forward above, which applies equally to 
the case of nuclei, whereby a falling off in the rate of increase of resistivity with en¬ 
hanced concentrations is to be expected. In spite of the fact that high values of 
resistivity are unduly augmented, we might have anticipated that the points repre¬ 
senting these would lie below the optimum line, as was found in the case of gross 
particles. That the points representing low concentrations of nuclei should lie above 
this straight line is also unexplained. It is, however, almost certain that the points in 
the diagram in figure 2 may not be taken to represent purely the association between 
resistivity and the number of nuclei; for, if part of the resistivity is due to gross 
particles, that part is likely to be greater w^hen nuclei are numerous than when 
nuclei are few, owing to the number of gross particles being greater when nuclei arc 
more numerous. 

It is necessary therefore to consider simultaneous values of all three quantities. 
The observations may be grouped according to values of resistivity, and mean values 


* For air free from nuclei the resistivity 

where e is the electronic charge per ion, 15*9 x coulombs; ^ 

k the mobility of small ions, 1-3 cm ./sec. per V./cm,; k 

a the recombination coefficient of small ions, 1-6 x 10 •*; and a 

q the rate of production of ions per cm? per sec. q 


If q is between 10 and 20, values appropriate to land stations, R is between O'l x 10^® and 
0*2 x 10'® O.-cm. 
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of particles and nuclei determined for each group. The results obtained by grouping 
in this way are shown in table 2. 


Table 2. Average concentrations. 

The number of observations in each group is shown by the figures in brackets. 


Resistivity 

(io^*n.-cm.) 

Gross 

Condensa- 

Resistivity 

Gross 

Condensa** 

particles 

tion nuclei 

particles 

tion nuclei 

(No./cm?) 

(No./cm?) 

(io'®i2.-cm.) 

(No./cm*) 

(No./cmf) 

1*0-1-4(12) 

105 

13.800 

5*0-5*9(11) 

582 

30,100 

i-S-i- 9 (ii) 

123 

23,600 

6, 7(11) 

1380 

33.000 

2-0-24(10) 

148 

23,200 

8, 9(10) 

1250 

40,000 

2-5-2-9(i6) 

217 

25,600 

10, II (7) 

2050 1 

1 38,000 

3-0-3-4(12) 

293 

27,000 

12, 13(5) 

4470 I 

54.000 

3 5-3-9 (0) 

321 

22,200 

14,17(11) 1 

5240 

1 69,000 

40-49(10; 1 

676 

30,700 

20 25 (4) 

1 8050 

71,000 


A graphical representation may be made by selecting one of the variables as 
divisor and plotting the two resulting quotients against one another. Accordingly 
the middle value of resistivity for each group and the associated number of nuclei 
have been divided by the associated value of the number of particles, and the 
quotients are plotted in figure 3. Against each point in the diagram is placed the 
value of resistivity in units of 10'^ i2.-cm. 



Particles Inuclej 

Figure 3 Illubtratmg the results contained in table 2. 

Owing to the limitations of the observations of resistivity, no great significance 
can be attached to the points representing values of resistivity above 12 v to^O.-cm. 
It may be seen that the remainder lie fairly closely to a straight line. 
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The position of this straight line illustrates very clearly that the effect of gross 
particles on resistivity is not negligible. If the resistivity depended only on the 
number of nuclei we should expect the optimxim line to be parallel with the hori¬ 
zontal axis. This is far from being the case. 

The equation of the straight line to which figure 3 has been drawn is 

10-^* R = 37P + 077iV .(i), 

where P and N denote the concentrations of particles and nuclei respectively 
per cm? 

§4. CORRELATION OF INDIVIDUAL OBSERVATIONS 

So far we have been considering group means, and have found from these that 
resistivity appears to depend on both particles and nuclei more or less in accordance 
with a law represented by equation (i). It is necessary, however, to show that these 
results are borne out by the individual observations. 



Nuclei per cm^ Nuclei per cm^ 

Figure 4. Simultaneous values of resistivity (10^® 12.-cm.), and numbers of 
particles and nuclei per cm? 


In figure 4 are represented the simultaneous concentrations of particles and 
nuclei at the time of resistivity observations. The associated value of resistivity, in 
units of io^®n.-cm.,is placed over the representative point. Owing to the extensive 
range in the number of gross particles the observations in winter and summer are 
represented in two separate diagrams; while the scale of nucleation is the same in 
each diagram, the scale of concentration of particles is ten times larger in the summer 
diagram than in the winter diagram. If a definite value of nucleation is selected, 
e.g. 30,000, it may be seen that while in summer only low values of resistivity are 
found on this ordinate, in winter considerably higher values are foimd on the same 
ordinate. This shows very clearly the effect on resistivity of the presence of gross 
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particles. Isopleths of resistivity have been drawn in the figure from equation (i). 
On the whole this equation fits the observations quite well. 

A more detailed analysis may be made by a statistical correlation of the indi¬ 
vidual observations by the method of least squares. For this purpose all the available 
observations extending over the three years have been utilized, the number of 
simultaneous observations of resistivity and gross particles being 251, and the 
number of simultaneous observations of resistivity and nuclei being 240. It is 
desirable to treat separately the two seasons of summer (April to September) and 
winter (October to March) owing to the uncertainty of the high values of resistivity 
in winter. 

The correlation coefficients are given in columns (i) and (2) of table 3, the pair 


Table 3. Correlation coefficients. 




Resistivity 



Potential-gradient 





Total 


Partial 


Total 

1 Partial 




(1) 

(2) 

('3) 

(4) (s)~ 

( 6 ) 

(7) 

(8) (9) (10) (11) 

(12) 

(13) 


»■// 



^Af \ ^k \ / 




>'u, ' 

1 \ A/ 

Summer 

•66 

•42 

•25 

•63 36 

.72 

*54 

•39 -49 -31 -53 

•12 

•13 

Winter 

•66 

74 

71 

•29 -52 


•51 

•63 12 *45 -14 

•07 

34 

Year 

74 

73 

•69 

•48 -46 

.72 

•60 

•65 -28 -41 *40 

•07 

•32 




Means 



Standard dc\ lations 




X 

R 

P 

N 


A 

R P 

N 


Summer 

21 

2*5 

220 23,000 


i-i 

1*3 230 

1 3,000 


Winter 

4*3 

S -5 

2100 40,000 


1 7 

5*8 2500 

19,000 


Year | 

3 2 

5-2 

1300 31,000 


1-8 

5*0 2000 

18,000 



of variables to which each coefficient refers being denoted by suffixes. The correla¬ 
tion coefficient between resistivity and the number of particles is 074 L 0-03; that 
between resistivity and the number of nuclei is 073 0*03. Corrections for annual 

variation may be made to these coefficients, using the Jiarmonic expressions given 
at the foot of table i. Corrected for annual variation, the coefficient between re¬ 
sistivity and particles is 073, and that between resistivity and nuclei is 070. These 
are practically the same as the uncorrccted coefficients; thus the strong correlations 
are not due to similarity in the annual variation of the three variables. 

A high correlation between resistivity and nuclei is to be expected: it is well 
known that the number of nuclei largely governs the number of small ions and 
hence the resistivity. That gross particles are also effective has not up to the present 
been well established, and the novelty of this feature renders it liable to suspicion. 
It may at first be thought that the strong correlation found between resistivity and 
the number of particles is due to the association between particles and nuclei; for 
both particles and nuclei are produced by combustion, and meteorological condi¬ 
tions which favour the accumulation of the one also favour the accumulation of the 
other. Hence there is a tendency for particles and nuclei to increase and decrease 
together. The correlation coefficients between these two from 169 observations are 
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given in the third column of table 3. It may be seen that in winter the correlation 
between the numbers of particles and nuclei is strong; in summer it is weaker but 
still positive. 

It is necessary, therefore, to obtain a measure of the correlation between re¬ 
sistivity and the number of gross particles when the association of each with nuclei 
has been eliminated. This may be done by the method of partial correlation 
whereby the separate effects of each variable may be isolated. Partial correlation 
coefficients* are given in columns (4) and (5) of table 3, the notation being used in 
which the suffixes to the left of the point denote the two variables correlated and the 
suffix to the right denotes the variable the effect of which has been eliminated. It 
will be seen that in summer the partial coefficient between resistivity and the number 
of gross particles is greater than that between resistivity and the number of nuclei; 
in winter it is less. On the average, for the year as a whole, the partial coefficients 
are about the same. It follows that the high correlation between the number of 
particles and resistivity is not due to mutual associations with nuclei, and that gross 
particles can be at least as effective as nuclei in determining the resistivity. 

Values of the means and standard deviations are included in table 3. The mean 
and standard deviation of R from simultaneous observations of R and P are not 
quite the same as the mean and standard deviation of R from simultaneous observa¬ 
tions of R and N, Later it becomes necessary to correlate R with the potential- 
gradient, and the mean and standard deviation of R from this set of observations are 
also slightly different. These differences are however small, and the values given in 
the table are the means of all three. The same remark applies to the other variables. 

If the regression equation is formed from the partial correlation coefficients and 
the values of the means and standard deviations are substituted, the equation ex¬ 
pressing R in terms of P and N is found to be 

UK 1-2 X 10'-^ N + 0-2 ± 3*0 C« .(2), 

where Ca denotes a casual numberf the standard value of which is unity. If the 
casual term is ignored, the correlation coefficient between the two sides of this 
equation is o*8o. 

The coefficients in equation (2) are not the same as those given in equation (i). 
This is because high values of R are included in (2), whereas in (i) these were de¬ 
liberately ignored. In view of the influence of the high values of i?, of which the 
validity is doubtful, on the coefficients in (2), and of the good fit of equation (i) to the 
individual observations as shown in figure 4, it seems likely that the coefficients in 
(i) may be more reliable than those in (2). The accuracy of the coefficients in either 
of these equations may not however be insisted upon. 

It is to be noted that the residual term 0-2 in equation (2) is much less than the 
standard value of the casual term. A large residual term would mean that the 

* The coefficients are determined by such formulae as 

'■u-» = (»■« - rur„) (i - r„»r* (i - ra*)'*. 

t This notation is due to Whipple^»4>. In this particular example, 3-0 is the standard error of a 
determination of 10““'® JR from the terms in P and N, 
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resistivity depended on other influences besidesnuclei and particles. That the residual 
term is inappreciable suggests that the local resistivity may be wholly accounted for 
by the concentrations of nuclei and gross particles. 

§5. RESISTIVITY AND POTENTIAL-GRADIENT 

Before going on to examine the variations in potential-gradient with diflFerent 
concentrations of atmospheric suspensoids, it is desirable first to trace the associa¬ 
tion between potential-gradient and resistivity. The values of potential-gradient on 
occasions when the resistivity was within specified limits have been grouped together, 
and the mean for each group has been derived. These mems are given in table 4, 
and the results are represented graphically in figure 5. 


Table 4. 

The number of observations in each group is shown by the figures in brackets. 


Resistivity 

^ Potential-gradient 

Resistivity 

! Potential-gradient 

il-cm.) 

(V./cm.) 

(10'® i2.-cm.) 

(V./cm.) 

1 0 - 9 -II 

i* 56(») 

4*i-4‘5 

3*46(13) 

I *2-1 4 

1*50(39) 

4-6-S-5 

3-55 (»♦) 

I-5-I-7 

1*59(21) 

5-6-6-s 

3‘93(*»> 

I*8-2*0 

1*83 (is) 

6-6-7-5 

4‘87(i7) 

2* 1-2-3 

1-86(12) 

7-6-8-s 

4-72(16) 

2-4-2-6 

2-12 (21) 

9, 10 

5-12(12) 

2-7-2-Q 

2-18(25) 

11-13 

5‘4i <>4) 

3.0-3.2 

2-47(14) 

14-17 

5-94(17) 

3*3-3*5 

2-65 (18) 

20-33 

5’5S('i) 

3 •6-4*0 

2-85 (29) 

— 




Figure 5. Values of potential-gradient for specified resistivity. 

The points in the graph do not lie along a straight line through the origin as 
might have been expected from Ohm’s law if the air-earth current at Kew had been 
constant. A straight line may be drawn through the origin so as to pass close to the 
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points representing values of resistivity less than about 4 x 10^® £i.-cm., but the 
falling off for values of resistivity above this figure is very evident. The points re¬ 
presenting high values of resistivity are undoubtedly less reliable, but the curvature 
is apparent for much lower values than can be disregarded. 

A correlation of the individual observations has been made, all the available 
observations extending over the three years, 390 in number, being utilized. The 
correlation coefficients thus obtained are given in column (6) of table 3. From all 
the observations the correlation coefficient between potential-gradient and resistivity 
is 072 d- 0-04; corrected for annual variation by use of the harmonic expressions in 
table I the value is 0-57. The correlation is stronger in summer than in winter; thus 
changes in potential-gradient and resistivity are more closely related in summer than 
in winter. It is possible that the error attached to the high values of resistivity in 
winter reduces the coefficient for this season. 

The coefficients are on the whole lower than might have been expected. They 
are of course worked out on the basis of linear regression. The graph in figure 5 
suggests that the relation between resistivity and potential-gradient may not be 
linear. In order to allow for a departure from linearity, additional coefficients have 
been worked out, as a matter of interest, on the basis of a logarithmic regression; 
that is, potential-gradient was correlated with the logarithm of resistivity. The values 
of the coefficients were found to be 0*60 for summer, 0*65 for winter, and 079 for 
the year. Thus very little improvement in the value for the year is obtained by de¬ 
parting from a linear regression, and the value for summer becomes definitely re¬ 
duced. The weakness in the correlation based on linear regression appears therefore 
to be due less to the non-linearity of the resistivity potential-gradient curve than to 
the occurrence of changes in potential-gradient in addition to those consequent upon 
changes in resistivity. 

§6. SUSPENSOIDS AND POTENTIAL-GRADIENT 

Simultaneous observations of suspensoids and potential-gradient may be 
analyzed by methods similar to those used to trace the association between sus¬ 
pensoids and resistivity. Accordingly the observations have been grouped according 
to the concentrations firstly of particles and secondly of nuclei, and mean values of 
potential-gradient have been derived for each group. The results thus obtained are 
illustrated in figure 6, two scales again being used in the case of gross particles 
owing to the difficulty of representing the extensive range of these on a single scale. 

It may be seen from the diagram that potential-gradient increases with in¬ 
creasing concentration of particles, rapidly at first but more slowly later. The points 
do not appear to follow a straight line, the form of the graph resembling to some 
extent that between potential-gradient and resistivity. This suggests that gross 
particles affect potential-gradient only in so far as they lead to changes in resistivity. 
It will be seen later that this suggestion is supported by other considerations. 

The points representing the association between potential-gradient and con¬ 
densation nuclei are distributed closely about a straight line. It may be noted that 
this straight line does not pass through the origin. 
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If we consider simultaneous values of all three elements and group the observa¬ 
tions according to the value of the potential-gradient, we may determine the mew 
numbers of particles and nuclei associated with values of potential-gradient within 



Particles per ( w? Nuclit per cm^ 

Fif^uie 6. Values of potential-^jradient for specified concentrations of j^noss 
particles and condensation nuclei. 


Specified limits. The results obtained by grouping in this way are shown in table 5. 
The last group in the table includes values of potential-gradient varying from 6-6o 
to 8-90 V./cm., the mean value for tlie group being 7*55 V./cm. 


Table 5. Simultaneous concentrations. 

The number of observations in each group is shown by the figures in brackets. 


Potential- 

Smoke 

Condensa¬ 

Potential- 

Smoke 

Condensa¬ 

gradient 

particles 

tion nuclei 

gradient 

particles 

tion nuclei 

(V./cm.) 

(No./cm.^) 

(No./cm?) 

(V./cm.) 

(No./cm?) 

(No./cm?) 

o* 75 ”i ’45 

209 

23,500 

4*00-4*45 (6) 

2310 

45,500 

1*50-1*95(27) 

271 

20,000 

4*50-4*95 (s) 

1470 

34,000 

2*00-2*45 (24) ' 

349 

23,000 

5*00-5*45(10) 

2100 

44,000 

2*50-2*95(17) 1 

877 

29,500 

5*50-5*95 (8) 

2740 

56,500 

3*00-3*45(1'!) 

i 744 

30,500 

6*00-6*45 (s) 

1700 

42,000 

3*50-3'95(i3) 1 

568 

1 31,000 

> 6*50(11) 

4650 

63,000 


The results given in table 5 may be illustrated graphically by selecting one 
variable as a divisor and plotting the two resulting quotients. If the number of gross 
particles is selected as divisor the graph between the two resulting quotients is as 
shown in figure 7. Against each point in the diagram is placed the associated value 
of the potential-gradient. With but one exception the points are clustered fairly 
uniformly about a straight line. This straight line passes very close to, if not through, 
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the origin. If it does indeed pass through the origin the equation of the functional 
relation between XjP and NjP is reduced to the form 

X^aN, 

where X is the potential-gradient and N is the concentration of nuclei. This means X, N 
that A’ is independent of P, the number of gross particles. P 



Figure 7. Illustrating the results contained in table 5, 

§7. CORRELATION OF INDIVIDUAL OBSERVATIONS 

A statistical analysis of the individual observations serves to show the strength 
of the association between suspensoids and potential-gradient, and gives some in¬ 
formation as towhy the association exists. Correlation coefficients between potential- 
gradient and the number of particles and nuclei are given in columns (7) and (8) of 
table 3, the two seasons of winter and summer being treated separately as in the case 
of resistivity. It may be mentioned that in working out the coefficients a few occa¬ 
sions of negative potential-gradient were rejected at the outset, but all the available 
positive values of potential-gradient have been utilized, the number of simultaneous 
observations of potential-gradient and gross particles being 286^ and the number of 
simultaneous observations of potential-gradient and nuclei being 275. 

The correlation coefficient between potential-gradient and the number of gross 
particles is 0*60 i- 0*04; corrected for annual variation by means of the harmonic 
expressions in table i, the coefficient is 0*53. The coefficient between potential- 
gradient and the number of nuclei is 0-65 ± 0*03, and when corrected for annual 
variation 0-47. Neither coefficient is particularly high, though both are too significant 
to be neglected. 

By combining these coefficients with those in column (3) between particles and 
nuclei, we may evaluate partial coefficients, representing the degree of association 
between potential-gradient and suspensoids when the mutual association between 
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the two types of suspensoids is eliminated. The partial coefficients thus obtained are 
shown in columns (9) and (10) of table 3. The partial coefficient between potential- 
gradient and the number of particles is only 0-28 and is practically negligible in 
winter, confirming the suggestion of figure 7 that the association between potential- 
gradient and the number of gross particles is but slight. The partial coefficient be¬ 
tween potential-gradient and the number of nuclei is 0-41, a figure of some but not 
considerable significance. 

The following question now arises. Is the association between potential-gradient 
and suspensoids due to a mutual association with resistivity, or does potential- 
gradient depend on suspensoids quite apart from, and in addition to, its variation 
with resistivity? This question may be expressed analytically as follows. The general 
linear equation between A', P, R and N may be written 

X^aR + bP+cN-\ d .(3). 

If b and c are zero, A' is still a function of P and N in consequence of the relation 

R = eP h fN, 

and the question is whether h and c are zero. 

The coefficient of P in equation (3) is zero if the partial correlation coefficient 
of A" with P when the association due to R and N has been eliminated is zero; and 
the same is true of the coefficient of N. Although partial coefficients connecting 
more than three variables are not ordinarily of much value, it seems worth while in 
this case to obtain the partial correlation coefficients between X and each one of 
P, P and when the effect of the other two has been eliminated. The coefficients 
thus obtained are as given in columns (ii) to (13) of table 3. 

It may be seen that the partial correlation coefficient between potential-gradient 
and the concentration of gross particles is so small as to be negligible, and this 
is true both in winter and in summer. Thus there is justification for stating that 
gross particles affect potential-gradient only in so far as they lead to changes in 
resistivity. The largest of the coefficients is that between potential-gradient and 
resistivity. This is however small in winter. As has been pointed out, the weakness 
of the correlation in winter may be due to errors in high values of resistivity. 
Condensation nuclei appear to have a small residual influence on potential-gradient 
in addition to their effect through resistivity, but this residual influence is practically 
negligible in summer. Consideration of the seasonal values of the coefficients sug¬ 
gests that changes in potential-gradient in summer may be due largely to changes 
in resistivity, while in winter there may be appreciable changes due to changes in 
nucleation. 

If the residual influence of gross particles is neglected and a regression equation 
is formed between potential-gradient, resistivity, and nuclei, 

8 X^a 8 R+b 8 N, 

the correlation coefficient between the two sides of this equation is 073 in summer, 
0*65 in winter, and 074 for the year. These are not of considerable significance, and 
show that only about 50 per cent of the changes in potential-gradient may be 
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accounted for by local changes in the concentrations of atmospheric particles and 
nuclei. 

Approximate values of the coefficients a and b in the equation may be determined. 
On substituting the values of the means and standard deviations we find 

0*2 X 0*3 ^ 1*4 i vzCa .(4). 

The residual term is larger than the standard value of the casual term and may not 
therefore be neglected. It is of the same order as that of potential-gradient at sea at 
15 h.; it represents the best available approximation to the potential-gradient which 
would have been found at Kew at 15 h. if the atmosphere had been free from 
pollution. 


§8. THEORETICAL CONSIDERATIONS 

The outstanding results of the statistical comparison are that: (i) The resistivity 
of the air at Kew depends on the concentration of gross particles and of condensa¬ 
tion nuclei; and (2) the potential-gradient is related to resistivity and also to the 
concentration of nuclei. No direct influence of the gross particles on potential- 
gradient is apparent. 

Resistivity, The usual way of regarding the association of resistivity with the 
amount of pollution is to say that the conductivity is due almost entirely to the small 
ions in the air. The number of small ions varies inversely as the number of con¬ 
densation nuclei; for the rate at which small ions are produced is nearly constant, 
and the life of a small ion is terminated by collision with a nucleus, charged or un¬ 
charged. Thus the expectation of life of a small ion is inversely proportional to the 
number of nuclei, and it follows that resistivity is proportional to the number of 
nuclei. Moreover, since increasing pollution is associated with increased concentra¬ 
tion of nuclei, resistivity is also likely to be proportional to the number of gross 
particles. 

Conclusion (i) above is in general agreement with these ideas except that the 
statistics suggest that gross particles play an active part in determining the re¬ 
sistivity. The natural assumption to make is that some of the small ions collide with 
the gross particles and combine with them. 

When nuclei are plentiful the equation of electrical balance between the number 


of small ions and the number of nuclei may be written 

9-- o-6i7^Nw, 

where q is the rate ot production of small ions; ? 

rj the recombination coefficient between small ions and large ions; V 

N the total number of nuclei, charged and uncharged; N 

and n the number of small ions. n 


The factor 0*61 is adopted from the work of Nolan and O’Brolchain. It will be 
noticed that if the small ions had combined with equal readiness with large ions of 
opposite sign and with uncharged nuclei, and if the ions of either sign and the un¬ 
charged nuclei had been equally plentiful, this factor would have been |. 
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In order to allow for the possibility of collisions between small ions and gross 
particles we may add to this equation a term where P is the number of gross 
particles and jS may be taken to represent a recombination coefficient between small 
ions and gross particles. Thus we write 

q o-6i7]Nn + ^Pn .(S)* 

Now the resistivity R is given by 

R'^-^e{nk + N'IK), 

where k is the average mobility of the small ions; 

is the number of large ions and K their average mobility; 
and e is the electronic charge per ion, 15*9 ^ coulombs. 


At Kew Observatory the average values of n and N' are of the order of 300 and 
10,000 respectively. The value of k is about 1*3 cm./sec. per V./cm., that of K 
about 1/3000 cm./sec. per V./cm. Thus N'K is small compared with w/r, and wc 


may write enk - 20-7 .(6). 

Hence from (5) and (6) xn . nnm / \ 

VO/ V ; „ 2*9^ N/q f 4-8)8?/^ .(7). 


Nothing is known as to the value of q at Kew’ or as to its variations. Let us suppose 
that if q is not a constant the fluctuations in q arc independent of those of iV and P. 
For the present we are only concerned with averages, and we note that equation (7) 
is of the same type as equation (i) which was derived from the observations, viz., 

iO“^‘-*P- .(i). 


Comparing coefficients and adopting the value of found^“^^ at Dublin, 57 a io"*®, 

we deduce , ^ „ 

q - 21 and p = 17 > iO“®. 


This value of q is improbably high. Perhaps we have taken too high an estimate 
for 7;. 

For the ratio of the combination coefficients we are not dependent on the value 
of 7] or on the value of q at Kew. Equations (i) and (7) give 


^/o-6i7j - 37/077 - 48. 


This means that when nuclei and particles arc equally numerous, the risk of a 
recombination between a small ion and a gross particle is about 50 times as great as 
the risk of a recombination betw^een a small ion and a nucleus. 

Now in estimating the risk of collision we may ignore the velocity of the larger 
particles, since they are very heavy compared with the small ions. Only the move¬ 
ments of small ions need be considered, and the risk of collision is therefore pro¬ 
portional to the area of the obstacle. Accepting the estimates 4 x io ~5 cm. and 
4 X io“® cm. for the radii of particlesand nucleirespectively, we find that the 
areas are in the ratio 100: i. That the recombination coefficients should be in the 
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ratio 50 :1 is quite consistent, for it is possible that the proportion of combinations 
to collisions is lower with the large particles than with nuclei. 

Potential-gradient. Potential-gradient may be regarded from two points of view, 
the statical and dynamical. According to electrostatics, if the charges in the atmo¬ 
sphere are distributed in uniform horizontal layers, then the potential-gradient at 
any point is proportional to the total charge above it. Hence we infer from the re¬ 
sults of the statistical investigation that the total electric charge in the atmosphere 
increases when resistivity near the ground increases, and also, for constant resis¬ 
tivity, when the number of nuclei near the groimd increases. 

On the other hand, from the point of view of electrod5mamics we note that the 
air-earth current I is numerically equal to the quotient of potential-gradient by 
resistivity. Hence from (4) 

I - XjR -= 0-2 X -f 0*3 X io~® NjR -f 1*4//?. 

Thus the current decreases when the local resistivity increases, the number of 
nuclei remaining constant. This would be expected on the assumption that the 
voltage of the upper atmosphere is constant and the total resistance at all heights, 
IRdZy increases with the local resistivity. The significance of the term in NJR in the 
last equation is however not at all obvious. But the details of the mechanism of 
the air-earth current, the parts played by eddy movements and by conductivity, are 
not known, and so the discussion of the observations under review cannot be carried 
further at present. More light will be thrown on the subject when observations of 
volume-charge are available at Kew. 
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DISCUSSION 

Dr F. J. W. Whipple. 1 am glad to have this opportunity to express my 
appreciation of the work done by the author in analysing the observations made at 
Kew Observatory of the numbers of particles in the air and of the conductivity 
and potential-gradient. It happens only too frequently that such observations, 
published or unpublished, accumulate without analysis. 

One of the most striking developments in the paper is the demonstration that 
the resistivity of the air depends on the number of gross particles as well as on the 
number of nuclei. I mentioned this discovery of the author’s some time ago and 
Prof. J. J. Nolan then declared that it was not in accordance with his observations 
in Ireland. Further comparisons arc called for. 

Fhe explanation given by the author, that the gross particles are 100 times as 
effective as the nuclei in reducing the numbers of small ions by collision, may be 
correct, but we do not know that such collisions would destroy small ions. An 
alternative explanation is that the large ions associated w ith pollution are themselves 
bigger than those to be found in clean air. In fact there is no reason to suppose 
that the rj of equation (5) is constant, and the factor to which the value o-6i is 
assigned is probably variable. 

The suggestion in figure 5 of the paper, that with resistivity zero the potential- 
gradient would be nearly i V./cm., invites comment. One can only surmise that 
the graph should bend sharply towards the origin. Unfortunately observations at 
Kew Observatory with air so pure that the resistivity falls below io^®£i.-cm. are 
too rare to provide good averages. The investigation will have to be extended to 
include observations in other parts of the country. 

Prof. A. O. Rankine pointed out that according to the author the conductivity 
of the air appears to decrease as the number of nuclei increases—a surprising 
conclusion. 

Author’s reply. With regard to the apparent ineffectiveness of gross particles 
on the concentration of small ions in Ireland (reference 15)^ it is to be noted that 
variations in the function qjo^tinN may not be expected to show any conspicuous 
dependence on P, but rather on the ratio PjN. This is evident from equation (5) 
which may be written in the form qjo binN - -f j8P/o-6i A^. Dr Whipple’s statement 



Influence of atmospheric suspensoids upon the earth's electric field 171 

that 77 is variable cannot, I think, be gainsaid, and to examine the extent of its 
variations is a problem for the future. Zero resistivity in air is difficult to imagine, 
but the resistivity at sea is about 0*7 x io^®fJ.-cm., and the potential-gradient is of 
the order of i V./cm. These coordinates would lie on the graph drawn in figure 5, 
and so it would seem that if the graph eventually bends towards the origin it does 
so at a stage when lower resistivities than those normally experienced at sea are 
reached. That the graph drawn in figure 5 fails to pass through the origin is the 
geometrical illustration of the residual term in equation (4), though the magnitude 
of this term is not quite the same as that indicated in figure 5. It may be that we 
have to consider this as representing a universal term in the potential-gradient, 
uniform all over the world at a given instant. 

The clue to the difficulty raised by Prof. Rankine is to be found in the second 
paragraph of § 8. I should perhaps have emphasized early in § 3 that the conductivity 
is preponderantly due to small ions owing to their extremely high mobility, and as 
a small ion is destroyed by collision with a nucleus, becoming in fact a large ion, it 
follows that the greater the number of nuclei the less the chance of survival of 
small ions, and hence the less the conductivity. Thus conductivity decreases with 
increasing concentration of nuclei. 
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THE TEMPERATURE COEFFICIENT OF THE 
SATURATED WESTON CELL 

By P. VIGOUREUX and S. WATTS of the National 

Physical Laboratory 

Communicated by Dr E, IL Rayner^ October 17, 1932. Read January 20, 1933 * 

ABSTRACT, The effect of temperature on the electromotive force and on the per¬ 
formance of acid Weston cells has been studied from — 24 to -f 40^^ C. The e.m.f, reached 
a maximum at about 3*^, and at - 20° it was just over a millivolt less than the maximum. 
The cells behaved satisfactorily at — 16°, but at — 18'' freezing took place gradually and 
was accompanied by a rapid decrease in e.m.f. At — 24° the electrolyte had completely 
solidified, and the e.m.f. was about 12 millivolts lower than the maximum. The frozen 
cells resumed their normal behaviour when kept at room temperature for about a day. 
Cooling increased the internal resistance of the cells. The e.m.f. temperature formula in 
common use does not hold below o'", but a slightly different formula has been obtained, 
valid between — 20° and + 40". 

§1. PREVIOUS INVESTIGATIONS 

T he most extensive investigation of the temperature coefficient of Weston 
cells is due to Wolff'*', who gave for the change of e.m.f. between 0® and 40° 
the formula 

Ae " - 4075 (/ — 20) — 0*944 (/ — 20)“ [• 0-098 {t — 20)^ 

Ae, / in which Ap is the divergence in microvolts from the e.m.f. at 20°, and t is the 
temperature. It has subsequently been shown that acidity of the electrolyte does 
not affect the temperature coefficient to an appreciable extentf, and that the 

formula! A^ = - 40*6 {t - 20) - 0*95 {t - 20)^ + o-oi {t ~ 20)^ 

expresses to a high order of accuracy the variation of electromotive force with 
temperature between the above-mentioned limits. 

§2. DESCRIPTION OF CELLS EXAMINED 

Twelve cells made in March 1932 were subjected to the temperature cycles. 
The cadmium amalgam constituting the negative pole contained only 6 per cent 
of cadmium in eight of the cells, but the usual 10 per cent in the other four. The 
reason for using a lower cadmium-content in some of the cells is that, for stability, 
both the solid and the liquid phases of the amalgam must be present together. 
At temperatures below - 10° C. the solid phase only of a lo-per-cent amalgam 


• Bull. Bur. Stand. 6, 309 (1908). 
t London Conference, 1908. 


t Researches Electrotech, Lab, No. 88 (1921). 
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would be present, if extrapolation of experimental results from o® downwards is 
valid*, whereas a 6-per-cent amalgam would secure stability only between — 35® 
and 4“ 28^. Experiment subsequently showed that the lo-per-cent amalgam, 
contrary to expectations, behaved satisfactorily down to — 20°, but the 6-per-cent 
amalgam acted according to prediction, and gave abnormal values of e.m.f. at and 
above 30°. 

In addition to the twelve cells subjected to the temperature test, six made 
in 1928 were connected permanently in parallel and used as comparison cells, and 
six made in 1929 were used individually as a check on the constancy of the com¬ 
parison group. The solvent for the electrolyte of all the cells was sulphuric acid of 
decinormal strength. 

Twelve cells, it might be thought, were hardly sufficient for the investigation, 
but the experience of many years acquired at the National Physical Laboratory, 
as well as the behaviour of the cells during the investigation, justified our views as 
to the stability and repetition of acid cells. At temperatures above 28° we could, 
it is true, use only the results obtained with the four cells containing lo-per-cent 
amalgam, but the exploration of that part of the range was only a verification of 
work often repeated, whereas the interest of the investigation lay chiefly with 
temperatures below at which the behaviour of standard cells had not as yet, 
as far as we are aware, been studied. 

§3 EXPERIMENTAL DETAILS 

A refrigerator, the tank of which contained a few hectolitres of a mixture of 
paraffin and machine oils kept constantly stirred, provided the required low 
temperatures. The twelve test cells were placed in a metal trough full of paraffin 
oil and provided with a heating resistance and a toluene thermostat. The trough 
could be lowered into the oil of the refrigerator tank. Stirring was effected by 
blowing dry air through small holes in a lead pipe resting on the bottom of the 
trough. By starting and stopping the refrigerator at intervals, it was easy to maintain 
in the trough a temperature constant to 0 05° at all points between — 24° and 5®. 
The comparison and reference cells were in an oil bath maintained at 20®. Mercury 
thermometers were used in both baths. 

A Tinsley potentiometer giving single microvolts between successive studs of 
the last dial measured the difference in e.m.f. between each of the twelve test cells 
and the comparison group, and between each of the six reference cells and the 
comparison group. When the cells were all at 20° the sensitivity as read on the 
galvanometer was about 3 mm. for lO/xV. At - 21® it was only about o-8 mm., but 
even this was sufficient. 

The time required to lower the temperature of the cells by 20® was about 
two hours. When the cells had reached the required temperature, half an hour was 
allowed to elapse and the eighteen measurements were made; about twenty minutes 
later, another set of readings was taken. It will be seen from table i that the two 


• Diet, of App, Phys, 2, 964. 



Table i. Measurements of the e.m.f. of twelve standard cells 





6-per-cent amalgam 

10-per-cent amalgam 



Tern- 

e.m.f. of 

e.m.f. of 


e.m.f. of 

e.m.f. of 


Date, 

Summer 

perature 

test cells 

test cells 

No. of 

test cells 

test cells 

No. of 

1932 

time 

of cells 

minus 

minus 

cells 

minus 

minus 

cells 




e.m.f. 

e.m.f. 

used 

e.m.f. 

e.m.f. 

used 




of 1928 

of test 

for the 

of 1928 

of test 

for the 




cells at 

cells at 

mean 

cells at 

cells at 

mean 




20“(,*V.) 

20° (^V.) 


20° (/xV.) 

20^ (/xV.) 


April 26 


20 

i 7 

0 

8 

+ 7 

0 

4 

May 3 

— 

4*1 

' 285 

4 278 

8 

— 

— 

— 


— 

- 41 

1 279 

+ 272 

8 

+ 284 

4 277 

4 


— 

- 10*2 

f 64 

1 57 

8 

I- 67 

\ 60 

4 


— 

- 10-2 

-f 62 

1 55 

8 

+ 64 

r 57 

4 


16.30 

- 1535 

- 249 

- 256 

8 

- 246 

' 253 

4 


17.00 

- 14-95 

- 224 

- 231 

8 

- 221 

- 228 

4 

May 4 

10.20 

- 0*92 

1341 

^ 334 

8 

1344 

4 337 

4 


10.50 

- 0 Q 5 

>- 343 

^ 336 

8 

1344 

' 337 

4 


11.40 

00 

1 354 

H 347 

8 

^ 354 

4 347 

4 


12.20 

0*0 

I- 354 

1347 

8 

4 355 

4 348 

4 


13-15 

+ 1*0 

1 362 

* 355 

8 

+ 36s 

' 358 

4 


13-55 

f 10 

‘ 362 

1355 

8 

4 364 

4 357 

4 


16.40 

- 19.95 

- 653 

- 660 

5 

~ 660 

- 667 

2 


17.15 

- 19*9 

- 652 

- 659 

5 

-663 

- 670 

2 

May 5 

10.45 

- 1*75 

r 326 

4 319 

8 

4 334 

f 327 

4 


1 l.IO 

- 175 

+ 325 

+ 318 

8 

+ 332 

t 325 

4 


11.45 

0-0 

1- 348 

1341 

8 

4 355 

+ 348 

4 


12.10 

0-0 

+ 34 ^ 

4 341 

8 

+ 355 

4 - 348 

4 


12.50 

+ I- 9 S 

1- 363 

+ 356 

8 

+ 368 

361 

4 


13.40 

t- 2-03 

+ 364 

+ 357 

8 

+ 370 

4 363 

4 


14.15 

+ 2-95 

H 369 

4 362 

8 

4 381 

+ 374 

4 


14.50 

-1 2 - 9 S 

+ 367 

+ 360 

8 

+ 373 

( 366 

4 


15.25 

+ 39 

+ 365 

+ 358 

8 

4 372 

4 36s 

4 


15.55 

+ 3 - 9 S 

+ 366 

+ 359 

8 

4 37 > 

+ 364 

4 


16.30 

+ 4-9 

+ 362 

+ 355 

8 

( 368 

+ 361 

4 


17.00 

+ 4'9 

+ 361 

4 354 

8 

+ 369 

4 362 

4 

May 6 

10.45 

+ 20*0 

+ 5 

— 

8 

1 6 

_ 

4 


11.20 

+ 20*0 

^ 7 

0 

8 

t 7 

0 

4 


14.25 

- 18-05 

- 482 

-489 

8 

- 473 

— 480 

4 


15.35 

- i8-o 

- 483 

- 490 

8 

- 475 

- 482 

4 


16.50 

- 191 

- 583 

- 590 

8 

-566 

- 573 

3 


17.30 

■“ 19-3 

- 607 

- 614 

7 

- 60s 

- 612 

3 

May 7 

10.50 

— 190 

- 579 

-586 

3 

- 581 

-588 

2 


12.15 

- 20 05 j 

- 680 

“687 

2 

- 664 

— 671 

I 


12.45 

- 20-05 

- 671 

-678 

1 

- 668 

-675 

I 

May 9 

11.10 

-- 765 

\ 187 

+ 180 

8 

f 188 

+ 181 

4 


12.00 

“• 77 

+ 183 

f 176 

8 

+ 190 

+ 183 

4 


16.15 

- 21*0 

-796 

- 803 

I 

The other 

11 cells crave values 


17.00 

— 21-15 

e.m.f. was 

decreasing rapidly. 

between - 2000 and 1 

1 



Results varied between 

- 

- 9000 fiW. 





— 3000 and — 9000 ^V. 




May 10 

14.30 

- 24-0 

“ I1000 

— 

8 

-12000 

_ 

4 


15.10 

- 24-0 

- I1000 

— 

8 

-12000 

_ 

4 


17.20 

+ 20-0 

~ 99 

— 

8 

- 52 

_ 

4 


18.20 

-} 20-0 

- 84 


8 

- 50 

— 

4 



Table i. Measurements of the e*m.f. of twelve standard cells {conRnued) 


Date^ 

1932 

May 

II 

May 

12 

May 

13 

May 

14 

May 

17 

May 

19 

May 

26 

May 

30 

June 

9 

June 

18 

July 

8 

July 

9 

July 

II 

July 

12 

July 

13 

July 

14 




6-per-cent amalgam 

lo-per-cent amalgam 


Tern- 

e.m.f. of 

e.m.f. of 


e.m.f. of 

e.m.f. of 


Summer 

perature 

test cells 

test cells 

No. of 

test cells 

test cells 

No. of 

time 

of cells 

minus 

minus 

cells 

minus 

minus 

cells 

under test 

e.m.f. 
of 1928 
cells at 
20^^ (/iV.) 

e.m.f, 
of test 
cells at 
20° (mV.) 

used 
for the 
mean 

e.m.f. 
of 1928 
cells at 
20“ (mV.) 

e.m.f. 
of test 
cells at 
20^ (mV.) 

used 
for the 
mean 

10.00 

+ 20*0 

— 21 

_ 

8 

- 6 

_ 

4 

10*45 

+ 20*02 

— 22 

— 

8 

- 6 

— 

4 

15*15 

— i8*i 

- 526 

- 506 

6 

- 500 

- 494 

4 

16.05 

— i8*i 

- 526 

- 506 

6 

- 506 

“ 492 

3 

10.30 

— i8*i 

- 519 

- 499 

5 

“ 505 

- 491 

2 

12.30 

+ 20*0 

— 20 

— 

8 

- 14 

— 

4 

14.00 

+ 20*0 

- 17 

— 

8 

- 13 

— 

4 

16.30 

“ i6*i 

- 

- 335 

8 

- 339 

- 326 

4 

11.00 

— 16*1 

- 335 

- 335 

8 

- 324 

- 330 

4 

12.30 

- 16*15 

- 338 

-338 

8 

“ 329 

“ 335 

4 

14*30 

- 1615 

- 337 

- 337 

8 

— 326 

~ 332 

4 

13*00 

+ 20*0 

H I 

•— 

8 

-f 6 

— 

4 

17.00 

20*0 

~ 2 

— 

8 

+ 9 

— 

4 

16.30 

20*0 

- I 

— 

8 

+ 9 

— 

4 

— 

20*0 

4 

— 

8 

+ 10 

— 

4 

— 

20*0 

+ 6 

— 

8 

+ 10 

— 

4 

— 

20*0 

^ 6 

— 

8 

+ 9 

— 

4 

— 

20*0 

^ 6 

— 

8 

+ 7 

— 

4 

13*45 

20*0 

f 6 

— 

8 

-1- 8 

— 

4 

14*55 

20*0 

5 

— 

8 

+ 9 

— 

4 

16.40 

260 

“ 264 

- 271 

8 

- 263 

— 272 

4 

17*50 

260 

— 266 

273 

8 

-- 264 

- 273 

4 

10.50 

20*0 

+ 8 

— 

8 

+ 8 

— 

4 

12.00 

20*0 

+ 8 

— 

8 

f 10 

— 

4 

11.00 

300 

492 

Abnormal 

— 

- 474 

- 482 

4 

12.00 

30*0 

— 

»» 

— 

- 479 

- 487 

4 

13.45 

34*0 

— 


— 

- 717 

- 722 

4 

14.30 

34*0 

— 

>> 

— 

- 717 

- 722 

4 

16.00 

3697 

— 

»» 

— 

— 910 

“ 913 

4 

16.45 

37-0 

— 

»> 

— 

~ 906 

- 909 

4 

11.20 

20*0 

» 5 

— 

8 

+ 2 

— 

4 

12.30 

20*0 

+ 7 

— 

8 

+ 6 

— 

4 

14.55 

40*0 


Abnormal 

— 

— 1116 

- 1120 

4 

15.50 

40*0 

— 

»» 

— 

- 1113 

— 1118 

4 

16.45 

40*0 

— 


— 

— 1109 

- 1114 

4 

II.15 

20*0 

+ 5 

— 

8 

+ 5 

— 

4 

12.30 

20*0 

+ 5 

— 

8 

+ 5 

— 

4 

10.45 

20*0 

+ 6 

— 

8 

4- 6 

— 

4 

11.35 

20*0 

+ 6 

— 

8 

+ 5 

— 

4 

12.35 

22-0 

- 78 

- 84 

8 

-* 78 

- 83 

4 

14.30 

22*0 

~ 77 

- 83 

8 

- 78 

- 83 

4 

10.30 

17*41 

+ 103 

+ 96 

8 

+ 104 

+ 96 

4 

12.00 

17*54 

+ 100 

+ 93 

8 

+ 100 

+ 92 

4 

13.45 

20*0 

-f 8 

— 

8 

+ 8 

— 

4 

14.45 

20*0 

+ 7 


8 

+ 8 


4 


July IS 
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sets were always in excellent agreement, indicating that the lag was very small. 
It was consequently possible to complete the low-temperature investigation in ten 
days, during which 736 individual measurements were made; they were spread 
over sixteen different temperatures between — 24° and 5°. In addition, the test 
cells were often raised to 20°, and measured at that temperature. A similar pro¬ 
cedure was observed for measurements at room temperature and above. 


§4. BEHAVIOUR OF THE CELLS 

The summary of results in table 2 shows that the electromotive force reaches 
a maximum at about 3°; the curve connecting electromotive force and temperature 
resembles a parabola with vertex upwards and axis perpendicular to the tem¬ 
perature axis as in figure i. Down to — 16° the electromotive force reached the 


r..., 


Table 2. Relation between e.m.f. and temperature 


emperature 


I^xperiment* 


I Formula — experiment (^V.) 


( C.) 

Actual points 

Best curve 

Formula in 
j general use 

Formula 

proposed 

— 20 

672 

- 674 

139 

- 3 

- IQ 

- 582 

- 577 

124 

1 2 

18 

- 487 

485 

108 

3 

- 16 1 

- 324 

- 313 

76 

0 

- IS ' 


- 233 

62 

- 2 

- TO 

68 

75 

18 

- 6 

- 7*7 , 

179 

174 

9 

^ 3 

4-1 

276 

276 

II 

+ 5 

- 1 - 7 .'; 

322 

322 

IO 

i 5 

— I 

33 .*; 

333 

7 

+ 5 

0 

346 

346 

6 

4 - 4 

I 

356 

355 

5 

1 2 

2 

359 

361 

3 

I I 

3 

365 

363 

3 

0 

4 

362 

362 

4 

0 

5 

358 

^8 

4 

- I 

iO 

— 

1 301 

0 

i 5 

14 

— 

205 

2 

t 3 

17*5 

92 

92 

3 

0 

20 

0 

1 ® 

0 

0 

22 

- 83 

1 " ^3 

2 

^ 2 

26 

- 272 

- 272 

- 4 

i- S 

30 

- 484 

- 484 

7 

♦ 5 

34 

722 

722 

5 

6 

37 

- 912 

912 

3 

0 

40 

T118 

TI18 

6 

0 


Excess in microvolts of the e.m.f. o\cr the e.m.f. at 20 




value expected from the curve in less than an hour, and suffered no subsequent 
change. When the cells were cooled to - i8°, the e.m.f. also reached the expected 
value within an hour, after which it would remain constant for several hours; 
but then one of the twelve cells would suffer a gradual decrease in e.m.f. Then 
another cell, and then a third, would behave in a similar manner. It was found on 
examination that the electrolyte of the cells undergoing the abnormal decrease 
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was gradually becoming solidified. The process was slow at — 18°, for after twenty 
hours at that temperature five out of the twelve cells were partly frozen, but it is 
probable that the electrolyte in all of them would have become solidified had the 
experiment been continued. A similar test was tried at — 16°, but the cells behaved 
normally during its twenty-four hours' duration. We conclude that Weston cells, 
or at least those made with solvent of decinormal acidity, are satisfactory at — 16°. 

The process of solidification is much faster when the temperature is lowered 
to — 19® or — 20° instead of to — 18° only; but even at — 21° one of the cells 
behaved normally for about half an hour. In evaluating the mean electromotive 



Fijfure i. Relation between the electromotive force of the Weston (saturated) cell 

and its temperature. 

force at any temperature, only those cells were considered whose behaviour was 
normal; above - i8° results on all the cells were used, but below this temperature 
the cells which exhibited a continuous decrease in e.m.f. were, of course, not taken 
into account. 

After the freezing to — 24®, an undoubtedly severe treatment, the bath was 
warmed, and in an hour the temperature had reached -f 20°. Half an hour later 
the 6-per-cent amalgam cells still gave about 100 /aV., and the lo-per-cent about 
50/xV., below the normal value. This, and the subsequent behaviour, are shown 
in table i. Recovery was complete in about a week. 

Want of space precludes us from giving here the individual results from which 
table I was constructed, but it should be mentioned that the behaviour of the cells 
was not so uniform that they all had the same value at all temperatures; nevertheless 
the maximum and mean deviations from the mean, even at — 18®, did not exceed 
22 and 11 /xV. respectively, so that the mean of the twelve cells may be regarded 
as a fair average, of accuracy 5 /xV. 
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§5. DERIVATION OF A FORMULA 

The temperatures in table i are not all in round numbers, but it is easy to 
obtain the first two columns of table 2 by plotting a graph and applying the small 
corrections required. The figures in the second column are the means of the 
values of the 6-per-cent and 10-per-cent amalgam cells for all temperatures below 
30"", and of the latter only for higher temperatures. A curve drawn on a large scale 
yielded the figures in column 3, which agree closely with the experimental points. 
The formula in general use to-day, viz., 

Ae — 40-6 {t — 20) — 0*95 {t — 2 oY 4 - o*oi — 20)®, 

does not agree with experiment below o”, as shown by column 4, which gives the 
differences between that formula and the experimental curve. A cubic formula 
seems inadequate to represent the actual state of things, but by going one step 
further it is possible to obtain for the whole range the same accuracy which the 
cubic formula gives for the positive half. From the figures in the last column, 
which are differences between the formula 

- 39*39 - 20) - 0*903 (t - 20)2 

+ o*oo66 {t — 20)® — 1*5 X io~^ {t — 20)^ 

and the experimental curve, it will be seen that only in one case is the discrepancy 
as large as 6/xV. The formula can be simplified by referring the temperatures 
to 3°, thus 

Ae - 363 - 1*5 {t - 3)2 f- 1-68 x io~2 (/ 3)3 - 1-5 x 10-“^ {t - 3)^ 

Other formulae have been tried with maxima at 3*2, 3*3 and 3*4®, but they do not 
give as good agreement as the above, and it seems that the maximum e.m.f. occurs 
very close indeed to 3°, which might, for some purposes, prove a convenient 
temperature for the standardization and comparison of cells. 

§6. DISCUSSION OF RESULTS 

The temperature of maximum electromotive force determined by this investiga¬ 
tion is in exact agreement with the results of Wolff*. Although it is possible that 
the variations of electromotive force with temperature depend on other factors 
besides the concentration of the electrolyte, the negligible temperature coefficient 
of unsaturated cells, indicating as it does that the influence of such factors is very 
small, suggests that the minimum solubility of cadmium sulphate, whether in water 
or decinormal sulphuric acid, occurs at a temperature of 3°. This result is in 
agreement with the solubility determinations of Mylius and Funkf and of von 
SteinwehrJ, but at variance with those of Cohen and Welters §, who assign — 9° to 
the point of minimum solubility. 


• Loc. cit. 

t Z. phys. Chem. 88, 229 (1914). 


t Ber, deuts. chem. Ges. 80 , 824 (1897). 
§ Z. pkys. Chem, 96 , 253 (1920). 
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The phenomena observed at low temperatures can be explained from the 
freezing-point and solubility data**** for cadmium sulphate. The solubility curve of 
3CdS04. SHgO meets the freezing-point curve at — 17®, when a solid of composition 
CdS04 + 14-51120 is precipitated. The cell can, therefore, be expected to function 
satisfactorily above this temperature, and probably, with suitable amalgams, up 
to 74*5°, at which temperature another transformation takes place. The slow rate 
of solidification at temperatures above — 19® might be caused by the formation 
of the metastable CdS04.7H2O, which would lower the temperature of solidification 
of the solution, before it gradually suffered transformation into the stable salt 
3CdS04.8H20. 


§7. INTERNAL RESISTANCE OF CELLS 

An approximation to the internal resistance was obtained by observing the 
sensitivity of the potentiometer at various temperatures. The calibration was 
effected by replacing the cells by a resistance box. The figures below, representative 
of the values obtained, are only a rough approximation. The small resistance of 
the six comparison cells has been kllowed for where necessary. 

Temperature C.) 20 5 0—10—20 — 24 (completely frozen) 

Average internal resistance (i 2 .) 800 850 1700 2500 5000 40,000 

The average resistance of the reference cells made in 1929 seems to lie between 
500 and 600 Q. 
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ABSTRACT, A new method for the determination of the horizontal and vertical com¬ 
ponents of the eaith's magnetic held is described. A small cylinder of mu-metal is wound 
with fine wire whose ends are connected to wires forming a torsional suspension. This 
cylinder is placed with its centre at the mid-point of a Helmholtz coil system w^hose axis 
is adjusted to coincide with the direction of the component of the earth’s field which is 
to he measured, the suspension being perpendicular to the component. The current 
through the coil system can he adjusted so that there is no deflection of the suspended 
cylinder when the current in the solenoid wound upon it is reversed, in which case the 
calculated field produced by the coils is equal to the required component. The sources 
of error peculiar to the method are examined and their elimination is discussed. It is 
shown that measurements of high accuracy are possible. 


hi, INTRODUCTION 

F or a complete knowledge of the earth’s magnetic field in a particular region 
it is necessary to determine the magnitudes of the horizontal and vertical 
components of that field. The horizontal component may be accurately found 
by several methods, the most rapid being that of Schuster and F. E. Smith*, of 
which a simple modification was recently described by the writerf. The vertical 
component is usually calculated from a knowledge of the horizontal component 
and the angle of dip, the latter being generally determined with an earth inductor 
in series with a galvanometer. 

F. E. SmithJ has outlined a direct method for the measurement of the vertical 
component. A small coil is rotated with constant frequency about a horizontal 
diameter in the magnetic meridian, the ends of the coil being connected to a 
vibration galvanometer. The vertical field acting on the rotating coil may be annulled 
by passing a current through a Helmholtz galvanometer coil system, whose axis is 
vertical and whose mid-point coincides with the mid-point of the rotating coil. 
When no current flows through the galvanometer, the current in the coil system is 
exactly that required to neutralize the vertical component of the earth’s field, so 
that this component can be calculated from the dimensions of the coil system and 
the magnitude of the current. 

* F. E. Smith, Phil , Trans , R , S , A 223 , 175 (1922). 
t L. F. Bates, Sci , Inst , 8, 324 (1931). 
t F. E. Smith, loc , cit , 177, 
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The writer was not aware that any other methods had been reported until his 
work with the apparatus described below had been completed and the following 
account—^which has been left entirely unaltered—^had been written. His attention 
was then drawn to a method described and tested with customary precision by the 
late Dr D. W. Dye**". 

In Dye^s method a very light coil is suspended so that it may rotate about a 
horizontal axis in the magnetic meridian, the plane of the coil being in the meridian. 
When supplied with alternating current of the resonant frequency, the coil vibrates 
in a manner similar to a coil-type vibration galvanometer under the influence of the 
vertical component of the earth’s field. The mid-point of the coil is situated at the 
mid-point of a Helmholtz coil system whose axis is vertical. 

A current supplied to the Helmholtz coil system is adjusted until the resonance 
vibrations disappear, when the vertical component of the earth’s field is exactly 
neutralized in the region occupied by the vibrating coil. The vertical component is 
calculated from a knowledge of the current and the dimensions of the coil system. 
Using the refinements possible at the National Physical Laboratory, Dye thus 
measured the vertical component with an accuracy of one part in twenty thousand. 

The apparatus now to be described enables both the horizontal and the vertical 
components to be rapidly determined with considerable accuracy. With the present 
construction the mean error of a determination is of the order of one part in a 
thousand, but with further refinements greater accuracy is obtainable. 


§2. THEORY OF THE METHOD 

The method of determining the vertical component, for which the apparatus 
was primarily designed, will be first described. In figure la^ XX represents a small 


1 


\ 




D 


Figure ja. 



Figure ib. 


cylinder of mu-metal, chosen because of its very high permeability in low fields, 
on which is wound a solenoid of thin insulated wire. The ends of the wire are brought 
to B and C, where they are soldered to the ends of two fine phosphor-bronze 
galvanometer suspensions, AB and CD. The whole system is then mounted so that 
AD lies horizontally and in the magnetic meridian, whilst the axis of XX is adjusted 
to be horizontal and perpendicular to the line AD. 

The passage of a current of a few milliamperes through the solenoid is sufficient 
to make the mu-metal, initially unmagnetized, a strong magnet. The vertical 
component of the earth’s field acts upon this magnet, which tends to set with its 
• D. W. Dye, Proc. P. S. A 117 , 434 (1927). 
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magnetic axis vertical, and, consequently, the cylinder is deflected. The deflection 
is reversed by reversing the current through AD^ and no deflection occurs if the 
vertical component of the earth’s field is annulled. 

The cylinder XX is mounted with its centre at the mid-point of a Helmholtz 
coil system whose axis is vertical, as shown in figure 2. A steady current is supplied 
to the coils, and by repeated adjustment of the current the vertical component of 
the earth’s field may be entirely compensated in the region occupied by XX, 
When this condition is satisfied no deflection of XX occurs on reversing the 
current in AD, If exact compensation is not attained, the direction of the deflection 
of XX on reversal of the current in the solenoid will depend upon whether the 
compensating current is too large or too small to annul precisely the vertical 
component. 






C’l 

Figure 2. To measure the horizontal component: planes of coils are vertical with meridian on 
line ABC (i.e. the figure is plan view). To measure the vertical component: planes of coils are 
horizontal, with meridian perpendicular to plane of paper at B (i.e. the figure is an eleva¬ 
tion). The magnet suspension is at B and perpendicular to plane of paper. 


It is therefore possible to determine when exact compensation is attained, and 
hence, from a knowledge of the compensation current and the geometric constants 
of the Helmholtz coils, to calculate the magnitude of the vertical component of 
the earth’s field. The several factors upon which the sensitiveness of the apparatus 
depends will now be described. 

Let I be the intensity of magnetization of the mu-metal cylinder, a its area of 
cross-section and / its length. Let the mass of the cylinder and solenoid be m, and 
suppose that the centre of gravity is at a distance x from the line about which the 
cylinder turns. Let the axis of the cylinder make an angle d with the horizontal, 
and let the angle between the line from the centre of gravity perpendicular to the 
axis of rotation and the horizontal be when the magnetization is such that the 
vertical component of the earth’s field gives rise to forces in the directions shown 
by the arrows in figure ib. 

Then, for equilibrium, 

(i). 


vial cos d + n^x cos <l> — Ty 
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where V is the vertical component of the earth’s field, T is the torsion constant of F, T 

the system and y is the angle through which it is twisted. The forces need not, y 

of course, be coplanar. On reversing the magnetizing current the magnetic forces 
shown in figure ih are reversed, the angles 0 , ^ and y are decreased by 80 , and we 80 
now have 

- Flat cos (0 - 80 ) + mgx cos — 80 ) - T (y - 80 ) .(2). 

Subtracting (2) from (i), we have 

Via/ {cos 0 + cos (0 - 80 )} h mgx {cos (f> — cos (<^ — 80 )} == T 80 y 
or, since 80 is small, 

Vial {2 cos 0 -f- 80 sin 0 } — mgx 80 sin ^ 7 ' 80 , 

whence 

80 zVIal cos 0 /( 7 ’ -f mgx sin <l> - Vial sin 0 ) .(3). 

Under the chosen experimental conditions the axis of the cylinder is practically 
horizontal, i.e. 0 - 0. Also, when the vertical component of the earth’s field is 
almost compensated, the field V must be replaced by a small field, 8F, and we have SV 

80 28VIal/{T f n^x sin (^) .(4). 

The second term in the denominator of equation (4) may be made vanishingly 
small by decreasing x by the method described below, so that, in the limit, we 
may write 

S 0 --- 28 F/fl// 7 ’. 

Hence the sensitiveness of the apparatus may be increased by increasing I —which 
means the use of solenoids of many turns—by increasing the dimensions of the 
cylinder, and, finally, by decreasing the torsion constant. 

I’he value of 1 is limited by the magnitude of the current which may be passed 
through the solenoid together with the high demagnetization factor of the cylinder. 

The latter determines to some extent the dimensions of the cylinder, which are 
also limited by the mechanical strength of the suspension and by the fact that, 
unless the cylinder is small, it does not lie within the region over which the field 
produced by the Helmholtz coils can be regarded as constant. In fact, given that 
the position of the centre of gravity of the system has been properly adjusted, the 
torsion constant of the suspension is the factor which mainly governs the sensitive- 
ness of the apparatus. 


§3. EXPERIMENTAL DETAILS 

Figures 3^7, 38 and y represent respectively the elevation and plan views of 
the actual apparatus as arranged for the determination of the vertical component. 
The frame was constructed of non-magnetic brass. From figures 3a and 38, it will 
be seen that the tension of the suspension could be adjusted by means of the screw 5 , 
which passes through a square hole in the brass pillar P, 

The axis of the cylinder XX could be brought into a horizontal position by 
means of the torsion head T. The latter passed, as shown, through an ebonite bush, 
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and it was in electrical communication with the insulated terminal, . A second 
terminal, /?2, directly screwed to the brass support, allowed a current to be sent 
through the suspended system. 

The electrical arrangements are shown in figure 4. A shunted millivoltmeter 
was used for measuring the current supplied to the Helmholtz coils. The latter 
were each of 30 turns of mean diameter 40 cm. Their centres were fixed (for con¬ 
venience) 17-2 cm. apart in all experiments. The millivoltmeter was frequently 
calibrated and its shunt often changed so that the current determinations were free 
of bias. 

The levelling screw L together with two projections / /, from the left-hand side 
of the base, figures 3^ and 3^, enabled the suspension AD to be arranged as nearly 




lOtm. 


Figures 3a, 3ft, 3^. 


horizontal as the slight sag, which was inevitably present, permitted. The dimensions 
of the frame were chosen with the view of making this sag as small as possible 
without greatly diminishing the sensitiveness. 

In the diagrams a simple device for clamping the suspended system, when in 
transit, is not shown. Two pointers, attached to the base of the instrument vertically 
below the line AD, which were particularly helpful in fixing the position of the 
apparatus with respect to the magnetic meridian, are likewise not shown. A card¬ 
board case provided with mica windows was used to shield the suspended system 
from the effects of air currents. 

No electromagnetic or frictional damping devices were necessary to bring the 
suspended system to rest, as with a little practice it was easy to determine the 
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equilibrium position when small oscillations persisted, and large oscillations were 
easily reduced by proper manipulation of the reversing switch shown in figure 4. 

The cylinder XX was 1*5 cm. long and 1*4 mm. in diameter. These dimensions 
satisfied the conditions mentioned in the discussion of the theory of the method. 
Several such cylinders were wound and mounted, and experiments were made with 
those referred to as nos. i, 2, 3 and 4 respectively. The solenoids on nos. i and 2 
were wound by hand, the ends of the wire being looped as in figure 5, and then 
drawn taut. No. i was wound with 40 turns of no 36 s.w.g. copper wire, and no. 2 
with 80 turns of no. 42 s.w.g. eureka wire. The wire was double-silk-covered and 
was passed through molten paraffin before being wound, in order to ensure more 
perfect insulation. 

The solenoids on cylinders nos. 3 and 4 were wound on a lathe. A small hole 
was bored through the middle of each cylinder, and the solenoid was wound in 
two layers. The winding was started at the middle of the cylinder. Half of the 



Figure 4. 



cylinder to one side of the hole was completely wound and then the other half, 
the free end of the wire being passed through the hole. Special precautions were 
necessary to prevent short-circuiting of the solenoid where the wires passed through 
the hole. Cylinder no. 3 was wound with 160 turns of no. 42 s.w.g. eureka wire, 
and cylinder no. 4 with 140 turns of no. 36 s.w.g. copper wire. 

On mounting the suspension it was generally found that the centre of gravity 
of the system was too far below the line AD, The centre of gravity was therefore 
raised by attaching small quantities of molten picein or of sealing wax to each end 
of the upper surface of the solenoid, until the period of torsional oscillation about 
AD became large. This was best done by loosening the screw 5 , lowering the 
system on to a support, and adding or removing wax with a hot copper wire. 
Cylinders nos. 3 and 4 were very symmetrically mounted and only required the 
addition of very small quantities of wax. 

The phosphor-bronze galvanometer strip suspension which gave satisfactory 
results was 0’0025 ^ 0*0005 ^^* cross-section, the lengths AB and CD being 
approximately those shown in figure 3. The mirror M was mounted with picein 
on the upper side of the cylinder, before adjustment of the centre of gravity. It 
was made from a small piece of microscope cover glass coated with platinum. 

The optical arrangements for recording the rotation of the cylinder are shown 
in figure 2. The scale was usually conveniently placed about 50 cm. from the 
mirror M\ this distance could, of course, be increased. A suspension was considered 
satisfactory if the reversal of a current of not more than 10 mA. in the solenoid 
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produced a deflection of about lo cm. on the scale when the vertical component 
of the earth’s field was not compensated. 

§4. SOURCES OF ERROR 

The first possible source of error to be discussed is the effect of the current in 
AD upon the poles of the cylinder. For the purpose of calculation, we may look 
t upon AD of figure 3^7 as a long straight wire carrying a current i. The pole strength 
of the mu-metal cylinder is lay and a force approximately equal to {2ij\l) la will 
act on each pole. Hence the system experiences a couple of electromagnetic origin 
equal to Since i and / always have the same sign, the sense of this couple is 
constant. 

The effect of the current in AD will therefore be to cause a constant displace¬ 
ment of the cylinder, but it cannot affect the determination of the vertical com¬ 
ponent unless / varies in magnitude with the direction of the current in the solenoid. 
In the experiments described below, the maximum value of i was 30 mA., and / was 
1*5 cm. Hence the maximum value of the couple was o*oo8 laL 

I'hus, even if the numerical value of / changes by as much as i per cent on 
reversal of the current in the solenoid, the deflection hO will only be proportional to 
0*00008 lal. Since it is easily possible to measure the compensating current to 
one part in 800, the limiting deflection due to uncompensated field is proportional 
to r/8oo lal or 0*0005 ^'he error due to the lack of constancy of I can only 
become important when measurements are made to an accuracy of greater than 
one part in 10,000. 

In any case, with a comparatively high field in the solenoid it is difficult to 
believe that the value of I can change by as much as i per cent on reversal. If, 
however, it is proved that the change is appreciable, then the error can be greatly 
reduced by running a wire parallel to and just below ADy so that the solenoid 
current passes along AD and returns through the lower wire, whose magnetic 
field will almost neutralize that of AD near the poles of the cylinder. 

Another source of error arises when the line AD does not coincide with a 
horizontal line in the magnetic meridian passing through the centre of the cylinder. 
A slight displacement of AD from the meridian can easily be shown to give rise 
to very little error. A slight displacement from the horizontal, however, gives rise 
a to serious error. For let AD make a small angle a with the horizontal. Then 
the horizontal component of the earth’s field may be resolved into components, 
H 11 cos a and H sin a, respectively parallel and perpendicular to AD. The latter com¬ 
ponent will produce a couple approximately given by // sin a. lal. If a is of the order 
of i^, this couple is approximately 0*004 he. about eight times greater than the 
smallest measurable current difference. There is, fortunately, every reason why 
a should be very much less than with an apparatus properly constructed and 
set up. 

In any case the error may be avoided by taking a further value of the com¬ 
pensating current with the whole apparatus turned through 180° in a horizontal 
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plane, when the direction of the couple due to the horizontal component of the 
earth’s field will be reversed, while the vertical couple remains unchanged. This 
rotation is much facilitated by the provision of the pointers mentioned in an earlier 
section, care being taken that the centre of the cylinder is always placed in the 
same position with respect to the Helmholtz coils. 

The most serious source of error arises if the ax^^ of the coils is not strictly 
vertical. If measurements correct to i part in 1000 are required, a slight 
departure from the vertical will not be serious, but for more accurate measurements 
it is clear that the coil system must be wound on an accurately turned cylinder 
which can be adjusted with its axis vertical. 

§5. EXAMINATION OF ERRORS 

The exact current necessary for the compensation of the vertical field may be 
found in two ways, either by successive adjustment until no deflection occurs on 
reversal of the solenoid current, or by interpolation from the deflections produced 
on reversal when the current in the coils is a little too small or a little too large. 
The first method was found to be much the easier and the more satisfactory, 
although, in the tests made, both gave identical results within the limits of experi¬ 
mental error. The first method was therefore always employed. 

In the following experiments the procedure usually adopted was for one 
observer to record the deflection produced on reversal of the solenoid current. 
A second observer adjusted the current in the coils until the first observer signalled 
that exact compensation was attained. The compensating current was then read. 
Two observers arc not necessary, but in these tests they made for more speedy 
progress. 

To investigate the presence of errors of the type described in the first portion 
of the last section, as well as any due to the heating of the suspension, the magnitude 
of the solenoid current was varied. The tests were confined to currents which 
produced a fairly high degree of magnetization of the mu-metal. For cylinder 
no. I the successive values obtained for the compensating current with a current 
of 12 mA. through the solenoid were 797, 79-9, 79-9 and 79*65, giving a mean value 
of 79*79 divisions on the shunted millivoltmeter. With a current of 30 mA. through 
the solenoid, and other experimental arrangements unchanged, the successive values 
were 79-8, 79*9, 79*8 and 79-7, giving a mean value of 79*80 divisions. There was, 
then, no change with the higher current, and since the corresponding scale de¬ 
flections were larger with the higher current, it was usually employed with cylinders 
wound like no. i. Heavier currents caused appreciable sagging of the suspension 
owing to expansion, and produced frequent changes of zero due to convection 
currents; they were therefore not employed. 

The errors due to the presence of the horizontal component of the earth’s field 
were next investigated; these should be very small if the cylinder is properly 
mounted. With the system on which the last tests were made, and a current of 
30 mA. through the solenoid, the following values of the compensating current 
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were obtained: 79*5,79*4 and 79*5 divisions. The apparatus was then turned through 
180® in a horizontal plane and the following readings were obtained: 79*6, 79*6s> 
79*6, 79*75 and 79*55 divisions. It was then restored to its original position, and 
the following readings were recorded: 79*4, 79*6 and 79*55 divisions. The mean 
values for the two positions were therefore 79*49 and 79*63 respectively, so that the 
final error due to the horizontal component of the earth’s field was certainly small. 
The value for the vertical component of the earth’s field obtained -from these 
determinations was 0*3931 gauss, a value consistent with the laboratory structure. 

Tests were also made with cylinder no. 3. The sensitiveness of the apparatus 
with this cylinder was very high, a deflection of about 30 cm. being recorded on the 
reversal of a current of 12 mA. in the solenoid when no current flowed in the 
Helmholtz coils. It was now not necessary to use more than 12 mA., owing to the 
large number of windings in the solenoid. 

With the apparatus in one suitable position the following values for the com¬ 
pensating current were obtained: 78*40, 78*35, 78*40, 78*30 and 78*30 divisions. 
The apparatus was then turned through 180° in a horizontal plane and the values 
now obtained were 78*50, 78*50, 78*55, 78*50, 78*50, 78*50, 78*35, 78*55 and 78*50 
divisions. It was then replaced in its former position and the values obtained were 
78*45, 78*45, 78 55, 78*55 and 78*55 divisions. The mean of all these values gave a 
value of 0*3926 gauss for the vertical component of the earth’s field. 

The first set of these readings gives a lower mean value than the last set. It 
should be recorded, however, that in the first set the zero error of the millivoltmeter 
was much larger than ever observed in any other set, probably due to a stray 
thermoelectric effect in the circuit. The first set may therefore be in error. If the 
mean of the second and third sets only is taken, the value of the vertical component 
obtained is 0*3929 gauss, which compares well with the earlier value of 0*3931 
obtained with the first system. The three sets of readings show, however, that the 
cylinder system was well mounted. 

In order to determine the magnitude of the error likely to arise through the 
line AD^ about which the cylinder turns, failing to coincide with a horizontal line 
in the magnetic meridian, the apparatus was purposely inclined at various angles 
to the horizontal. 

With cylinder no. 2, the levelling screw />, figure 3, was first screwed into the 
base to the maximum extent, so that the line AD made an angle of i"" 12' with the 
horizontal. With the apparatus so placed that the screw S was to the north of the 
cylinder, the neutralization current was found to be 81*27 divisions. The apparatus 
was then turned through 180"’ when the neutralization current was 79*89. On 
restoring the apparatus to the first position the neutralization current was 81*31 
divisions. The mean value for the two positions was therefore 80*59 divisions. 

The suspension was then made as horizontal as possible, by sighting, and the 
currents with the screw S north and south of the cylinder were now respectively 
79*88 and 81*25 divisions, the mean value being 80*57. It will be observed that 
the neutralization current for the first position had become the smaller. 

The screw L was then unscrewed to the maximum extent, so that the line AD 
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made an angle of 5° with the horizontal. The two neutralization currents were now 
77*82 and 83*53 divisions respectively, giving a mean of 80*68. Hence, for a 
displacement of over 6° a difference of only one part in 800 between the mean 
values was produced. 

This error may be made insignificant, for it is clear that for some setting of the 
apparatus the neutralization currents must be identical. In that event the line AD 
will be strictly horizontal if it lies in the magnetic meridian, which is practically 
the case. 

In determining this setting a simple graphical method was found very effective. 
The screw L was screwed in as much as possible and a datum line was marked 
upon its head. The neutralization current was measured with the apparatus so 
placed that L was to the north of the cylinder. The screw was then turned through 
one complete turn and the neutralization current was again measured. This pro¬ 
cedure was repeated several times. The apparatus was then turned through iSo"" 
and the measurements were repeated with L to the south of the cylinder. A set of 
results, obtained with cylinder no. 2, are plotted in figure 6. It will be seen that the 



Figure 6. Cylinder no. 2 . 

best position of the apparatus was that obtained by turning the screw L through 
3*2 turns from the zero position. This was done, and the values of the two currents 
were then found to be 8o-io and 8o*i8 divisions respectively, giving a mean of 
80*14. The values of the vertical component of the earth’s field calculated from the 
mean of the observations, from the graph of figure 6, and from the measurements 
with the best setting were respectively 0*3927, 0*3925 and 0*3928 gauss. 

Experiments on these lines were also made with cylinder no. 4, the current in 
the solenoid being 24 mA. Determinations of the neutralization currents were 
made for six recorded positions of the screw L. The value of the vertical component 
found from the mean of these six determinations was 0*3928, that found graphically 
was 0*3931, and, finally, that obtained from determinations when the apparatus 
was set in the most favourable position given by the graph was 0*3931 gauss. The 
corresponding graph was very similar to that of figure 6. 
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§6. COLLECTED RESULTS 

The results of the measurements with the various cylinders are given in the 
table. 


Specimen 

no. 

Date of 
determination 

V 

Remarks 

I 

11. V. 32 

0-3931) 

Zero error large 

3 

18. V. 32 

03926 y 

2 

27. V. 32 

0 - 3939 / 

Direct mean 

2 

30. V. 32 

f 03927 


1 03925 j 

Value from graph 



1 10*3928 

Best position 

4 

I. vi. 32 

f 0*3928 

Direct mean 


j 0*3931 

Value from graph 

1 

1 

1 0*3931 

Best position 


The last two sets of results are considered to be the most accurate. However, 
even the earlier results show that it is possible, without taking any rigorous pre¬ 
cautions, to determine the magnitude of the vertical component to within i part in 
400 in a few minutes. If higher accuracy is required, the procedure described in 
the preceding section may be used, and then the accuracy appears to be limited only 
by the accuracy of the current-measuring arrangements, the surface of the table 
on which the brass frame rests, and the accuracy of the winding of the Helmholtz 
coils. 

It should be recorded that the above experiments indicated that, provided care 
was taken to ensure adequate insulation of the wires drawn through the hole, the 
drilled cylinders such as nos. 3 and 4 were the most satisfactory. Moreover, the 
cylinders wound with no. 36 s.w.g. wire were much the easier to adjust and mount 
symme^ically, and they exhibited far fewer displacements of zero, which probably 
arise from slight changes in the positions of the thin ends of the solenoid. 

There appears to be no reason why the apparatus, including the coil system, 
should not be designed in a portable form suitable for work in the field. 

§7. DETERMINATION OF THE HORIZONTAL COMPONENT 

It is clear from the diagrams of figure 3 that the apparatus may also be used for 
the determination of the horizontal component of the earth’s magnetic field. This 
is important, for a value of this component can be conveniently obtained by an 
independent method, and hence the behaviour of the apparatus can be checked. 
From figure 3 it will be seen that it is necessary to turn the whole apparatus through 
90® in a vertical plane. The Helmholtz coils are now, of course, set with their axis 
parallel to the magnetic meridian. The axis about which the cylinder rotates is 
made vertical by means of the levelling screws Hi and H2. 

The sources of error associated with the measurement of the horizontal com¬ 
ponent are essentially those described in the earlier portion of this paper. The chief 
error is due to the effect of the vertical component of the earth’s field on the 
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mu-metal cylinder when the axis about which the latter rotates is not strictly 
vertical, A slight displacement of this axis from the meridian is relatively un¬ 
important, but its displacement from the vertical in the meridian gives rise to 
serious error. In the latter case, if the axis of rotation makes a small angle a with 
the vertical, the vertical component of the earth’s field can be resolved into com¬ 
ponents, V cos a and V sin a, respectively parallel and perpendicular to the axis of 
rotation. The latter component will produce a couple approximately equal to 
F sin a. lal If a is of the order of i this couple is approximately equal to 0*009 laL 

This source of error may be eliminated by determining the neutralization 
currents with the apparatus in two positions differing by 180° in a horizontal 
plane, the mean value of these two currents being equal to the correct neutralization 
current. The most favourable position for the apparatus may be found by the 
method outlined in an earlier section. 

For this, it is expedient to place the apparatus with the axis of the cylinder at 
right angles to the magnetic meridian and parallel to the line joining the screws i/i. 
The-centre of the cylinder coincides with the centre of the coil system. The sus¬ 
pension is rendered as vertical as.possible by adjustment of the screws and 
the suspension being sighted against two plumb-lines during the last operation; 
if the solenoid is well constructed this means that the axis of rotation is practically 
vertical. 

Let us suppose that in this position the mirror faces north. A datum mark is 
made on the head of the screw i/2, which may then be turned through a series of 
known angles and the corresponding neutralization currents may be determined. 
The apparatus is now turned through 180° in a horizontal plane, so that the mirror 
faces south, and the neutralization currents determined for the same series of 
positions of the screw H^. A set of such determinations is reproduced in figure 7a, 
cylinder no. 4 being used in this case because of its symmetry; the current in the 
solenoid was 24 mA. We see that the best position of the apparatus is obtained by 
turning the screw through two complete turns from the zero position of the table. 
This was actually the position in which the apparatus was initially placed by sighting 
with the aid of the plumb-lines. The correct neutralization current obtained from 
the graph was 35*90, and from the mean of the observations, 35*89 divisions. The 
value found from a series of observations specially taken with the apparatus in the 
best position was 35*90 divisions. The mean value of the horizontal component 
thus found was 0*1755 gauss. 

Figure 70 effectively illustrates the appreciable difference between the two 
values of the neutralization current for the two 180® positions of the apparatus, 
when the axis of rotation is tilted in a north-south plane. On theoretical grounds 
the effect of an inclination in the east-west plane should be much less. Such 
inclinations were produced by turning the head of one of the screws through 
known angles; a set of observations so obtained with cylinder no. 4 is reproduced 
in figure 76. The mean value of the neutralization current obtained from the 
graph of figure 76 is 35*93 and from the mean of the observations 35*98 divisions; 
the agreement is satisfactory. It will of course be recognized that the table on 
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which the apparatus shown in figure 3 is placed must be levelled as accurately as 
possible. 

The above determinations were checked by an entirely independent method. 
The apparatus shown in figure 3 was removed, and between the coils was placed a 
magnet and mirror system suspended by a very fine silk fibre. The neutralization 
current was now determined by a method described elsewhere’’*'. The dimensions 
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Position of screto {turns) 


Figure 7rt. Cylinder no. 4, north-south 
displacement. 



Figure 76. Cylinder no. 4, east-west 
displacement. 


of the magnet were very nearly the same as those of the mu-metal cylinder, so that 
the neutralization conditions should have been the same in both experiments, 
except that for the check determination the coils had to be rotated slightly. The 
corrected mean value obtained for the neutralization current for several displace¬ 
ments of the coils was 35*94 divisions; the check is satisfactory. 

If the axis of the Helmholtz coil system is not accurately horizontal and in the 
magnetic meridian, the experimental value of the neutralization current will be 
too high. Hence in an arrangement designed for very accurate determinations, 
both the coil system and the apparatus of figure 3 should be mounted on turn¬ 
tables. The coil table could then be placed in known positions and the position 
giving a minimum value of the neutralization current determined by a simple 
graphical method. 
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DISCUSSION 

Mr R. S. Whipple. Has the author considered the application of an instrument 
of this type to geophysical surveying? A higher degree of accuracy than the figures 
given in the paper would be necessary, but not improbably, with care in con¬ 
struction, this could be obtained. It would then be possible to use the same instru¬ 
ment in the field for the determination of the horizontal and vertical forces. 
Members might be interested to know that a Dye magnetometer has recently been 
constructed in which the Helmholtz coils are wound on metal formers, instead of 
on a marble cylinder as in the original instrument. In this way a portable instrument 
of high accuracy has been produced. 

Mr Guild suggested that, as a null method was employed, the magnetizing 
solenoid need not be part of the suspended system. With a fixed solenoid, a small 
piece of mu-metal could be used in the suspension. 

Author’s reply. In reply to Mr Whipple: I see no reason why the instrument 
should not be made with greater sensitivity than I have so far employed, in a 
portable form suitable for geophysical surveying; in fact, I think it could be made 
very compact indeed. 

In connection with Mr Guild’s suggestion, I would like to point out that the 
difficulties of construction would be very considerably increased in providing fixed 
solenoids to magnetize the mu-metal, and I think additional sources of error would 
arise. In any case, the clamping of the moving system would be much more 
difficult. 
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ABSTRACT, The specific heats of aniline and benzene are determined by measuring 
the electrical power E^jR necessary to hold the temperature of a calorimeter and its 
contents steady at various temperature-excesses 6 . A cooling curve is then taken in order 
to evaluate the constant K in the equation 

(MS+ W)Ke^ = E^IRJ, 

where S is the specific heat of the liquid at a temperature 0 above that of the surroundings. 
The specific heat of aniline at any temperature T between 20® C. and 50° C. is given by 

^ * 49 So + *000275 (T - 20) 4 *0000035 {T - zofy 

and that of benzene by 

^ == *3958 + *00125 (T - 20). 


§1. INTRODUCTION 

T here exists an increasing need for fairly precise values of certain thermal 
constants of organic liquids and solutions, which play an important part in 
technological processes—we refer especially to specific heats, specific volumes 
and latent heats. In this communication we confine ourselves to a measurement of 
specific heat and its temperature-variation over a moderate range. 

A glance at the relevant entries in the standard books of tables shows that the 
figures quoted in them must be of very doubtful value*, so that it becomes necessary 
to consult the actual papers, and to assess for oneself the reliability of the final 
figures. We may say here that, in comparing our figures with those of other 
experimenters, we have retained only the results of Messrs Williams and Danielsf 
for benzene, which were obtained by the use of an adiabatic calorimeter, and of 
Dr H. R. LangJ, who used the continuous flow method, for aniline. 

We believe that there is room, and need, for an experimental method which 

♦ For instance, Landolt and Bomstein give for the specific heat of aniline, 0*510, 0*499, 0*491 
at 20® C. and for the specific heat of benzene, 0-4502, 0*441, and 0*438 at 50° C. 

t J- Amer. Chem. Soc, 46 , 903 (1924). t Proc, /?. S, A 118 , 138 (1928). 
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can be used in precision work and yet, in a simple form, give with such ordinary 
apparatus as is to be found in every reasonably equipped works laboratory, results 
that can be depended upon to i per cent or better. 

The method to be described does, we think, approximate to these requirements, 
and when it is used under the conditions we indicate the results may be depended 
upon, as far as the physical work is concerned, to at least i part in 500, which was 
the standard we set ourselves at the outset. 

Experience of the method has convinced us that, with standardization of 
corresponding accuracy, we may obtain results accurate to i part in 1000, Our 
results are certainly reproducible to about that order with the present apparatus. 


§2. METHOD 


In brief, the method consists in supplying by means of a heating coil, and 
measuring, the power necessary to hold a copper calorimeter and its contents at 
temperatures, for example, 5°C., 10° C., 15® C.... higher than that of the sur¬ 
rounding medium, which is usually kept at about room-temperature. After the 
calorimeter and its contents have been raised to a temperature of about 50® C. the 
power is switched off, and a cooling curve is taken. This completes the experimental 
observations. 

Then at any temperature 0 ° above that of the surroundings, if the power 
required to hold the temperature stationary is E^jR watts, we have 


-f- -<««+»■)* 


JR 




where / has the value 4-186 or 4-1845, according as a watt is defined as 10^ ergs 
per second or in terms of the international ampere. In our case the appropriate 
value is 4-1845, although to the order of accuracy contemplated in these experiments 
the difference between the two values is without numerical significance. 

- dQjdt in the above equation represents the rate of loss of heat from the 
calorimeter and contents, M the mass of liquid contained in the calorimeter whose 
water-equivalent is IF, and S the specific heat of the liquid at the given temperature. 
If, now, we can show that 


and can determine the values of K and «, we have 


{MS i-W) Kd^ = E^IRJ .(2) 

as the equation which gives the specific heat 5 at a temperature 6 ° above that of 
the surroundings*. For each value of E^jR we can work out a value of 5 at the 
corresponding temperature. The unit in which S is measured is the 15° C. calorie. 


* It is the fact that we are enabled to express - dBjdt as a simple function of 6 which gives the 
method its power. But it must not be assumed that we claim any generality for the five-fourths- 
power law. We say no more than that it holds with very considerable exactness for the liquids which 
we have tested over the range 20° to 50® C. It may be necessary to search for a function of another 
form in other tests. The value of K with our particular calorimeter varies, of course, with the nature 
of the liquid in the calorimeter. 


E,R 


K,n 
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§3. EXPERIMENTAL ARRANGEMENTS 

The simple arrangement adopted is shown in figure i, which is almost self- 
explanatory. The copper calorimeter which is supported as shown, is 14 cm. 
from the base to the flange, has an internal diameter of 10 cm. and is about 0*45 mm. 
thick. The width of the flange is about 1*25 cm. The lid B, to which is attached 
the coil C with its current leads D and potential leads E and the stirrer F, is screwed 
down to the flange during the course of an experiment, a thin film of grease being 
placed on the flange beforehand. G is a casing containing the ball bearings for the 
stirrer. The thermometer is inserted at H. 



The calorimeter is surrounded at a distance of about 8 cm. from its walls by 
a cylindrical double-walled tank I which contains water at room-temperature and 
serves to define the ‘‘temperature of the surroundings.’* In any one run this 
temperature never varied by more than 0-03® C. The stirrer was motor-driven at 
such a rate as to cause no appreciable rise of temperature during the period of an 
experiment. Nevertheless, the stirring was sufficiently vigorous to ensure ap¬ 
preciable uniformity of temperature throughout the mass of liquid. This was tested 
by systematically exploring the liquid by means of a sensitive thermocouple. 
Whatever the relative positions of the junctions, no difference of temperature so 
great as 0’i° C. could be detected at any stage of the heating. 

At one stage of the proceedings, it was deemed that an exact knowledge of the 
temperature of the radiating surface of the calorimeter would be necessary, and 
experiments were made to test the temperature-gradient through the calorimeter 
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walls by soldering thermo-junctions inside and outside. It was found that a slight 
difference of temperature was established which increased with the temperature- 
excess of the contents of the calorimeter as shown in table i. 

Table i 


Temperature- 
excess (° C.) 

2-90 

9-27 

12-86 

i8-43 

22-87 

29*61 

Temperature- 
difference (° C.) 

0-00016 

0-00019 1 

j 

0-00021 

0-00024 

0-00029 

i 

1 

1 0*00031 


The thermometer used for reading the temperature of the liquid in the calori¬ 
meter was graduated in tenths from — 5° to 50° C. with an auxiliary scale at 100° C. 
It was an excellent instrument, supplied by B. Black and Son. It was standardized 
by comparison with a first-grade thermometer possessing a N.P.L. certificate. 

The coil was of eureka wire and had a resistance of o* i loi Q. Its resistance was 
determined by comparison with a standard half-ohm coil. The temperature- 
variation of its resistance was neglected. 

The potentiometer used was a simple Gambrell instrument and was calibrated 
in the ordinary way. Both the resistance-comparisons and the measurement of 
the potential difference at the terminals of the heating-coil were made on this 
potentiometer, which was standardized by means of a Weston cell. 

Current was supplied to the heating-coil from a battery of secondary cells of 
capacity 50 ampere-hours, arranged in three rows in parallel, with two cells in 
series in each row. 


§4. THE NATURE OF THE COOLING CURVE 

It may be well to mention here that, although it is usually considered unwise to 
read temperatures on a falling thermometer, we have nevertheless found no 
difficulty in obtaining a very smooth experimental curve, and in reproducing our 
results to a high order of accuracy. This is probably to be attributed to the slight 
but continuous shaking produced by the stirring. 

A typical curve is shown in figure 2 and is designated curve A. The ordinate 
scale for this is shown under A on the y axis. 

As is well known, the rate of heat-loss (— dQjdt) from a vertical wall, cooling 
under clearly defined conditions by natural convection, is proportional to the 
five-fourths (J) power of the temperature-excess. In this experiment, the calori¬ 
meter is losing heat very slightly by conduction, very slightly by radiation (this 
loss being minimized by highly polishing the external surface) and mainly by 
convection. We find, however, purely empirically, that the rate of fall of temperature 
(— ddjdt)y and not the rate of heat-loss, is connected with the temperature-excess d 
by the equation 

- dejdt - 


( 3 ). 
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Whatever the regime, equation (i) holds at any stage of the cooling; and 
combining this with (3) we have, under the conditions of cooling just specified^ 

(MS-f W)Ke^ ^E^jRJ .(4) 

as the equation from which to determine the specific heat S at any temperature- 
excess 9 , 

We have now to consider how we establish the validity of (3). This leads by 
integration to 

r* - 00 ^ = IKt .(5), 

where Js the initial temperature-excess corresponding to the zero value of t. 
Experiment has furnished us with a series of values of 9 and t. Hence if we plot 



Figure 2. Ordinates of curve/I are °C., ordinates of cuive B arc ^ 

9 ^ against t we obtain, if (3) holds, a straight line, the slope of which determines 
Such a line is the line B in figure 2; its ordinate scale is to be found under B on 
the y axis. 

K may also be determined by a simple application of the rule of least squares 
to (5), and, in practice, we employ both methods. The graphical method, however, 
serves to test the equation as well as to determine K, It has been suggested that, 
in the very moderate temperature-range with which we are concerned, the form 
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of the law employed is a matter of secondary importance. It would not be difficult 
to devise a method by which, without assuming the {-power law, equation (3) 
might be tested by putting n for { and determining its value experimentally. But 
we have thought it sufficient to assume the quasi-Newtonian form — ddjdt = Kd and 
to make a plot of log 0 against /, using our experimental data. The resulting line 
shows appreciable curvature, and indicates that the Newtonian law is certainly not 
applicable. The agreement between the observed and calculated values of 6 using 
the J-law is shown for an experiment with aniline in table 2. 

Table 2 




B calculated 

B calculated 

t 

d observed 

from Ki 

from K2 

(sec.) 

re.) 

CC.) 

ec.) 

0 

3069 

— 

— 

2700 

20*15 

20*11 

20*14 

3660 

17*44 

17*49 

17-46 

4500 

15-48 

15*53 

15*51 

6000 

12*68 

12*69 

12*67 

7200 

10*76 

10*84 

10*82 

8460 

9*23 

9*28 

9*26 

9900 

7*77 

7*8i 

! 7*80 

11400 

6*59 

6*57 

6*56 

12600 

5*75 

5*76 

5*75 

13800 

5*07 

5*07 

5*06 

15000 

4*49 

4*48 

4*47 

15600 

4*21 

4*22 

4*21 

17800 

3*36 

3*38 

3*37 

18300 

3*19 

3*22 

3*22 

i 95 <^ 

2*88 

2*89 

2*89 

22000 

2*33 1 

2*32 

2*32 


[/Cj found graphically - *07004 x 10“®; /C3 calculated by the method of least squares — *07012 x io~*.] 


§5. THE WATER-EQUIVALENT OF THE CALORIMETER 

The water-equivalent of the calorimeter was determined by filling the calori¬ 
meter with water, and performing an experiment similar to that described. The 
experiment provides a fairly stringent test of the method, inasmuch as the water- 
equivalent is but about 12 per cent of the water-equivalent of the whole mass. 
After carrying out the experiment as indicated, and using the equation 

we found that the water-equivalent increased linearly with the temperature. The 
International-Critical-Tables values of the specific heat of water S^, at the respective 
temperatures were used for calculating the results. 

The relation between W and T can be expressed by 

=Wo{i + *0005541), 

where T is Centigrade temperature on the thermodynamic scale. 

The agreement between the observed and calculated values of W is shown in 
table 3. 

PHYS.SOC. XLV,2 
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Table 3 


Temperature T 

22-05 

26-33 

33*31 

38-32 

40-63 

45*25 

W observed 

71-22 

71*39 

71-67 

71-87 

71-99 

72-21 

W calculated 

71-16 

7129 

71-61 

71-86 

71*93 

72-05 


The calorimeter is almost completely of copper. 8, the specific heat of copper, 
is given very closely by the following relation* 

8 - -09088 (1 + -0005341T— -000000487^) 
between 0° C. and 100° C. 

It will be seen that, although the water-equivalent of the calorimeter is but a 
small fraction of the whole water-equivalent, the method is sensitive enough not 
only to determine its value, but also to indicate fairly closely the magnitude of the 
temperature coefficient. 

The water-equivalents used in subsequent calculations are, of course, those 
appropriate to the temperatures concerned. 



Figure 3 .t Aniline: Ferguson and Miller’s results, A ; Lang’s results, B, 

• E. H. Griffiths and E. Griffiths, Phil. Tram. 213 , 119 (1914). Proc. R. S. 88, 549 (1913); 
90 , SS 7 (1914)- 

t Amended: see the discussion, p. 207. 
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§6. RESULTS FOR ANILINE 

Although aniline has been widely used as a test liquid, it is by no means an 
ideal liquid on which to test a new method; it is hygroscopic and it polymerizes* 
The aniline used was of research quality and was dried over calcium chloride. 
It was then distilled and was collected in a closed flask which had previously been 
cleansed and dried by passing warm dry air through it for a considerable period. 
The calorimeter after being polished was similarly treated, and the aniline was 
transferred to the calorimeter by a siphoning process which involved practically 
no contact with undried air, the air which entered the storage flask as the aniline 
escaped being drawn over calcium chloride. The experiment was carried out as 
described, with the results as tabulated below in table 4. In this and other tables, 
T stands for Centigrade temperature, and 6 for the temperature excess. 

Table 4 

(a) Heating eocperiment 


Mass of liquid 1099*30 gtn. 


E^/R 

(W.) 

Temperature 
or sur¬ 
roundings 

r c.) 

Temperature 
of calorimeter 

r c.) 

Temperature- 

excess 

C c.) 

Water- 

equivalent 

W 

Specific 

heat 

S 

0*6688 

17*18 

2o-o8 

2*90 

71*16 

0*4951 

2*8687 

17*18 

26-45 

9*27 

71*47 

0*4969 

4*3278 

17*19 

30-05 

12*86 

71*55 

0*4981 

6*8024 

17*20 

35-63 

18*43 

71*67 

0*5000 

8-9541 

17*20 

40-07 

22-87 

71*97 

0*5019 

12-4512 

17*21 

46-82 

29*61 

1 7229 

0*5054 


\Ki found graphically ~ 0*07004 x 10“*; found by the method of least squares = 0*07012 x lo*"*.] 

(i) Cooling experiment 


Temperature 
of calorimeter 

r c.) 

Temperature 
of sur¬ 
roundings 

r c.) 

Time t 
(sec.) 

Temperature 
of calorimeter 
(° C.) 

Temperature 
of sur¬ 
roundings 
(° C.) 

Time t 
(sec.) 

47-90 

17-21 

0 

22-95 

17*20 

12600 

37-36 

17-21 

2700 

22-27 

17*20 

13800 

34-65 

17*21 

3660 

21*69 

17-20 

15000 

32-69 

17*21 

4500 

21-41 

17-20 

15600 

29-89 

j 17*21 

6000 

20-54 

17-19 

17800 

27-97 

17*21 

7200 

20*38 

17-19 

18300 

26-43 

17*20 

8460 

20*07 

17-19 

19500 

24-97 

17*20 

9900 

19*52 

17-19 

22000 

23-79 

17*20 

11400 





A second experiment gave almost identical figures for S, and these together 
with the values found by Dr Lang are shown in table 5 below.*' 

• In his paper Dr Lang’s results are given in terms of the 20® C. calorie. In table 5, however, 
the values have been recalculated in terms of the 15® C. calorie. See the Siscussion, p. 207. 

14-2 
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Table 5 
Experiment 1 


T 

2o-o8 

264s 

3005 

3563 

40-07 

46*82 

S (F. and M.) 

0*4950 

0-4969 

0*4981 

0*4999 

0*5019 

0-5054 

S (H. R. L.) 

0-4945 

1 0-4965 

0-4976 

0*4997 

0*5017 

0*5052 

. 


Experiment 2 


T j 

i 8-4S 

-- 

2406 

28*24 

36*96 

40-59 

49-62 

S (F. and M.) 1 

0*4947 

0*4961 

0-4972 

0*5005 

0*5019 

0-5073 

S (} i , R. L.) 

04^)43 1 

! 0*4957 

0-4971 

0*5003 

0*5020 

0-5074 


Our results are very satisfactorily represented by the equation 
S - o*495o H- 0*000275 {T — 20) + 0*0000035 
and agree with those of Dr Lang to about i part in 1000. The results are shown 
graphically in curve A of figure 3, where the D’s and A’s represent our values 
for experiments i and 2 and the circles represent Dr Lang’s values, the curve for 
these being designated JS. 

The values of the specific heat of aniline calculated from the formula just given 
are compared with the observed values in table 5 a. 


1 

T 1 

Table 5 a 

S observed 

S from forr 

1 

2008 

0-4951 

0*4950 

1 

26*45 

0*4969 

0*4969 

1 

30-05 1 

0*4981 

0*4982 


3563 ' 

0*5000 

0*5002 


4007 

0*5019 

0*5021 

1 

46*82 1 

0-5054 

1 0*5053 


§7. RESULTS FOR BENZENE 

The benzene used was guaranteed free from thiophene or sulphur and was 
tested for freedom from thiophene by the fact that isatin dissolved in sulphuric 
acid showed no blue coloration when shaken with the benzene. Freedom from 
sulphur was indicated by the fact that no discoloration of mercury took place when 
the benzene had been shaken with concentrated sulphuric acid. 

The benzene was fractionally crystallized, the portion employed in our experi¬ 
ments melting at 5’48° C. It was transferred to the calorimeter, with precautions 
similar to those just detailed, and the experiment was carried out in the manner 
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described. The results of two independent runs are given in table 6, and the values 
obtained by Williams and Daniels are appended for comparison. 

Although not overtly stated, it may be inferred from Williams and Daniels’ 
paper that the results are in terms of the 20° C. calorie. The results obtained by 
these two experimenters are shown in curve B, and our results on curve A of 
figure 4. 



Figure 4. Ferguson and Miller’s results, A ; Williams and Daniels’ results, B, 

Table 6 


Experiment i 


T 

2261 

2562 

30*69 

39-51 1 

43*93 

48-56 

S (F. and M.) 

0*3993 

0*4025 

0-4092 

0-4220 1 

0-4264 

0-4321 

j S (W. and D.) 

0*4015 

04044 

0-4106 ' 

1 

0-4236 1 

0-4280 

0-4336 


Experiment 2 


T 

24-03 

28-65 

34-80 

42-83 

48*89 

S (F. and M.) 

0 4008 

0-4066 

04147 

0-4252 

0*4325 

S (W. and D.) 

0-4022 

0-4081 

0-4162 

0-4278 

0-4340 


The results, which on the average differ from those of Williams and Daniels by 
about I part in 500, are very fairly represented by the equation 

s = o-39Sg + 0-00125 (T - 20). 
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The values of the specific heat of benzene calculated from the formula just 
given are compared with the observed values in table 6 a, 


Table 6 a 


T 

22 61 

25*62 

30*69 

39 51 

43*93 

4856 

S observed 

0*3993 

0*4025 

0*4092 

0 4220 

0*4264 

04321 

S calculated 

0 3995 

0*4026 

04093 

0 4221 

0*4265 

0*4322 


It would seem that the method is not without its advantages. It is easy in 
application, is fairly rapid, does not demand any excessive quantity of liquid, and 
may, with simple apparatus of the ordinary laboratory type, give results which are 
of accuracy greater than i per cent. Our own figures, we think, may be depended 
on to I part in 500 and we hope to improve the accuracy and range of our apparatus 
so as to obtain values for the specific heats of a number of important liquids over 
the range of their normal existence. The sensitivity of the method is considerably 
greater than we had hoped, and it has possibilities as one for determining, with 
precision, the variation with temperature of the thermal capacity per unit mass of 
water*^. At least, it affords a laboratory method for the determination of Joule’s 
equivalent which has some advantages over the standard electrical method of the 
text-books. 
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DISCUSSION 

Dr H. R. Lang. 'Phe authors have developed a simple calorimetric method 
that promises to give accurate results without difficulty. It is certainly a little dis¬ 
turbing to find that the usual elaborate precautions which are deemed necessary 
in calorimetric work of precision seem to have been omitted without any consequent 
appreciable decrease in accuracy. I am a little uncertain, however, about the 
efficiency of the stirring, and suggest that the authors should determine the tem¬ 
perature-gradient between the outside wall of the calorimeter and the centre of the 
liquid. 

The comparison of results expressed in different units is surely not quite just. 
One does not think of comparing lengths in centimetres and inches; it is not so 
very different, I venture to suggest, to compare measurements in different calories. 

* We have carried out some preliminary experiments to test this point, and have obtained 
\alues for the specific heat of water, over the range 20° to 50° C., in very close agreement with those 
obtained by Callendar and Barnes. We hope to extend the range of these observations in the near 
future. 
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I would therefore urge the authors to make the simple conversion, and to amend 
the tables and graphs before the paper is published in the Proceedings. It happens 
that the difference between the two calories accounts almost exactly for the diver¬ 
gence between the authors’ results and those of other observers. The authors have 
omitted to include the units of specific heat in their tables. This, I assume, is an 
oversight. 

Could the authors make a determination of the freezing-point of a sample of 
their aniline after an experiment? This would give a figure for the water content, 
and dispense with any assumption about its magnitude. I should be particularly 
grateful if the authors would make some measurements on aniline below 5® C. 
where my results were consistently peculiar. 

Finally, may I suggest to the authors, that in view of some experiments that 
my colleagues and I have carried out during the past few years, when they make 
their experiments with water above 50® C. they should take the greatest care to 
ensure that it is quite air-free and that no air can dissolve in it during the experiment. 

Dr Ezer Griffiths. This is an interesting development of the technique of the 
cooling-curve method of measuring specific heats of liquids. The authors have not 
referred to one useful feature of their method, namely that a single calibration will 
suffice for a series of different liquids, so that the method simplifies the problem 
of the heating-coil when corrosive fluids are dealt with. 

As regards the calorie to be adopted the position is as follows: 

A meeting of the International Union of Physics was held in Brussels in 1931. 
At this meeting discussion took place on matters brought forward by national 
committees. The British National Committee, represented by Sir Richard Glaze- 
brook and myself, submitted a proposal as to the definition of the calorie. As a 
result of the discussion on this and other proposals a sub-committee was appointed 
to deal with symbols, units, and nomenclature in physics and to report to the 
General Assembly. At the first meeting of this sub-committee. Prof. Kennelly 
being in the chair, the following resolution was agreed to unanimously: 

That this Commission recommends to the Executive Committee of the Inter¬ 
national Union of Physics that the following two propositions be communicated 
to the next General Assembly as recommendations from this Commission: 

(1) That the unit of heat when measured in units of energy be the Joule, 
defined as equivalent to 10’ ergs. 

(2) That the gramme-calorie be the amount of heat required to raise the tem¬ 
perature of one gramme of water from 14*5® to 15*5° of the international scale of 
temperature. 

Dr J. H. Brinkworth. I should like to ask whether the truth of the empirical 
law ddjdt = K 6 ^ was established for liquids having large temperature coefficients 
of specific heat. It seems that heat-losses of all kinds are effective in establishing 
this law, but the experimental conditions must be identical both during the 
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stationary-balance experiment and during the cooling. If during the latter the 
current used in the former is sent through one pair of potential and current leads, 
the conditions will be the same. 

Mr J. H. Awbery. Of the various calorimetric methods which have been 
suggested, the one in which the temperature of a surface is used as a measure of 
the heat-flow from it, by means of a special calibration, has been perhaps the least 
employed. Prof. Lees used it about 36 years ago for conductivity-measurements, 
but he did not regard it as very accurate. To apply this method to specific-heat 
work is even more difficult, because in this case the flow is not steady. The authors 
therefore made a great advance when in one step they overcame this difficulty, and 
made the method a precise one. This they did by the device of fitting a curve of 
defined mathematical form to the cooling or heating curve. In this connexion, 
may I ask the authors whether, in addition to proving that ddjdt = they also 
proved that dQjdt K'd^ ? It seems to me that, within experimental error, both 
might be true. 

A second point to which 1 would refer is in table i. It was valiant of the 
authors to try to measure such small temperature-differences, but surely the results 
only prove that the fall in temperature through the copper is negligible? Actually, 
each line of the table is a measure of the heat-flow and they hardly seem to bear 
out the 6 ^ power law. One quantity changes twofold when the other changes tenfold. 

The suggestion of using the method to study the heat-capacity of water is a 
very attractive one, and I doubt not that I shall be like many others in looking 
forward to the results. 

Mr J. H. CosTE. The method described is interesting as yielding the specific 
heat at a defined temperature, rather than, as is usually the case, over a small range 
of temperature. It is not quite clear from the description of figure i how much of 
the adjuncts of the calorimeter vessel are included in the water equivalent, or of 
what material the lid, for instance, is made; but as the calculated and observed 
values agreed so well the question is one of interest rather than importance. 

By their opening reference to organic liquids which play an important part in 
technological processes the authors may be considered to justify the statement that 
the method does not require any excessive quantity of liquid, but the volume used 
seems to have been rather more than a litre, which in many cases of only scientific 
interest would be a large amount to prepare. The value of the data for aniline 
would be more securely established if it could be Stated that the dry liquid boiled 
within certain limits, or if other more precise criteria than the statement that it was 
of ‘‘research quality’’ could be given. 

For an experiment where much depended on the temperature of the surroundings 
the means used to define this seem rather crude, as the thermometer shown in 
figure I only gives the temperature of the unstirred water in its vicinity, whereas 
the relevant temperature is that of the inner surface of the tank. Probably the 
mass of water in the jacket was very large and the room temperature very constant. 
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but a statement to this effect would be useful. The method appears to be capable of 
considerable precision and to be convenient. It would be of interest if the authors 
would use it to determine the specific heats of other pure organic liquids. 

Authors* reply. We desire to thank those who have contributed to the discussion 
for their very helpful comments. To the order of accuracy contemplated, we found 
the temperature-gradient to be negligible between all the very widely distributed 
points selected. We have adjusted the results obtained by different experimenters 
so that in the corrected pages all results are expressed in terms of the same calorie; 
but in the matter of specific-heat units we are proof against Dr Lang’s wiles, and 
refuse to be drawn into a discussion on that point. Dr Ezer Griffiths* remarks show 
very clearly the relations between the units involved. We shall bear in mind his 
suggestions in an extended series of observations which we may undertake. 

In reply to Dr Brinkworth’s remarks: The empirical law assumed has been tested 
for the liquids specified in the paper. It may happen that, with other liquids, a 
different form of / (0) must be assumed, but this will in no way invalidate the 
principle of the method. As Dr Brinkworth points out, the conditions in the 
“statical” and “dynamical” experiments must be identical. In experiments with 
different liquids K varies, of course, from liquid to liquid, even if the five-fourths- 
power law holds. 

No; we did not attempt to test whether — dQjdt-^ We propose to make a 
study of the rate of heat-loss a separate problem. We thank Mr Awbery for his 
kindly description of our attempt to find the temperature-gradient through the 
cylinder as “valiant.” Remembering a well-known line of Pope, we might well 
choose another epithet to describe our effort. As Mr Awbery quite correctly 
remarks, it simply shows that the temperature-drop through the copper is negligible. 

Wc thought that the method of determining the water equivalent showed 
clearly enough how much of the calorimeter and its adjuncts entered into the water 
equivalent. The material of the calorimeter was practically all copper, save for a 
brass flange to which the lid was attached. The liquids used were bought as of 
“research quality” and were dried, and fractionally distilled or crystallized in the 
ordinary way. As Mr Coste correctly surmises, the mass of water in the enclosing 
tank was very large, and, as the experiment was carried out in a secluded comer of 
the laboratory, constant temperature or, rather, very slowly varying temperature 
conditions were closely fulfilled. 

We hope to carry out experiments over a wide range of temperature, using a 
great variety of pure liquids. 
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ABSTRACT, In a previous communication to the Society the occurrence of wireless 
echo doublets was described and was provisionally attributed to the influence of the 
eartli’s magnetic field on the dispersive properties of the ionosphere. A more extended 
study of the subject, which has included an experimental determination of the polarizations 
of the doublet-components, has confinned this hypothesis. In South-east England, for 
ionospheric reflection at vertical incidence, the echo-component of lesser delay is, in 
general, of right-handed, and the component of greater delay of left-handed, circular 
polarization, but this temporal sequence should be reversed in the Southern Hemisphere, 
and in certain special circumstances in the Northern Hemisphere. 

§1. INTRODUCTORY 

I N the experimental study of the ionosphere"^ by electric wave reflection it is very 
frequently found that the reflected signal resulting from a single incident pulse 
consists of a doublet, the components of which are separated by a small time- 
interval. Appleton and Builderf, who described this phenomenon, suggested that 
it was possibly due to the influence of the earth’s magnetic field, the two components 
being, in fact, the two elliptically polarized waves of opposite rotational sense into 
which the incident wave is split by magneto-ionic double refraction. Much further 
work has been since carried out on this subject, the result of which provides strong 
support for this interpretation. Such work forms the subject of the present 
communication. 

§2. THE EXPERIMENTAL FACTS 

The first curve given by Appleton and Builder, in which the equivalent height 
of the upper reflecting region was plotted as a function of time, showed that as the 
night advanced the temporal separation of the components of the echo gradually 
increased. Owing to electron-limitation, reflection eventually ceased to be marked, 
but it was found that the echo-component of greater delay was lost, owing to this 
cause, earlier during the night than was the echo of shorter delay. On the incidence 
of sunrise, however, the re-appearance of the echo of shorter delay was observed 

* This is a convenient term, suggested by Mr R. A. Watson Watt, to connote the whole of the 
ionized regions of the upper atmosphere. 

t Proc. Phys. Soc. 44 ,76 (1932); see also Rukop and Wolf, Z,f. Tech, Phys, 18 , 132 (1932); and 
White, Nature^ 129 , 579 (April 1932). 
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almost half an hour before the other appeared. This evidence suggested very 
strongly that a greater concentration of electrons is required to return the longer 
delay component than is required for the shorter delay component. 

Various other experiments of the same kind have amply confirmed this inter¬ 
pretation, but perhaps another way of demonstrating the point is even more 
conclusive. One of the most useful indices of ionospheric conditions is a curve 
illustrating the relation between equivalent height of reflection and electric wave 
frequency. An example of such a curve is shown in figure i. The data for it were 
obtained in the period 2353 G.m.t. on April 29 to 0020 G.m.t. on April 30,1932, in 
experiments carried out between East London College and King’s College, London. 
It will be seen that the phenomenon of splitting is more marked the higher the 
frequency, and that the component penetrates the layer and is lost for a lower 



Figure i. Curve illustrating relation between equivalent height and frequency. 

Fi extraordinary; Fj" ordinary ray. 

critical frequency than is the case for The curve also suggests that even for 
the lower range of frequencies the phenomenon of splitting actually occurs, but, 
because of the small temporal separation, the components are not resolved. This 
point could perhaps be settled using signal pulses of very short duration indeed. 
It may, however, be mentioned that for conditions represented by, say, A in 
figure I the essentially double nature of the echo signal is often indicated by marked 
intensity-variations in the central part of the pulse, the variations of the beginning 
and end being by no means so marked. These variations of intensity are naturally 
explained as being due to interference between the two parts of the components 
which overlap in time, and the phase difference of which is gradually altering. 

Evidence derived from instances of multiple reflection also points very definitely 
to an interpretation in terms of the magneto-ionic theory. When the doubling of 
signals also occurs, the type of record obtained is that shown in figure 2 which is 
reproduced from our paper on wireless echoes of short delay. Here the received 
signal is shown as a function of time, the time scale being indicated by the lower 
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trace of frequency 1115 cycles per second. The crround signal G is followed by 
the component echoes and Fj" of the first order and later by the corresponding 
second order reflections and Fg". Now the fact that F/ and Fi" on their return 
to the upper atmosphere are not split again indicates that their polarization must 
be different from that of the waves incident on the layer at the first reflection. 
That they are reflected without further doubling does, in fact, appear to indicate 
that their polarizations are those which travel without change within the ionized 
medium. Also the fact that the temporal interval F/Fg' is less than the corre¬ 
sponding interval Fj^Fg" for the other component shows that and Fj" must be 
differently polarized. Observations on the relative intensities of the two echo- 
components made from a large number of records have enabled us to make the 
following statements. For conditions such as are indicated by B in figure i the 
component of greater delay is of lower amplitude than the component of lesser 
delay. This is presumably due to the effects of electron-limitation in causing 
impaired reflection. On the other hand, as conditions represented in point A in 



Figure 2. (The time scale shown under the record is that provided by 
an alternating current of 1115 

the same figure are approached, the intensity of the Fj" component relative to F^ 
increases and ultimately becomes the greater. This shows that the polarization for 
conditions represented by a point such as C is determined by the polarization of 
the stronger component F^". Now in some unpublished experiments carried out 
in 1930, using the frequency-change method of determining polarization, it was 
found that, for conditions in which splitting was not marked and for conditions 
such as may be represented by point C in figure i, the polarization of 100-metre 
waves reflected from the upper region was approximately circular and left-handed*. 
The combined evidence therefore indicates that the polarization of F^" is left- 
handed and that of F/ right-handed. 

Although our early observations on echoes, made in the summer of 1931, 
showed the phenomenon of splitting in its simple form, the returned echo being 
in the form of a doublet, much more complicated results were obtained during 
the winter of 1931-2 to be followed again by simpler cases in the summer of 1932. 
An example record of one of the more complicated types of splitting is shown in 
figure 3. It represents a case of reflection from the upper region, and was obtained 
at 0226 G.m.t. on November 26, 1931, with a wave-length of 90 metres. 

Although patterns of this type are sometimes so complicated as to be difficult 

* The observer is here supposed to be looking in the direction of propagation. 
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to unravel, it is always clear that the first part of the returned signal fits exactly 
on the portion of the (F,/) curve*. This fact strongly suggests that the pheno¬ 
menon is magneto-ionic in origin and that the first part of the complicated signal 
possesses normal characteristics and is therefore of right-handed polarization, the 
second and more complicated portion of the signal being associated with the left- 
handed component of greater delay. At the same time we may note that the more 
complicated type of splitting occurs only under conditions (e.g. winter and/or 
pre-dawn) when the ionization-gradient of the upper region is low. Further 
reference to this point is made below. 

In attempting to settle definitely the actual polarization of the two supposed 
magneto-ionic components, experiments were carried out with a new type of 
polarization analyserf. It will at once be seen that the problem of determining 
the polarization of two signal impulses which follow one another with a very short 
time-interval is quite different from that involved in previous polarization investiga¬ 
tions in which cases the frequency-change method and a sustained signal have 
been employed. For our present purpose it is not sufficiently convenient to 

G 


-> time 

Figure 3. 

determine the resultant polarization of either the combined effect of ground waves 
and downcoming waves or even of the resultant polarization of the two components 
on a suppressed ground-wave receiving system. The more straightforward way is 
to determine separately the polarizations of ground wave and of the echoes as they 
successively occur in time. This demands an indicator of very rapid response, 
such as the cathode-ray oscillograph. 

In the new type of radio-polarimeter, which has been developed at Radio 
Research Station, Slough, two similar frame aerials are used at right angles and 
the radio-frequency signals received on them similarly amplified, without change 
of relative phase, and applied to the two pairs of deflecting plates of a cathode-ray 
oscillograph. In this way the cathode-ray trace gives the relative amplitudes and 
polarizations of the ground signal and the subsequent echoes in succession. Since 
the pulses are emitted by the sender at a regular rate (50 per second) it is possible, 
by means of a suitably synchronized time base, to make the traces corresponding 
to the ground wave and echoes quasi-stationary on the oscillograph screen so that 
they may be examined by eye. 

* This IS a curve in which the equivalent path is exhibited as a function of the electric wave 
frequency 

t The basic idea underlying this method of polarization delineation was independently sug¬ 
gested by Mr R. A. Watson Watt and one of the writers. A very brief account of it has been given 
in the issue of The Wireless Worlds July 8, 1932, p. 17, 
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It was found that when the polarimeter was in adjustment the trace corre¬ 
sponding to the ground-wave signal was a straight line, indicating that its magnetic 
vector was linearly polarized. When downcoming waves from the upper region 
were also received it was found that in the day-time, when splitting was not in 
evidence, the echoes were of variable elliptical polarization with a predominantly 
left-handed rotational sense. When the echo consisted of a normal doublet, it was 
found that the components were approximately circularly polarized, the component 
of lesser delay being right-handed and that of greater delay left-handed*. (It 
was possible at times to note this effect up to echo doublets of the fifth order.) 
These experiments therefore confirmed directly our first interpretation of the 
nature of split echoes. 

§3. THEORETICAL EXPLANATION AND DISCUSSION OF RESULTS 

{a) The magneto-ionic theory of wireless propagation. In a discussion on 
“Atmospheric ionization” before the Society in November 1924! it was pointed 
out by one of the authors that if the conductivity of the upper atmosphere is due 
to electrons (and not to ions of molecular mass) the propagation of wireless waves 
in the ionosphere is very considerably influenced by the earth’s magnetic field. 
Gyroscopic terms in the dispersion equations, not considered in the ionic refraction 
theories of EcclesJ and Larmor§, become of importance, and many of the pheno¬ 
mena familiar in magneto-optics are to be expected. This magneto-ionic theory, 
as the revised treatment was called, has been developed mathematically, for the 
general case of propagation at any angle relative to the earth’s field, by Appleton ||, 
Goldstein^ and Hartree**. 

On the experimental side Appleton and Ratcliffeft have found that downcoming 
waves 400 metres in length are approximately circularly polarized with a left-handed 
sense of rotation in England, whereas Greenhas shown that, under exactly 
comparable conditions in the southern hemisphere, the downcoming waves are of 
opposite rotational sense. Such results have been explained as being due to the 
differential absorption of the two components of opposite rotational sense which 
travel in an ionized medium under the influence of the earth’s magnetic field, the 
absorption of the right-handed component being much* greater than that of the 
left-handed component for waves of 400 m. travelling in a direction making an 
acute angle with the imposed field (e.g. for downward propagation in England). 
But according to the theory already developed, this differential absorption of the 
magneto-ionic components should be the less marked the shorter the wave-length, 

* The rotational sense was found by advancing or retarding the phase of the signals received on 
one of the loops (by altering slightly the circuit tuning) and noting the effect on the circular traces 
on the oscillographic screen. 

t E. V. Appleton, Proc. Phys, Soc, 37 , 22 (1925); see also Nichols and Schelleng, Bell System 
Technical Journalt 4 , 215 (1925). 

X Proc, R. S. A, 87 , 79 (1912). 

II Proc, U. R. S, 1 , (Washington, 1927). 

•• Proc, Camb, Phil. Soc. 27 , 143 (1931). 
tx Nature^ 128 , 1037 (1931). 


§ Phil. Mag, 48 , 1025 (1924). 
Proc, R. S, A, 121, 259 (1928). 
ft Proc. R, S, A, 117 , 576 (1928). 
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so that for short waves we might expect to observe them both with comparable 
amplitude. 

The problem as perhaps best illustrated by taking a practical case of the 
reflection of, say, 80-metre waves at vertical incidence. We consider the propagation 
of the waves vertically downwards at an angle of (Jir - 8) to the magnetic field, 
8 being the angle of dip. For such a case the relation between the imposed field, 
its components, and the direction of propagation are as illustrated in figure 4. Here 
the magnetic field components, transverse and longitudinal to the direction of propaga¬ 
tion, are represented by Hj and Hj, respectively. H is the total magnetic force. 



Figuie 4. (The y axis is at right angles to the paper.) 


For such conditions the dispersion equation relating the refractive index n to 
the angular frequency p may be written 
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where = ynNe^lm-, p^- pi^Hiejmc. Here N is the number of 

electrons, of charge e and mass m, per cm? and c is the velocity of electromagnetic 
radiation in free space. This equation is valid for negligible or very small friction. 
The formula with the upper sign refers to the extraordinary ray and that for the 
lower sign to the ordinary ray. It should be noted that p#* is proportional to the 
ionization-content N. The corresponding formula for the polarization is 

Hy _ ippL (1 - li*) _ , . 

. 

where the appropriate value of ju’ is inserted from (i). 

A curve illustrating the relation between /it* and N for a case of the propagation 
of 80-metre waves vertically downward in South-east England has been kindly 
drawn for us by Miss A. C. Stickland of the Radio Research Station, Slough, and 
is reproduced in figure 5. 

(8) The two types of magnetic spUtting and their occurrence. Now in the pulse 
measurements in which the doubling of echo signals has been most studied, we 
are concerned with the separate arrival in time of the two components. Such a 
group separation of the components can readily be seen to occur in two ways. 
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We see from the above curve relating to N that the refractive index of the 
extraordinary ray is diminished to zero for a lower value of N than is the case with 
the ordinary ray*. This means that, for a layer the ionization of which increases 
with height, the reflection of waves at vertical incidence will take place at a lower 
level for the extraordinary ray than for the ordinary ray. Because of this we should 
expect echo pulses associated with the ordinary ray to arrive back at the ground 
a little behind the other component in time. Such a result is found in the most 
common type of splitting, and since it arises from the way in which the ionization 
in the upper atmosphere is stratified we call it “stratification splitting.’^ 



N X lo-® 
(electrons 
per cm.*) 


— —. extraordinary ray (/ng) 

" ■ — ordinary ray (/uj) 

[N, /x*) curves for A = 8o metres. (Infinity of at JV = 2*58 x 10®. Zero of fii&t N — 2 62 x 10®.) 


There is, however, another possible way in which the separation of the two 
components may take place. It is known that there are two ionized regions in the 
upper atmosphere and that, owing to the fact that the ionization in the upper region 
may be more intense than that in the lower region, waves which have penetrated 
the lower region may still be reflected by the upper region. In passing through 
the lower region, however, any signal pulse is retarded owing to the fact that the 
group velocity in an ionized medium is less than that in free space. In the case 
of the two magneto-ionic components, moreover, such group retardation will be 
diflFerential, and it may be shown from the dispersion formula given above that 
the group velocity of the extraordinary ray is, for the special conditions in which 
we are interested, less than that of the ordinary ray. The effect of electron ionization 
in the Kennelly-Heaviside layer (lower region) is thus to make the extraordinary 

* For the extraordinary rayj^* firat becomes zero when I (/>* PPn)* while the same con¬ 
dition is reached for the ordinary ray when pQ* = | p®. 
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component lag in time behind the ordinary component. “Group-retardation 
splitting,” as this type of separation may be termed, therefore tends to produce 
the opposite effect to that produced by “stratification splitting,” for stratification 
splitting retards the ordinary component behind the extraordinary component while 
group-retardation splitting produces just the reverse effect. 

It has already been noticed that the group-retardation effect due to the ionization 
in region E suffered by waves which are ultimately reflected by the upper region 
F is most marked for frequencies just above the critical range of values for which 
penetration of the lower region begins to take place. We should therefore expect 
group-retardation splitting to occur most readily for these same experimental 
conditions. This has actually been found to be the case in experiments carried out 
with the radio-polarimeter, and these conditions are, as a matter of fact, the only 
ones under which we have observed splitting of this type. More usually the effect 
of group-retardation splitting is more than neutralized by that of stratification 
splitting, so that the first echo-component experienced is right-handed and the 
second component left-handed in rotational sense. 

The dispersion curves illustrating the variation of with N immediately show 
that a greater value of electron-concentration is required for the ordinary ray than 
for the extraordinary ray to produce the condition /x* == 0 which we associate with 
reflection at vertical incidence. We have, in early morning tests, repeatedly found 
examples of this. The ionization is at that time increasing owing to the influence 
of the sun, and we find that, after electron-limitation has been causing the absence 
of echoes during the night, the shorter delay component is first noted and is then 
followed a few minutes later by the appearance of the second component. After 
this had been observed we were able to change to a shorter wave-length and see 
the process repeated. 

In our attempts to determine the frequencies which just penetrate the upper 
region at different times of the day, we have often had occasion to obtain data from 
which a curve illustrating the relation between the equivalent path of the atmospheric 
waves P' and the frequency / could be drawn (see for example figure i). These / 

curves show that for a given value of N the ordinary ray of one frequency, say /j, fi 

just penetrates the upper region while, at the same time, the extraordinary ray of 
another frequency /a has reached similar critical conditions. Now while, as has /a 

previously been mentioned, it is difficult to say exactly what are the deciding 
factors which determine reflection, we are fairly clear that the conditions for 
reflection must approach those indicated by But for frequencies greater than 

the characteristic gyro-frequency/^ (i.e. Hejzimc) the condition /a — o is reached fn 


for the extraordinary ray of frequency f when 

.(3), 

whereas the same condition is reached for the ordinary ray of frequency f when 

.(4). 
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The two frequencies must thus be connected by the relation 

. 

Since the frequency-difference (/i — /a) is small we see that it is approximately 
equal to or to about 070 Mc./sec. Now it is one of the striking facts of the 
experimental results that in all the (P\f) curves we have drawn in which the 
electron-limitation effect for the two components is shown, the frequency-difference 
corresponding to (/i — /a) is always of this order of magnitude, the mean experi¬ 
mental value for a large number of curves being o*8o Mc./sec. We believe therefore 
that this agreement between theory and experiment is additional evidence in favour 
of the magneto-ionic theory. 

The application of the magneto-ionic theory to the explanation of phenomena 
associated with the reflection of waves from region E has not proved so easy of 
interpretation as in the case of region F. It is known that, in general, waves 
reflected from the lower region are predominantly of left-handed polarization, and 
this has been attributed to the more marked absorption of the right-handed 
component during the passage of the waves through the lower and more attenuating 
part of the ionized region, which is situated below that at which the waves are 
reflected. The question whether the refractive process causes separation of the 
ordinary and extraordinary rays by stratification splitting in region F, in a manner 
similar to that found in the case of region F, is more difficult to settle. The ionization- 
gradient in region E appears to be greater than that in region F, so that simple 
stratification splitting as indicated by the temporal separation of the two components 
does not show up so readily. It can, however, be stated that splitting which appears, 
in the ordinary cathode-ray oscillographic delineation of echoes, to be of exactly 
the same type as that experienced for region F has been noted on many occasions, 
but we have not yet been able to make definite determinations of the sense of 
polarization of the two (or more) components separately. Certain phenomena noted 
under special circumstances, however, assume importance in this connexion. As 
has been described for reflection from region F, the effect of electron-limitation in 
a case in which the ionization is steadily decreasing is to cause the polarization to 
change from the predominantly left-handed rotational sense (when the polarization 
is determined by the greater amplitude of the ordinary ray) to the right-handed 
sense (when, owing to electron-limitation, the ordinary ray has penetrated the 
layer and only the extraordinary ray is being reflected). During sunset runs we 
have also sometimes found this to be the case for region F. Using a constant 
frequency the polarization of waves has at first been left-handed and later, as the 
ionization has decreased, has become right-handed. As the ionization has further 
decreased even the extraordinary ray has finally no longer been reflected, and full 
penetration of the lower region has taken place. Because of these magneto-ionic 
effects in cases of reflection from the lower region, and of the existence of 
group-retardation splitting for waves reflected by the upper region, we conclude 
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that the Kennelly-Heaviside layer contains a considerable proportion of free 
electrons. 

(c) The effects of friction. The expression (i) above for the refractive index of 
an ionized medium under the influence of an imposed magnetic field was derived 
for assumed non-dissipative conditions. When account is taken of the collisional 
friction suffered by the vibrating electrons the value of the refractive index cq, 
which is now complex, is given* by 


7)' 

2 (/>* + J/>0* - ip^) 


2Pl_ 




f)S- 


-ipv"^ sj ((p* - fpt* - ipv)* 

.( 6 ). 


where fi is now the real part of the refractive index, k the absorption coefficient 
and V the frequency of the electron collisions with gas molecules. As in (i), the 
upper sign refers to the extraordinary ray and the lower sign to the ordinary ray. 
The corresponding formula for the polarization is 


^-vi iP* - W - ipv) _ 1 

H, ' Ippr* ± #1-* (P* - W - ip^f}\ 


The two formulae (6) and (7) are therefore the most general representative equations 
of the magneto-ionic theory in terms of a ray treatment, and their elucidation and 
application constitute one of the chief problems of present-day wireless propagation 
theory. We can here only mention a few of the more salient deductions which can 
be made from them. 

In the first place (6) and (7) yield, as they should, formulae identical with those 
given by Lorentz for the special cases of transmission longitudinal and transverse 
to the imposed magnetic field. They also show that, for vertically downward 
propagation in South-east England at an acute angle with the earth’s magnetic 
field, as in our present problem, the left-handed component is less absorbed than 
the right-handed component. 

When friction is taken into account it is also possible to explain a difficulty 
which arises in the elucidation of the formulae obtained when friction is neglected. 
For the purely longitudinal type of propagation it is found from (i) that the 
refraction index of the extraordinary ray becomes zero when == | (p® - ppjj)^ 
while the same condition is reached for the ordinary ray when | + pps)* 

Both ordinary and extraordinary rays are, moreover, in this case circularly polarized 
for all values of p^K For all other directions of propagation, however, as has been 
mentioned above, the refractive index of the medium becomes zero for the extra¬ 
ordinary ray when po® == | (p® - PPu) when po* = f (P^ + PPh)» while the same 
condition is reached for the ordinary ray when Po^ = |p®. In the propagation 
transverse to the magnetic field the linear polarizations are maintained for all values 


cq 


fl, K 
V 


IS-2 


* Appleton, y. Imt. E, E» 71, 642 (1932). 
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of but for intermediate directions the polarizations change as the waves travel 
into regions of different For very small and very large ionizations (that is for 
small and large values of p^^) the polarizations of both components are circular, 
but in the region from p^^ | (pz ^ pp^) top^^ ^ ^{p^ ^ PPh) rapid variations take 

place, the polarizations of both ordinary and extraordinary rays being linear when 
Po^ ^ We therefore see that, when friction is neglected, longitudinal propaga¬ 
tion stands out as a special case, in that there are only two values of pQ^ for 
which the refractive index becomes zero whereas for all other directions there are 
three. 

A more detailed examination of the general formulae (6) and (7), in which 
friction is taken into account, shows that there is no real discontinuity between 
the longitudinal and the other cases. It is found that the nature of the type of 
friction is determined by the value of 2pf^ v/p^i^i a quantity which depends on the 
direction of propagation, the collisional friction and the earth's magnetic intensity. 
When the value of this quantity is small compared with unity, the propagation 
resembles more closely the transverse type. The polarizations then become plane 
for the conditions p^ =- Ip^^y while the refractive index for the ordinary ray 
approaches zero at the same point. On the other hand, when 2pj^vjpT^ is large 
compared with unity the propagation resembles more nearly the purely longitudinal 
type. The polarization does not then become plane for the conditions p"^ = f/)o^ 
nor does the refractive index of the ordinary ray approach zero for the same 
conditions. 

These considerations have a bearing on a question which has been discussed 
above. If the propagation, for conditions under which reflection takes place, 
resembles the transverse type, we have seen in equation (5) that the frequency 
difference (/j — /g) between the two frequencies which penetrate the region as 
extraordinary and as ordinary waves is equal to /h/i/(/i+/ 2)- If, however, the 
critical ratio 2pj^vlprp^ is much greater than unity, it is easy to show that under 
these conditions, which approximate to longitudinal propagation, the frequency 
difference (/j —/g) now becomes equal toor to 1*32 Mc./sec. The corresponding 
theoretical value for propagation resembling the transverse type, as has been 
shown, is about 070 Mc./sec., while the value obtained experimentally for the 
upper region is o-8o Mc./sec. Our knowledge of the values of v at various heights 
is somewhat uncertain, but there is little doubt that for the upper region, where 
V must be numerically 10^ or less, we are dealing with a case approximating to the 
transverse type. The experiments support this, since the experimental value of 
(/i •" is much closer to the transverse value of 070 Mc./sec. than to the longi¬ 
tudinal value of 1-32 Mc'./sec. For the lower ionized region, where v may be 
considerably higher, it does not appear possible yet to make any such corresponding 
decision with great certainty. 

{d) The limiting polarization of wireless waves as observed at the ground. It seems 
reasonable to assume that the polarization of waves received at the ground is the 
same as that which they possess when travelling through the lowest part of the 
ionized region from which they have emerged. For comparison with our experi- 
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mental results, therefore, we require to find the polarization for small ionization. 
Putting po® equal to zero in (7) we find 


Hy ^ • f_ 2pi{p- _ 1 

Hz W ± VIP/ + (P - i^Y)\ 


( 8 ). 


Further simplification of this formula depends on whether we have p >vovp <v 
for the region in which ionization falls to a low value. In the former case we have 


Hv^A _?PP/. _t 

H, IP/±V(P/ + 4 PM 

while in the latter case 

f__ 

H, (pT* ± V(pT^ - ipL^v^y 


( 9 ), 


(10). 


For our present case of the propagation of 80-metre waves vertically downwards 
in South-east England we have either in case (9) or in case (10) polarizations which 
are very nearly circular. It is not until propagation is nearly at right angles to the 
earth^s magnetic field that we find the limiting polarizations tending to change 
over to the linear state. We thus find that the experimentally observed circular 
polarizations are such as are to expected from the theory. 

If we compare the limiting polarizations with the characteristic polarizations 
which obtain at the regions of higher ionization where the waves are reflected, we 
are able to explain how it is that the extraordinary ray component is usually 
less distorted than is the ordinary ray component Fi\ For all values of the quantity 
zpivjpfi^ such as we have to deal with in vertical propagation in South-east 
England, the polarization of the extraordinary ray alters but little in its passage 
into and out of the ionized region. On entry it is circularly polarized, while, for 
the condition p,,^ == I (P^ ■" PPh) when it is reflected, we have == ipijpn^ 

which means that the polarization is still not very far from circular. The extra¬ 
ordinary ray travels therefore almost unaltered in polarization, as in the purely 
longitudinal type of propagation. On the other hand, matters are quite different 
for the ordinary ray. When this ray enters the ionized region it is circularly polarized 
and, unless zp^v/p./.^ is large, its polarization alters rapidly with increasing ioniza¬ 
tion*. Such alteration can only take place as a process of re-splitting. Under 
conditions of low ionization-gradient such re-splitting will be attended with an 
increase in the temporal duration of the signal pulse. This result will also be 
emphasized by a process of partial internal reflection, which is easily seen to be 
possible between the regions at which the refractive index becomes zero. An 
additional, though perhaps not predominant, effect may be due to the fact that, 
when dFjdf is large, the component frequencies of the pulse itself are very much 
separated, with consequent distortion. When both components are present this 
effect will, in general, be greater for the ordinary than for the extraordinary ray. 
Departures from a smooth ionization-gradient doubtless add to the complexities of 
the pulses, while temporal changes in N and H cause the rapid intensity-variations 
of the distorted pulses which are experienced at almost all hours of the night. 


• If zpj/lpj} < I the polarization changes from circular to linear. 
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DISCUSSION 

Mr R. A. Watson Watt. The authors have carried one important stage further 
the description and explanation of the increasingly complex phenomena of iono¬ 
spheric reflection which are revealed by increasingly powerful observational 
methods applied over extending ranges of time-of-day and season. The clarification 
of the conditions for “ stratification splitting” and for “ group-retardation splitting” 
and the. discussion of the relative complexity of the echo pattern for the ordinary 
ray-component are specially valuable features of the present communication. 

Mr R. H. Barfield. I think it would be of great interest to have some statement 
of the relative frequency of occurrence of the two types of echo pattern illustrated 
in figures 2 and 3 respectively. Is the possibility that scattering, as opposed to 
magneto-ionic splitting, might be an important cause of the phenomena of figure 3 
completely excluded? 

Authors’ reply. In reply to Mr Barfield’s first question we can only say that 
distorted echoes are almost always found under conditions where electron- 
limitation of amplitude is operative. This applies to both ordinary and extraordinary 
rays. As we have mentioned in the text, a low ionization-gradient favours the 
formation of complex multiplets. 

The fact that all parts of a distorted echo show definite circular polarizations, 
of one sign or the other, appears to rule out any explanation in terms of scattering 
alone, the magnetic field of the earth being neglected. The complex echoes with 
their ceaseless amplitude-changes may be taken as expressing the disorderliness of 
the electron distribution. We do, however, believe that each part of a complex 
echo represents partial reflection from a part of the medium which is large compared 
with a vacuum wave-length, so that, to that extent, we rule out scattering as 
usually understood in optics. 
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THE GENERATION AND RECEPTION OF WIRELESS 
SIGNALS OF SHORT DURATION 

By J. F. herd, A.M.LE.E., Radio Research Station, Slough 

Communicated by R, A. Watson Watt^ September 15, 1932. Read December 2, 1932. 

ABSTRACT, In the use of short-duration signals for investigation of the ionosphere, it 
is convenient to emit the signal pulses at a controlled rate and to receive them on an 
oscillograph giving temporal discrimination between the arrival of the ground ray and that 
of subsequent echoes. Simplification of recording technique can be obtained if, at the 
receiver, an oscillograph of the cathode-ray type is used in conjunction with a time-scale 
voltage whose rate of recurrence is exactly the same as that of the emitted impulses. The 
paper describes methods of utilizing the common frequency of an a.c. supply network to 
secure such synchronization. 

The arrangement is first described in connection with ticking-grid circuits at the emitter 
and as a linear time-base device at the receiver. Alternative linear time bases using mercury- 
vapour triodes (thyratrons) are then discussed, and these circuits are combined with known 
means of obtaining a circular time scale to produce a spiral time scale affording wide 
temporal separation of observed phenomena and more fully utilizing the whole oscillo¬ 
graph screen. Lastly an improved method of impulsing the transmitter is described, in¬ 
volving the use of a thyratron as an abrupt switching device. 


§1. INTRODUCTION 

T he use of wireless signals of short duration is already well known as a means 
of investigating the conditions of the ionosphere. 

In a recent communication Prof. E. V. Appleton and Mr G. Builder* have 
described a simple method of generating radio-frequency impulses of short duration. 
The method utilizes the fact that in an oscillating triode generator, if a suitable con¬ 
denser-resistance combination be inserted in the grid circuit as shown at CR in 
figure I, the triode generates oscillations in the form of brief impulses alternating 
with periods of quiescence whose duration is of the order of 25 or more times that 
of the duration of the oscillatory train. The same circuit has also been used for the 
production of a time base for use with a cathode-ray oscillographf. During the 
period of oscillation a voltage is built up across the condenser C abruptly driving 
the fluorescent spot to the left of the screen, when the spot proceeds to return from 
left to right in a slower leakage-time of the relative order stated. With a condenser- 
resistance combination the left-to-right travel occurs exponentially, but can be made 
linear by the use of a saturated diode in place of the ohmic resistance. 

The reception of such short-duration impulses provides a method for determina¬ 
tion of the time between the arrival of a ground-ray signal and that of one or more 


• Proc. Phys, Soc, 44, 76 (1932). 
t Proc. R. S. A, 111, 672 (1926). 
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signals returning from the ionized layer. In this application, it is convenient, as is 
stated in the paper by Appleton and Builder, to make visual observations on a 
cathode-ray oscillograph, with photographic recording with an oscillograph either 
of this type or of the electro-mechanical or Duddell type. For visual observation 
with the cathode-ray oscillograph it is desirable to hold the time base so that its re¬ 
currence-frequency agrees exactly with the pulse-frequency of the radiated oscilla¬ 
tion. In this case the ground-ray signal always falls on the same place in the left-to- 
right travel of the fluorescent spot, with the indirect-ray signals following after it 
in each sweep according to their continuously varying conditions which are the 
subject of investigation. For photographic recording a convenient and economical 
method is to use the same general arrangement and take snap exposures at suitable 
intervals of the varying conditions of the indirect-ray signals. 



Figure i. a. Method of locking transmitter to half-waves of voltage supply, h. Typical screen 
image when pulse-recurrence is locked to rectified half-waves of supply voltage. 

With a suitable fluorescent material (e.g. calcium tungstate) on the oscillograph 
screen and by means of a camera of simple type, it is possible to obtain snap photo¬ 
graphs with exposures of the order of from o*2 to o-i sec., which give a record 
whose depth and quality are adequate for analysis. Moreover the use of the 
cathode-ray oscillograph for this purpose has the advantage that the same device 
serves both for monitoring and for photography. Jn addition, the monitoring in¬ 
dication remains visible during the recording process, while the photographic re¬ 
cording can be brought into instant operation either at regular intervals or at any 
special moment justified by the conditions. 

For satisfactory photography, it is necessary that the image on the fluorescent 
screen should remain absolutely stationary. It is therefore essential that the recur¬ 
rence-frequency of the time-base stroke should agree most accurately with the 
pulse-frequency of the transmitter. While it is possible to achieve a fair approach 
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to a stable pattern by manual control, e.g. at the receiver, some form of locking or 
master-control appears to be desirable. The use of frequency-controlled 50 ~ supply 
mains at both transmitter and receiver suggested itself as a means of impressing a 
stable frequency on the recurrence at both ends, and this paper describes simple 
methods which appear satisfactory for the purpose and have several points of 
novelty at both transmitter and receiver. 

§2. CONTROL OF PULSE-GENERATION 
The method consists essentially in using an unsmoothed supply, either from 
udarectified alternating current or from the unsmoothed output of a full-wave 
rectifier fed from the a.c. supply mains to energize the anode circuit of the valve 
and cause the signal pulse to recur at the same point in successive cycles of the 
supply voltage. The arrangement was first tried on a laboratory scale, in the con¬ 
ditions described below, and proved completely satisfactory in giving the desired 
locking state. Modifications for operating at higher power-levels are discussed later 
in the paper. 

In order to utilize the higher frequency, namely 100 both of signal pulses and 
of time-base recurrence, the second-mentioned arrangement (using unsmoothed 
rectified half-waves) was first tried. The local transmitter consisted of a simple 
coupled-circuit oscillator with grid condenser C and resistance R for control of the 
pulse-frequency. The usual smooth d.c. supply to the anode circuit was replaced 
by the unsmoothed supply from a full-wave rectifier, as shown in figure i a. 

A convenient method of adjusting the transmitter is also shown in figure i. 
Values of C and R were first set so as to give approximately the desired frequency- 
recurrence of 100 per second. A coil L loosely coupled to the oscillating circuit 
impressed the transient trains of oscillations on one pair of plates of a cathode-ray 
oscillograph. The other pair of plates was supplied with a timing voltage of 50 ~ by 
a small transformer T^. It was then found quite easy to adjust the CR value (the 
variable element was actually the condenser C) until a perfectly steady picture of the 
type shown in figure i b was obtained. As synchronization was approached the 
picture fell into a pattern in which the impulses moved jerkily towards the outer 
ends of the time-base line showing increasing amplitude as the impulses approached 
the ends. On final adjustment the impulses fell exactly at the ends of the base-line, 
as shown in figure 1 b and were then of the maximum amplitude observed, showing, 
presumably, that the incidence of the oscillation-train agreed exactly with the peak 
of the supply voltage from the full-wave rectifier. With this adjustment, the picture 
remained locked for very long periods and there appeared to be no difficulty either 
in keeping it perfectly stationary or in reproducing the conditions from day to day. 

§3. LOCKING THE RECEIVER TIME BASE 
In the case of the time base at the receiver, the same general method was em¬ 
ployed with complete success, viz. to feed the anode of the oscillating circuit by 
means of the unsmoothed output of a full-wave rectifier. The modifications made 
in the time-base circuits were very minor and consisted merely in substituting this 
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unsmoothed supply for the normal battery supply of the oscillator (after removal of 
a by-pass condenser that was actually installed), while still leaving the battery con¬ 
nected to the diode for the purpose of maintaining the improved linearity which this 
confers. 

The behaviour of the time base was then somewhat peculiar, and a little explana¬ 
tion of the phenomena observed is called for. The condenser was set to a value which 
was known to give, in conjunction with a suitable diode brightness, a good measure 
of linearity in the main stroke. As a timing reference, the 50 supply was fed to the 
vertical plates via a small transformer in order to study the behaviour of the hori¬ 
zontal time-base stroke. The diode was then started at a dull glow and gradually 




Figure 2. a. Method of locking receiver time base to half-waves of voltage supply. 6. Typical screen 
image when time base is locked to rectified half-wa^es of supply voltage. 

brightened. It was very noticeable that the pattern showed a marked tendency to 
lock on the sub-multiples of 50 —' through which the time base then passed in the 
course of this adjustment. Thus it was veiy^^ easy to obtain a stationary picture of 
2:1,312 and finally i : i when the time base was exactly of the duration sec. 
As the diode was continuously brightened, the picture tended finally to fall rather 
sharply into the pattern of i : 2 as shown in figure 2 6, which shows the time base 
of sec., breaking the 50voltage into its two half-cycles. 

The setting which gave this stationary image of half-cycles was found to be the 
optimum for operation. Further brightening of the diode beyond this point intro¬ 
duced complicated effects and patterns w^hich were extremely difficult to interpret 
and might be misleading. Fortunately there was no need ever to use these, since the 
arrival at the condition indicated was very definite and unmistakable, and re¬ 
presented the condition desired for the stationary pattern of the received pulses. 
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With the time base adjusted in this manner, the circuit of figure 3 a was then 
used, and it was foimd that a perfectly stationary picture of the pulses was im¬ 
mediately obtained. 

As a matter of interest the effect was then examined of connecting the time base 
to the successive phases of a 3-phase supply, leaving that of the transmitter fixed so 
as to simulate the conditions that might be met with in practice. The results were 
as shown in figure 3 the pulse picture moving along the base with each phase. 
Actually when the transmitter and time base were fed from what was known to be 
the same phase, the resultant picture was the last of those shown. If, therefore, in 
a practical system utilizing this scheme this particular picture should result, it would 
be easy at the receiving end to change the phase of the supply serving the time base 
so as to place the picture at a more suitable position, e.g. that occupied by the first 
picture in figure 3 b, in order to get the optimum conditions for observation of 
echoes following the reception of the ground-ray signal. In these experiments the 
pulses applied to the oscillograph were the radio-frequency trains derived from the 
coil L coupled to the oscillator as in figure i a. The pulses thus appear on both sides 
of the time base as shown in figure 3 b. 



(b> \ 

Figure 3. a. Circuits for checking locking of transmitter against similarly locked time base. 

6, Location of pulse as different phases of 3-phase 50 supply are used for time base. 

With the optimum adjustment of the time base, as in figure 2, there may be a 
slight tendency for successive strokes of the time base to be slightly unequal owing 
to inequalities of successive half-waves of the supply. This condition is very evident 
by visual inspection, the lowered luminosity of the excess length of one stroke being 
obvious. If this is observed it can be remedied by the insertion of resistance in one 
limb until the time base is clearly of equal luminosity over its length. 

§4. USE OF UNRECTIFIED A.C. 

Later exactly similar arrangements were applied in the case where both local- 
transmitter and receiver time-base circuits were fed with unrectified alternating 
current. The half-wave rectifier was omitted in each case, and the transformer was 
applied directly to the anode circuit of the oscillating triode, so that the valve was 
energized only during those half-cycles which rendered the anode positive. It was 
then, of course, necessary to adjust the CR circuit at the transmitter and the corre¬ 
sponding condenser-diode circuit in the receiver time base to the duration of 
^ sec., when it was possible to obtain exactly the same locking phenomena as are 
described above for the case of supply by rectified half-waves. 
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The experiments described above were all conducted on a laboratory-test scale, 
and appeared perfectly satisfactory. When an attempt was made subsequently to 
apply similar methods to transmitters of higher power, difficulties were encountered 
which led to modifications described later in this paper. 

§5. LOCKED TIME-BASE CIRCUITS USING 
A MERCURY-VAPOUR TRIODE 

A disadvantage of the “ticking-grid” time-base circuit described above is that, 
in its operation, a fairly high radio frequency is impulsively generated and, even 
with reasonable precautions, there is a considerable tendency for it or its harmonics 
to be picked up by the main radio receiver with which the circuit is, in practice, 
associated. Other methods of locking the oscillograph time stroke on the mains 
frequency are therefore desirable, and several arrangements have been tried. 

A method which has proved very convenient is one using a mercury-vapour 
triodc of the type generically known as the “ thyratron.” The use of a triode of this 
type in a self-flashing system has already been described by W. B. Nottingham"*' and 
A. L. Samuelf; the arrangement takes advantage of the difference between striking 
and extinction potentials, somewhat after the manner already known in connexion 
with self-flashing neon-lamp circuits. 



Figure 4. Use of mercury-vapour triode (thyratron) for linear time base. 

A convenient modification for use as a general time base of variable frequency 
consists in the employment of a condenser-diode circuit as shown in figure 4. For 
observation of a sustained phenomenon, e.g. a steady alternating voltage, locking 
can be obtained by a light coupling between the grid of the thyratron and the output 
of the source, as indicated in figure 4. Locking in this manner has been found to 
give an exceedingly stable pattern, even when the frequency of the vertical 
phenomenon is many times—e.g. lo or more times—^that of time-base recurrence. 
Incidentally, it may be mentioned that the coupling necessary to give this locking 
effect is extremely small. For example, with a transformer of intervalve type in the 
grid circuit, it has been found sufficient to join only one terminal of the primary to 
the high-potential terminal of the source under examination. The load imposed on 
the source can thus be made negligibly small. 

• Journal Franklin Institute, 211, 751 (1931). 
t Rev, Sci, Inst, 2, 53Z (New York, 1931). 
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This arrangement also permits the locking of the time stroke to the recurrence- 
frequency of ^ sec., as set by 50 ^ mains. This is done by first adjusting the con¬ 
denser-diode circuit to this period and then feeding into the grid coupling a small 
component of the 50^ mains voltage. The arrangement gives very satisfactory 
locking which, further, remains adequately locked to this recurrence rate when 
transients, such as the short-duration radio signals described earlier, are applied to 
the other dimension of deflection. A notable feature of the arrangement, true at 
least of the particular mercury-vapour triodes used in these experiments at low 
frequencies, such as those of the 50 supply mains, is that the ratio of forward to 
back stroke can be made very short indeed, ratios well over 1000: i having been 
found possible*. 

If, however, the main purpose is to lock the receiver time base at a recurrence- 
rate governed entirely by the frequency of the a.c. supply, a very convenient arrange¬ 
ment can be obtained by feeding the anode circuit of the thyratron from the a.c. 
mains. A typical characteristic property of the mercury-vapour triode is that, with 
a suitable value of negative voltage applied to its grid, relations between anode 




Figure 5. Abrupt rise of anode current in thyratron Figure 6. Thyratron circuit controlled by 

with suitable grid voltage. 50 supply mains. 

voltage and anode current can be made to follow a law such as those shown re¬ 
spectively by the dotted lines and heavy lines of figure 5. Expressed generally, 
according to the grid voltage actually used, it can be arranged that no anode current 
passes until a certain anode voltage is reached in the positive half of the applied a.c. 
cycle. Once anode current has thus been started, the applied anode voltage takes 
charge and the anode current follows the anode voltage until the latter falls to zero, 
when the grid voltage again takes charge. 

A time-base circuit taking advantage of this principle is shown in figure 6. The 
negative grid voltage is set to a value such as to give conditions approximating to those 
of figure 5. The abrupt rise of anode current charges the condenser, which then pro¬ 
ceeds to discharge through the diode, giving a typical time-sweep very closely 
approaching linearity. The condenser-diode circuit is, of course, normally adjusted 
to gijy second, but the arrangement locks equally well on submultiples of the 50 

• Certain peculiarities of the thyratron circuit arise when the time base is caused to sweep at 
higher recurrence-frequencies, e.g. 1000 per second or more. These are due to the definite time taken 
to de-ioniae and are discussed in the paper by W, B. Nottingham already cited (first reference on 
p. 226). 
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frequency. Another very valuable feature is that by shortening the discharge-period 
of the condenser-diode circuit—e.g. by brightening the diode filament—the time 
stroke can be made to remain recurrent at the rate of 50 per second, but the actual 
travel across the oscillograph screen can be made in a few milliseconds, with a stand¬ 
still at the end of the traverse pending the incidence of the next charging impulse. 
Thus it can be arranged that the timing stroke shall occur in 2 or 3 milliseconds with 
a standstill for the remaining 18 or 17 msec., the total period being 20 msec, 
(i.e. 50'—) recurrence. 

This is, of course, of great advantage in giving wide opening of short-duration 
phenomena, provided that these can be caused to occur in the appropriate first few 
milliseconds of the time-sweep. To ensure this, some form of phase-control may be 
necessary, this being most conveniently applied to the anode-circuit voltage supply. 

§6. A SPIRAL TIME BASE CONTROLLED AT SUPPLY FREQUENCY 

While the above base may be used in the manner described to give a very rapid 
stroke of controlled recurrence, it has'the disadvantage that the remainder of the 
recurrence interval is lost for observation or recording. If the whole of the phe¬ 
nomenon under examination can be suitably located within the brief moving sweep, 
high temporal discrimination can be obtained. For example, with an oscillograph 
screen having an effective diameter of 8 cm., a spacing of 4 cm./msec, is readily 
attainable. On the other hand if the whole 20 milliseconds must be kept under 
observation, the same effective screen-diameter only permits a spacing of less than 
J cm./mscc. In addition, if the phenomenon under observation gives an amplitude 
of deflection small compared with screen-dimensions, a considerable part of the 
screen is not fully utilized. 

An obvious improvement is to turn the time scale into a circle using the same 
effective screen diameter; this confers immediately an improvement of tt in temporal 
discrimination. A circuit providing such a circular time scale has been developed at 
the Radio Research Station and has recently been described*. The principles of the 
arrangement are, however, briefly recapitulated here. The circuit is as shown in 
figure 7. A sinusoidal voltage of frequency n is divided into quadrature components, 
which are applied to a push-pull modulator of the type first described by Heising. 
The output from the anode circuits of the valves causes the fluorescent spot to 
rotate in a circle whose circumference is executed in i/nsGc, The phenomenon 
under observation is introduced as shown at V in figure 7 and serves effectively to 
modulate the amplitude of the output, thus producing radial departures from the 
circular trace. 

A modification giving still higher temporal discrimination, while preserving the 
whole of the recurrence-period under observation, consists in converting the circle 
into a spiral, each of whose turns is i/n sec. in duration while the whole spiral base 
is N/n sec. in duration, where N is the number of turns in the spiral. In the case 
where the control is locked to the a.c. mains it is desirable to preserve the whole 
period N/n at 20 msec., corresponding to a 50-per-second recurrence, n thus be¬ 
comes most conveniently a double or quadruple multiple of 50, secured by doubling 

• y, Inst. E. E. 71 , 8a (193a). 
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or quadrupling the mains frequency, and a spiral of total length 20 msec., divided 
into 2 or 4 turns of 10 and 5 msec, respectively, is obtained. 



Figure 8. 


Figure 8. Modification of figure 7 to give spiral time-scale. 

Figure 9. Typical appearance of four-turn spiral controlled by 50 ^ mains. 

The modifications necessary are shown in figure 8. Two successive stages of 
frequency-doubling are used to provide the input frequency to the circular-time- 
base system, causing the spot to rotate at the frequency of 200A saw-tooth 
voltage of 50is then introduced into the modulating position so that the amplitude 
of the circular travel is steadily diminished during four revolutions, returning 
abruptly to its outer position after the manner shown in figure 9. The 50 ^ saw- 
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tooth impulses can conveniently be obtained from a thyratron circuit controlled by 
the ax. mains, as described in connection with figure 6. In order to obtain relatively 
uniform separation between the turns of the spiral, it is convenient to make the saw 
tooth linear, for instance by the use of a diode. Potentiometric division gives control 
of the actual amplitude of the inward movement of the spiral. If a relatively low- 
impedance (i.e. bright) diode is used, a high parallel resistance, used in this manner, 
still permits adequate approximation to linearity. The phenomenon under observa¬ 
tion is introduced at an extra pair of terminals in the modulating position, as shown 
in figure 8. 

It will thus be seen that a very high degree of temporal discrimination can be 
obtained during the first turn of the spiral, permitting close examination of the 
incidents of this epoch. By limiting the inward movement of the spiral, approxi¬ 
mately as in figure 8, moderately high discrimination can still be preserved during 
the remainder of the incursion, thus permitting adequate examination of subsequent 
phenomena. 

For many purposes—including, for example, the study of wireless echoes of 
short delay —a two-turn spiral gives sufficient improvement of time-scale length. 
This is, of course, readily obtained by using only a single stage of frequency¬ 
doubling, the inward travel being still controlled by the main 50 frequency. 

§7. AN IMPROVED METHOD OF TRANSMITTER-LOCKING 

The work described at the beginning of this paper in connection with the locking 
of the transmitter to the mains was, as there stated, conducted only on a laboratory 
scale. Thus the local transmitter was simply a small power valve of the receiving 
class, energized by anode peak voltages of the order of 200 to 250. In these con¬ 
ditions no difficulty was experienced in obtaining adequate locking which remained 
completely stable without attention for periods of several hours and was, moreover, 
reproducible without further adjustment from day to day over three or four days of 
test observation. 

In applying the same method to a larger-power transmitter using peaks of 2 or 
3 kV,, difficulty was experienced; it was apparently due to insulation, for example 
in the grid circuit. Thus, while it was possible to obtain exact locking as on the low- 
power scale, the adjustment was certainly more critical and the maintenance of 
locking less stable. For prolonged periods of observation this was sufficiently pro¬ 
nounced to be detrimental, at least without some attention at the transmitter, to the 
main advantage of the system, i.e. to the production of a perfectly stable pattern on 
the oscillograph screen. The ticking-grid oscillator is naturally a somewhat unstable 
device, and it is a common experience that, in the absence of an imposed lock, it is 
liable to variations of recurrence-frequency; and these variations, although possibly 
very small, may be sufficient to give a drifting pattern on the oscillograph. In photo¬ 
graphic recording of the type envisaged, no drift is permissible. The imposition of 
a lock by the method already described effected a considerable improvement, but 
minor variations of insulation still permitted the tuned circuit to be triggered into 
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oscillation at slightly differing points about the relatively flat top of the ax. positive 
peak-voltage. 

In order to improve the conditions, it was thought jointly by Mr G. Builder and 
the author that advantage might be taken of the property of the thyratron already 
illustrated in figure 5 and described in connection with the locked time base. In 
particular, it appeared probable that the abrupt rise of anode current in the thy¬ 
ratron circuit could be made to act as an additional switch or master control, 
triggering the circuit into oscillation very abruptly at a definite point of the anode- 
voltage cycle. A thyratron was therefore inserted in series with the anode circuit of 
the valve, as shown in figure 10. Uncertainty existed as to the exact values of the 



Figure lo. Control of pulse-generation by thyratron as abrupt switching-device. 

voltage-drop applied at any instant across the thyratron and valve respectively, 
especially during their inactive periods, and this rendered it difficult to make any 
pre-calculation of the voltage necessary to give the appropriate negative grid bias to 
the thyratron. When a local oscillograph, however, was used as a monitor in the 
manner already described, no practical difficulty was experienced in obtaining a 
value of bias which materially improved the locking state, and yielded also another 
desirable improvement, viz. a shortening of the signal pulse. The value of the bias 
was not found to be highly critical in adjustment, while the addition of the thy¬ 
ratron was foimd to confer much greater latitude in the other adjustments, notably 
those of the condenser-diode combination which was used in the grid circuit as a 
convenient means of control. 


§8. CONCLUSION 

The locking of the transmitter and the oscillograph image represent a matter of 
considerable importance in any prolonged series of observations using this type of 
signal for measurements of the ionosphere. While the arrangements discussed by no 
means exhaust the possibilities of the use of common-frequency supply mains at 
both stations, they represent methods which are economical in execution and satis¬ 
factory in operation. Although they have been described in what is no doubt a 

16 
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particular and perhaps a somewhat limited application, the methods may possibly 
have other applications in the examination of various types of phenomena, and 
particularly of transients, where the recurrence of the time base and of the pheno¬ 
menon under observation can be controlled from a common-frequency source. 
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DISCUSSION 

Prof. E. V. Ajtleton. The author’s contribution to our technique for iono¬ 
spheric investigations constitutes an important step forward. By putting the burden 
of synchronization on the employment of a common electric mains supply at sending 
and receiving station we not only render visual observations of echo portrayals 
easier but also bring about the possibility of continuous photographic recording. 
Apparatus designed on the lines described by Mr Herd and built at the Radio Research 
Station, Slough, was taken out last July to Tromso in Norway in connexion with 
the work to be carried out during the International Polar Year, 1932-3. Owing to 
the fact that the same alternating-current supply was available at Simavik (on the 
island of Ringvadso) and Tromso, which places are 19 km. apart, it was possible 
to use the author’s method of synchronization. The fact that the expedition was 
able to build its sending and receiving stations on the two islands in question and 
begin recording within a week of landing at Tromso is a tribute to the simplicity 
and reliability of the system. 

Mr R. A. Watson Watt. I think the papers by Messrs Herd and Naismith 
might appropriately be described as ‘^Workshop Notes.” They represent two 
aspects of the forging and testing of appropriate tools for the investigation of the 
ionosphere. This general investigation is not a ‘‘wireless” one in the sense that it 
is of interest only to the communications engineer. Ionospheric research is an 
important branch of the general physics of the earth, of that wider “geophysics” 
whose title is tending to be, somewhat unfortunately, usurped by the applications 
of a small branch of the subject. 

Technical tricks, such as those described by the author, are of extreme im¬ 
portance where it is necessary to amass large quantities of observational material; 
the reduction of the material is so much more laborious than is the mere recording 
that every effort must be made to carry out recording in the form which makes 
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reduction easy and expeditious. The methods here described are being applied very 
successfully to this end in the special Polar Year work which the Department of 
Scientific and Industrial Research, with the co-operation of the National Com¬ 
mittee for the Polar Year and of King’s College, London, is carrying out within 
the Arctic Circle and in this country. But I have no doubt that the very neat and 
effective devices described by the author will find applications in other fields, and 
not only in those where “wireless’* problems are in question. 

The author has perhaps erred on the side of modesty in failing to indicate that 
he was very directly concerned in the second reference which he gives at the foot 
of p. 221. 

Mr P. W. WiLLANS. I was interested in a remark made by the author on the 
inequality of the time-base strokes in one of his synchronizing arrangements. He 
attributes this inequality to the fact that his full-wave rectifying device was not 
operating with strict symmetry. My experience has been that a similar effect may 
be produced as a result of the nature of the impedance in the anode circuit of the 
“ticking oscillator” valve. In the course of some attempts to make a ticking 
oscillator produce pulse wave-forms of various shapes in its anode circuit I more 
or less accidentally inserted a tuned circuit of high efficiency in this circuit, the 
resonant frequency being some six or seven times the low-frequency characteristic 
of the ticking oscillator. A somewhat astonishing result was obtained, in that two 
alternating trains of dissimilar damped waves were set up in the tuned circuit, the 
effect being readily observable on a cathode-ray oscillograph. One train started 
from a larger amplitude than the other and the impulse at the end of the first train 
gave rise to a sudden alteration of the amplitude of such a character as to set up 
a second train of smaller amplitude which in its turn was followed by an exact 
repetition of the first train, so that a steady succession of alternating trains was 
produced. No opportunity has presented itself of following this matter up, but the 
possibility of such a phenomenon producing an effect of frequency sub-multiplica¬ 
tion constitutes an argument of caution as regards the use of a form of control 
operative in the anode circuit of a ticking oscillator, unless the nature of the 
impedance is such that the effect mentioned cannot take place. 

Author’s reply. There is no doubt that such methods of synchronization have 
proved of high importance in simplifying the observational technique of iono¬ 
spheric study, and we are still endeavouring to effect further refinements in the 
way of simplifying routine work and assisting both the annotation and reduction 
of the records. 

With reference to the matter raised by Mr Willans, I can visualize the possibility 
of the action he suggests, especially in the case of the circuit which I know he was 
using. I feel sure, however, that the particular effect reported in the paper was 
definitely due to inequality of the rectified half-waves. I proved this to my complete 
satisfaction at the time by the use of resistance with which it was possible gradually 
to reduce and balance the inequality, and then, by continuing the addition of 
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resistance, to introduce inequality in the opposite direction. It was possible, of 
course, to check this process in its various stages, while it was significant that the 
effect disappeared completely when, instead of rectified half-waves from a full-wave 
rectifier, unrectified a.c. was used, the valve operating on the positive half-waves 
as described later in the paper. 

I should apologize for a drawing-error in figure 3 (i), which does not correctly 
show the 120*^ displacement due to successive phases of a 3-phase supply. It is, 
however, indicative of the manner in which the received pulse can be located at a 
suitable position along the time-stroke. 
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A COMPARISON OF THE FREQUENCY-CHANGE AND 
GROUP-RETARDATION METHODS OF MEASURING 
lONIZED-LAYER EQUIVALENT HEIGHTS 

By R. NAISMITH, A.M.I.E.E., Radio Research Station, Slough 

Communicated by Prof, E, V, Appleton^ FMS,, September 20, 1932. 

Read December 2» 1932. 

ABSTRACT, The paper describes a number of experiments designed to test the measure¬ 
ment of the equivalent heights of the ionized layers by the frequency-change and group- 
retardation methods. Measurements are conducted under as varied conditions as possible. 
The results appear to confirm the theoretical investigation recorded by Appleton in 1928. 
The apparatus used to measure the amount of the frequency change employed in the 
measurements is described. 


§1. INTRODUCTION 


W ITHIN the last decade a number of different methods have been proposed 
to determine the height of the ionized regions of the upper atmosphere. 
Some of these methods have proved more successful than others, with the 
result that in the more recent work on the study of these regions the two methods 
w’hich form the title of this paper have been most widely used. The first, known as 
the frequency-change method, was used by Appleton and Barnett* in their original 
experimental proof of the existence of the ionized layer and has formed the basis of 
much later work in this country. With balanced antenna systems this method has 
been used successfully to study polarization and other phenomena, which up to the 
present has not been possible by the group-retardation method. In the application 
of this first method, the frequency of an emitting station is altered continuously 
through a small range and the interference maxima are noted at a distant receiving 
station. Such interference takes place between the waves which have travelled along 
the ground and those which have travelled through the upper atmosphere. In the 
second method, known as the group-retardation method, and due to Breit and 
Tuvef, the emitting station sends out short pulses of radio-frequency energy and 
the time interval is measured between the arrival of the pulse via the ground and 
that via the atmosphere. At first sight it would appear that these two types of 
measurement are not concerned with the same quantities, since in one case inter¬ 
ference phenomena are in question and in the other group-time measurements. 
Until quite recently this possible difference was emphasized by the fact that widely 
different interpretations had been placed on the results obtained by the frequency- 
change method in this country and by American workers using the group-retarda¬ 
tion method. 

• Nature^ p. 333 (March 1925) and Proc, R, S, A, 109, 621 (1925). 
t Phys, Rev, 28, 568 (1926). 
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§2. OBJECT OF EXPERIMENT 

In 1928, however, it was shown theoretically by Appleton* that, for the circum¬ 
stances under which the experiments are at present carried out in this country, the 
two methods should give the same result. This equivalence 
can be illustrated in the following way. 

Consider a case of transmission from S to R, Let SR = 1 ) 
and let be the optical path of the wave-track of the 
atmospheric waves when the frequency is while P^ is 
the corresponding wave track when the frequency is /2 
(note that Pj and P^ are not identical if the refracting 
medium, as in this case, is dispersive). If interference fringes 
are produced at R there will be experienced n signal maxima 
(or minima) if the frequency is changed continuously from /i to /g, where 



n = lm-D)f,-{P,-D)f,} .(I) 


and c is the velocity of radiation in free space. This formula is valid when the change 
of frequency (Ji - f.^ is large. Under the conditions of the experiment, however, 
the change of frequency is small and we can write in differential notation 

+ .( 2 ), 

“ + .( 3 ). 

where P now refers to the optical path of the mean wave-length used. The quantity 
(P -i / dPIdf) Appleton calls the “equivalent path'’ of the atmospheric waves. 

In the group-retardation method it is clear that, if t is the difference in the times 
of arrival of a certain pulse via the ground and via the upper atmosphere, we have 


“ SU c 


( 4 ). 


where U is the group velocity of the atmospheric waves along an element of atmo¬ 
spheric ray track ds and the integration extends along the whole length of this track. 
We then have 

rf + i)-=cf* .(5). 

Now Appleton, using the principle of least time as interpreted by Hamilton, has 
demonstrated the e(}uivalence of the right-hand sides of (3) and (5) so that the 
quantity Aw/A/ measured in the frequency-change method should be equal to t 
measured by the group-retardation method. If these quantities are shown to be 
equal, the equivalent paths of the atmospheric rays and therefore the equivalent 
heights of the deviating layer deduced from them should be the same. 


Proc, Phys, Soc. 41 , 43 (1928), 
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The object of the experiments described below was to see how far this suggested 
theoretical equivalence was borne out in practice when both methods were carried 
out under identical conditions. 

§3. EXPERIMENTAL PROCEDURE 

In the frequency-change method it is necessary to know both the amount of 
variation of frequency and the number of maxima and minima caused by that 
change of frequency. It is desirable that both these determinations should be made 
at the receiving station. The scheme now adopted is to set the amount of frequency 
change to approximately ibkc./sec. and to measure the change accurately by a 
method which is described at length at the end of this paper. The signal maxima 
and minima were recorded on an Einthoven galvanometer with camera attachment. 
Preliminary experiments with a special form of syphon recorder show that it will 
eventually be possible to obtain these variations in signal strength directly on a tape 
and without the necessity for photographic equipment. With these modifications, 
the apparatus necessary for the experimental determination of the height of either 
the E or the F ionized regions pf the upper atmosphere by the frequency-change 
method is now comparatively simple, robust and direct reading. 

The pulses required for the group-retardation experiment were produced 
similarly to the manner described by Appleton and Builder in January 1932*. These 
pulses were observed on a cathode-ray oscillograph after suitable amplification. 
When it was desired to obtain a record of any observed pattern the photographic 
recording was done on a Duddell high-frequency oscillograph. One element of this 
oscillograph was coupled to a i kc./sec. oscillator which could readily be calibrated 
against a i kc./sec. tuning-fork. A second element of the oscillograph recorded the 
pulses due to the signal coming over the ground and the echoes present. In this way 
it was possible to compare directly the time interval between the initial pulse and 
the succeeding echoes with a i kc./sec. oscillator, and thus obtain the path difference 
between the pulse which had travelled by the upper regions of the atmosphere and 
that which had travelled directly over the surface of* the ground from the trans¬ 
mitter to the receiver. 

In the individual experiments quoted below a standard system of transmission 
was adopted. First of all a determination of the effective height of the ionized layer 
was made by the frequency-change method. This was followed immediately by a 
determination by the group-retardation method and finally by another determina¬ 
tion by the frequency-change method. In this way it was possible to eliminate any 
possibility of sudden changes in the effective height at which reflection took place. 
The transmitter, except where the contrary is stated, was situated at the National 
Physical Laboratory at Teddington, and the receiver at Slough. This represents a 
ground distance of 18 km. The accuracy of the frequency-change measurement is 
estimated to be within i per cent, but on the group-retardation method it may not 
be greater than 2 per cent or even 3 per cent where measurements are made on the 
lower ionized region. 


♦ Proc, Phys. Soc, 44, 76 (1932). 
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§4. EXPERIMENTAL RESULTS 

The first experiment was a straightforward comparison on 85 m. It ww re¬ 
peated at intervals throughout the winter and table i gives a summary of the results 

obtained. m ,1 

Table i 


■ 


Height (km.) measured by 

Date 

G.m.t. 

— 




Frequency change 

Group retardation 

30. X. 1931 

12.30 

253 

251 

3.xii. 1931 

12.30 

218 

224 

25. ii. 1932 

12.00 

220*5 

223 

7. iv. 1932 

12.30 

235 

233 

L-jt- - 


Many more observations have been made on this wave-length, but these results still 
represent typical values. In no case was the discrepancy greater than 2 per cent. 
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Heights measured by group-retardation method \ 

^__ r 2b. 


frequency-change ,, / 

Figure 2. 
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The second experiment was made on February 26,1932, over the sunrise period 
in order that comparisons might be made at a time when the effective height of the 
ionized region was changing steadily. These results are best shown in the form of a 
graph (sec figure 2). The same wave-length of 150 m. was used throughout the test. 
At 08.00 G.m.t. it was not possible to make a determination of the height owing to 
the fact that the density in the lower layer had increased sufficiently to cause this 
wave-length to be about the critical one. At 08,30 this wave-length ceased to pene¬ 
trate the lower ionized region and was reflected from a height of 119 km. 

The third experiment was arranged to make a comparison of the methods using 
the lower layer as a basis. The wave-length chosen was 150 m. and table 2 gives an 
example of the results obtained. Table 2 


Date 

G.m.t. 

Height (km.) measured by 

Frequency change 

Group retardation 

25. ii. 1932 

II.15 

131 

128 

II. iii. 1932 

9.15 

107 

108 

7. iv. 1932 

ii.iS 

108 

108 
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On April 14, 1932, the density of the E layer was abnormally high. This provided 
an opportunity to make a comparison of the methods on a very much shorter wave¬ 
length than had hitherto been possible with the E layer as the basis of comparison. 

On 85 m. the heights measured at 1245 G.m.t. were as follows: 

Frequency change 101*5 

Group retardation 102 km. 

An experiment on January 8, 1932, between Windsor and Slough over a ground 
distance of 5 km. determined the lowest wave-length which was reflected from the 
F layer. The result of this experiment showed that radiation of wave-length 45 m. 
was reflected but that of wave-length 42*5 m. was not. A comparison was then made 
on 45 m. and the heights measured at noon were as follows: 

Frequency change 223 km. 

Group retardation 226 km. 

Another arrangement was tried with different transmitters and over different 
distances. The wave-lengths were made slightly different (90 and 88*3 m.) in order 
that practically simultaneous observations might be made. In one case the trans¬ 
mitter was installed near Windsor which is 9 km. from the receiver at Slough, and 
in the other at Rugby which is 111 km. distant. The effective height measured from 
Windsor was 211 km.; this was obtained by the frequency-change method. The 
path difference as determined by the Rugby transmission was 422 km., representing 
an effective height of 214 km. This latter was determined by the group-retardation 
method. 

The large change in the angle of incidence on the layer in the two cases appears 
to have produced very little change in the depth of penetration into the layer. 

§5. CONCLUSIONS 

The above typical set of experiments were designed as far as possible to test the 
comparison of the frequency-change and group-retardation methods of measuring 
the effective height of the ionized regions of the upper atmosphere under a variety 
of conditions. Other observations which have been made at different times only 
serve to confirm in experimental terms the theoretical conclusion arrived at by 
Appleton in 1928 that the frequency-change method and the group-retardation 
method both measure the same quantity, namely. 



for the atmospheric waves. 


§6. ACKNOWLEDGMENTS 

The work described in this paper was carried out as part of the programme of 
the Radio Research Board and is published by permission of the Department of 
Scientific and Industrial Research, Thanks are due to Professor E. V. Appleton, 
F.R.S., for initial suggestions in connection with this work. Thanks are also due to 



240 R. Naismith 

Mr R. A. Watson Watt, Superintendent, for his interest in the work and for the 
provision of facilities for its conduct, and to other colleagues at the Radio Research 
Station, Slough, for assistance in the experiments. 

APPENDIX 

A device for the measurement of a small change of frequency 

Object» The object of the device is to provide a means of measuring the small 
change of frequency required for the experimental determination of layer heights 
by the frequency-change method. 

Principle. The principle of the device is to change the frequency / of the re¬ 
ceived signal to another frequency/i such that the amount A/ (by which/is changed) 
to be measured is sufficiently large compared with to be read directly from an 
oscillator calibrated over the range A/ and centred on frequency /i. 

Description, Figure 3 is a simple schematic arrangement of the device which is 
almost self-explanatory. In practice the first detector is tuned to the received signal. 
The wave-meter is tuned 100 kc./sec. off, providing a beat frequency of 100 kc./sec. 
which is applied to the grid of the second detector along with the output from the 
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Figure 3. 

calibrated 100 kc./sec. oscillator. This gives zero beat after the second detector. 
When the frequency changes by the amount A/, zero beat can again be obtained by 
retuning the 100 kc./sec. oscillator. The amount by which this oscillator has been 
retuned is then read off directly in kilocycles. 

Certain modifications of a very practical nature can be incorporated when the 
particular conditions of the experiment are known. For example when it is only de¬ 
sired to check a frequency change known to be approximately 16 kc./sec. a condenser 
can be connected by a switch across the tuned circuit of the 100 kc./sec. oscillator 
which will change the frequency by that amount. 

All that is then necessary is to tune to zero beat and when the frequency starts 
changing throw the switch, and when the change of frequency stops zero beat 
should again be heard. If this is not so, a readjustment of the variable condenser 
will produce the condition and the amount of this readjustment (-1- or —) will give 
the departure from 16 kc./sec. Other modifications (e.g. first detector oscillating 
and no wave-meter) can be readily incorporated but these need not be discussed 
here. 
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Advantages, No local signal of the same frequency as the received signal is 
present. The measurement and the photographing can therefore be done simul¬ 
taneously and each individual frequency change can be measured. The time taken 
for the measurement, after the apparatus has been tuned to the signal, can be made 
as short as 3 sec. when the amount of the frequency change is known approximately. 
Automatic synchronization between oscillators or oscillator and transmitter is en¬ 
tirely absent. 

The following critical test was applied. A very weak c.w. signal of 75 m. was used. 
The apparatus was tuned to this wavelength and the intermediate frequency 
oscillator adjusted until a beat note of i kc./sec. was heard. A low-frequency 
oscillator was tuned to i kc./sec. in the same room and the audible beats between 
the oscillator and incoming signal were detected by the ear. A very powerful local 
signal was then produced and tuned through 75 m. This signal as it passed through 
the tune of the high-frequency circuits did not cause the beats set up by the weak 
signal and the i kc./sec. oscillator to vary. It is considered that this test is sufficiently 
stringent to show that the coupling between the amplifier tuned to 100 kc./sec. and 
the 100 kc./sec. oscillator is sufficiently weak to eliminate any error due to this cause. 
The accuracy is easily within i per cent. A difference method is employed. This has 
some important advantages over systems referred to absolute standards. The most 
important is perhaps the simplicity of the scheme. Also any small drift from the 
frequency to which the oscillators are tuned is relatively unimportant. There can 
hardly be any ambiguity caused by beating with a harmonic instead of the funda¬ 
mental. 

It is possible to check whether the frequency is increasing or decreasing during 
any change, thus: The h.f. oscillator is tuned above the frequency of the incoming 
signal and the i.f. oscillator is tuned about 2 kc./sec. above the frequency to which 
the i.f. amplifier is tuned. The note will then rise or fall during the frequency 
change according to whether the change is due to an increase in the frequency of the 
incoming signal or to a decrease. Similar results are obtained when both oscillators 
are tuned below the respective frequencies. 


DISCUSSION 

Prof. E. V. Appleton. A careful comparison of results by the two available 
methods, such as the author has made, was very much needed and it is satisfactory 
to note that such good agreement has been obtained. Since we are concerned 
essentially with the time required for a signal to travel up to the ionosphere and 
back we have, as it were, to put a mark on the wave by which to recognize it. Now 
a wave has only two characteristics which we can control, namely frequency and 
amplitude. In the frequency-change method we use frequency-modulation and 
in the group-retardation method we use amplitude-modulation. Any other method 
we can devise must be a modification of the two basic ones. 
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Mr R. A. Watson Watt. I have already commented on the broad aspects of 
the author’s paper in discussing the paper by Mr Herd. The good agreement 
shown by the experiments is, as Prof. Appleton has remarked, very satisfactory. 
I think the report of the experiment in which emissions from Windsor and Rugby 
respectively formed the material for comparison is of very special interest; it is one 
of many indicators towards an extended programme of comparisons between 
vertical-incidence phenomena on one hand and inclined-incidence phenomena on 
the other. It might be of interest for Mr Naismith to record whether the Rugby 
determination was made on ground ray and first reflection or on multiple reflections. 

Mr Naismith’s familiarity with the state of the general investigation may have 
led him to overlook the fact that two obiter dicta of the paper, true at the time of 
drafting, were no longer true at the date of communication. The group-retardation 
technique has for some time been used in polarization studies’*^, and the introduction 
of the syphon recorder into frequency-change working, to which we were led by a 
suggestion from the late Captain Lemon, R.S., was so satisfactory that the syphon 
recorder has been systematically used at Slough since July 1932. 


Dr F. J. W. Whipple. In the introduction to this paper the author follows 
Prof. Appleton in considering the actual wave-tracks, and the reader who is unfamiliar 
with the subject may, like myself, not realize at once that the “optical path P” 
is merely a technical name for the product of the time of transmission of a phase 
and the normal velocity of light. It seems better to introduce a symbol T for the 
time of transmission. Then we can write down the number of waves in the path, 
/r, and the equation (i) of the paper becomes 


nAhTr 

so that (3) takes the form 




Aw 

A/' 




Prof. Appleton’s demonstration that the right-hand side of this equation is equal 
to the time of transmission of a group, is really independent of any knowledge 
of the wave-tracks. We can bring this out by considering a pulse of a definite form, 
the initial impulse being proportional to sin 27rf^^t. 

By Fourier’s theorem we find that 

gi 27 r/o ^ = 4 ^ ^. I (/o-Ww sin ztt ft dfy 

so that the pulse may be regarded as the combination of trains of waves, those for 
which / is near to predominating. 

The disturbance which reaches the receiving station is 

the factor (/) indicating that the attenuation of the waves may depend on frequency. 


• Wireless Worlds July 8,1932 and Nature, September 17, 1932. 
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The disturbance is equivalent to 

4 Jl.^m2nf,{t-T,)^_^A cos2^{(/„-/)« - (foT,-fT)}df, 

a similar expression with the sin and cos interchanged being neglected. The latter 
expression would vanish if A (J) were constant. 

The disturbance is a maximum when 

{fo-f)t-f,T,-fT 

for values of /near to /q. 

Accordingly the “group” arrives at the time t given by 

f-U 

Obviously the result would have been the same if a different type of initial pulse 
had been assumed. 

The author’s experiments provide a beautiful verification of the identity 

[?t-Z)/r] = A«/A/. 

It may be of interest to point out that the ordinary formula for group velocity 
can be deduced from the equation 

by reversing Appleton’s argument. 

Writing U for the group velocity and V for the pulse velocity, we have 



Now Hamilton’s principle tells us that with / constant is unaltered by slight 
alterations in the path of integration and therefore by the change from the path 
appropriate to j to that appropriate to /^ df. Accordingly 



Since “ group velocity ” is a property of a particular set of waves and is difficult to 
define precisely, we cannot prove the formula 

U df\v)' 

We can say, however, that this formula is consistent with the preceding equation, 
and that is sufficient to justify the use of the concept, “group velocity.’’ 

Author’s reply. I am indebted to Prof. Appleton for his concise remarks. 
He has put the essential difiFerence between the two methods very explicitly. 

In reply to Mr Watson Watt: The comparison between the emissions from 
Windsor and Rugby was really done as part of another more general experiment 
in which I was engaged, namely the comparison of measurements on the ionosphere 
made over difiPerent base lines. These measurements had shown that it was possible 
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to obtain, under certain conditions, quite different results when the base line between 
emitter and receiver was altered. On this particular occasion, however, the density 
of the E region was constant throughout the middle of the day when the measure¬ 
ments were made. The determination was facilitated by the reception of a ground 
pulse, and the fact that the frequency on which the comparison was made was not 
near the critical penetration frequency at the time. 

Dr Whipple’s contribution is helpful in that it presents the theoretical aspect of 
the subject from a different angle. This will no doubt assist certain readers to a 
better understanding of the problem. 
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THE APPLETON-HARTREE FORMULA AND DIS- 
PERSION CURVES FOR THE PROPAGATION 
OF ELECTROMAGNETIC WAVES THROUGH AN 
IONIZED MEDIUM IN THE PRESENCE OF AN 
EXTERNAL MAGNETIC FIELD 
PART I: CURVES FOR ZERO ABSORPTION 

By MARY TAYLOR, M.A., Ph.D., Radio Research Station, Slough 

Communicated by Mr R, A. Watson Watty November 21, 1932. 

Read December 16, 1932 

ABSTRACT. This paper gives dispersion curves derived from the Appleton-Hartree 
formula in the case of zero absorption. The value of the magnetic held is taken as that 
of the earth*8 field at Slough. The curves are drawn to show the value of the squares of the 
indices of refraction and attenuation as functions of the electron density for a series of 
twelve frequencies, which are chosen to illustrate the various classes of curve and the 
boundary curves separating the classes and, in the case of frequencies above 1*321 mega¬ 
cycles per second, the various regions of short and ultra-short waves. The derivation and 
general properties of the Appleton-Hartree formula and the various possible modes of 
propagation are also discussed. The dispersion curves are classified according to the 
infinities they contain and a diagram is given to show how the classes of curve holding 
for any angle of inclination of the direction of propagation to the magnetic field H depend 
on the ratio of the longitudinal component H to H itself. The use of the zeros and 
infinities of the dispersion curves in the interpretation of propagation phenomena is 
described and a summarizing diagram is given, showing how the possible propagation of 
zero, one or two basic modes for any frequency depends on the electron density. The 
polarization corresponding to each dispersion curve is shown graphically and the general 
properties of the polarizations of the basic propagation modes are discussed. 

§1. INTRODUCTION 

I T is now well established that the presence of a magnetic field exerts considerable 
influence on the propagation of electromagnetic waves through a dispersive 
medium. The magnetic rotation of the plane of polarization was discovered by 
Faraday in 1845, and the Kerr and Zeeman effects in 1877 and 1896 respectively. 

It is to Lorentz that we chiefly owe a theoretical explanation of the phenomena on 
classical lines, in contradistinction to the methods of modem quantum mechanics. 

He assumed that the dispersion phenomena were due to the presence in the dis¬ 
persive medium of discrete charged particles. An expression for the electric force 
acting on any one particle was found by combining the average effect of the other 
particles with the electric vector of the incident wave; this was used in the equations 
of motion of the particle (which included the effects of the external magnetic field) 
to get a relation between the vectorial electric force E and the vectorial dielectric E 



246 Mary Taylor 

D displacement /). Lorentz combined this relation with Maxwell's electromagnetic 
equations in the two simple cases of propagation {a) along, and (i) at right angles 
to the lines of the external magnetic force. He assumed that the external magnetic 
field acted along the positive direction of the axis Oz\ in case (a) Oz was also the 
direction of propagation of the waves through the medium, and in case (i) they were 
propagated along Ox . Lorentz showed that in each case there were two values of the 
ratio of the components and P„ of the vectorial polarization P, or (D — P), 
which governed propagation through the medium*. Each of these values corre¬ 
sponded to a mode of propagation through the medium in which the form of the 
wave or vibration was unchanged, except in so far as exponential decrease of 
amplitude was involved; we may denote such modes by the term basic modeSy since 
any other mode may be regarded as combinations of them in varying degrees. 
The refractive index, index of attenuation, and polarization are fixed for each mode 
by the value of the real or complex ratio Pa.:Py. 

Lorentz showed that in case (a), when propagation was along the lines of the 
external magnetic force, each value of P^.: Py corresponded to a beam of circularly 
polarized waves, one value giving a left-handed and the other a right-handed sense 
of rotation of the electric vector around the positive direction of propagation of 
the beam. In case (&), with propagation at right angles to the external magnetic 
force, the magnetic field was found to have no influence on the electric vibrations 
along the lines of force, whereas waves in which the electric vector was perpendicular 
to the external magnetic field were in general elliptically polarized in the plane 
perpendicular to the external magnetic force, though they appear as linearly 
polarized when viewed along the direction of propagation. 

The application of this theory to the explanation of phenomena in the pro¬ 
pagation of wireless waves through the earth's atmosphere was first proposed by 
Appleton in 1925(0 to account for directional errors. He drew attention to the 
fact that the quantity //e/mc, the natural angular frequency of rotation of electrons 
about the earth s magnetic field, was comparable with wireless frequencies and so 
must be taken into account in theories of propagation. He suggested that the 
presence of an abnormally polarized wave giving directional errors might be due 
to the joint action of the ionized medium and the earth’s magnetic field, which must 
obviously in principle affect the propagation of the waves. Since, however, the 
direction of propagation of the waves is seldom either along or perpendicular to 
the direction of the lines of force, it was necessary to extend Lorentz’s treatment to 
the case when the magnetic field is inclined at any angle to the direction of pro¬ 
pagation of the waves, and the formula determining the characteristics of the basic 
modes in this case was published by Appleton in 1927(2). He assumed the charged 
centres to be free electrons, where Lorentz had regarded them as bound. The 
expression given by Appleton has the form 

.(1). 

* The Heaviside system of units, used by Lorentz, is here retained. 
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In this paper 

c is the velocity of electromagnetic waves in vacuo; 

m the mass of an electron; 

e the charge on an electron (e.s.u.); 

N the electron-density; 

H the imposed magnetic field (gauss); 

Hi the component of magnetic field along direction of propagation; 

the component of magnetic field perpendicular to direction of propagation; 

p~ ZTT times the frequency of the wave considered; 

= j^ 7 rNe^jm\ 

pji -- Hejmc, and is the natural angular frequency of rotation of electrons about H\ 
HiflmCi and is the natural angular frequency of rotation of electrons about Hi ; 
prp = HjejmCy and is the natural angular frequency of rotation of electrons about Hj ^; 

V ^ i/r, and is the frequency of collision of electron with molecules; 

«■= - PVPo^- h'< 

V’^PPbIPo', 

Vt =* PPxlPo^'t 
yi.-ppjjpi?\ 

/X is the index of refraction and ~ r/(phase velocity of propagation); 

K is the index of attenuation; and 
M ~ /X — iKcJp, 

The same expression, with different notation, was independently derived by 
Hartree(3) in his study of the general differential equations of propagation in any 
stratified ionized medium; he summed the waves scattered by the discrete charged 
centres and superposed the result on the incident plane wave. The formula (i) 
may therefore appropriately be called the Appleton-Hartree formula. The present] 
paper is concerned with the dispersion curves to be derived from it and used in the 
interpretation of wireless reception phenomena. We may note at once that, when 
the external magnetic field has a non-zero value, the two values of M are only 
equal if (i) AT = o or (2) i -f a — o and y/ — 4i8^yx“ = o simultaneously; these 
cases arc the only ones in which the two basic modes of propagation given by the 
alternative signs before the square root can be the same. The theory strictly holds 
only when the number of electrons in a cube whose side is a vacuum wave-length is 
large; it is thus not to be expected that the formula will correspond rigidly to 
physical reality for very small values of Ny but it does give = i when iV = o, as 
pjiysical considerations demand. This point arises again later, in connexion with 
the dispersion curves. 

In deriving the formula, absorption was regarded as caused by collision of the 
free electrons with the neutral molecules of the gaseous atmosphere around them. 
The frequency v of these collisions per electron is a variable quantity and increases 
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with the density of the atmosphere. The curves given in the present paper are 
restricted to the case v == 0; those for small values of absorption differ only slightly 
from those given here, though the presence of even a small amount of absorption 
removes the infinities on the dispersion curves, as is usual in physical theory, and 
also requires that fi and /c in (i) be never actually zero. 

The discussion given by Goldstein (4) treated the medium as a homogeneously 
charged fluid, in contrast with the discrete charged centres assumed by Lorentz, 
Appleton and Hartree, and disregarded the effect of collisional friction which was 
included by the other writers named. The dispersion curves derived on this 
assumption may differ considerably from those given by the Appleton-Hartree 
formula, particularly at low frequencies. 


Cf h 




§2. MODES OF PROPAGATION 

In discussing the general properties of the Appleton-Hartree formula and the 
types of dispersion curves it gives, it is convenient to start from the form (1) in 
which it was derived by Appleton. The alternative signs to the square root show that 
has two values for any one set of values of />, Ny Hi, Hf and v, so that, generally 
speaking, there are two basic modes of propagation of electromagnetic vibrations 
of angular frequency p through a medium of constant electron-density with a given 
magnetic field and collision-frequency. These modes are defined and distinguished 
by [a) the two values of A/^, and (6) the polarizations corresponding thereto, which 
have been shown by Appleton and Ilartree to be given by 


E. 


II. 

Hi 


1 ■+■ {a 


iy^{\ - M^) 


.(2). 


where the incident wave is propagated along the positive direction of Oz and the 
external magnetic field has components Hi and H^ along Os and Ox respectively. 

The vibration actually occurring in the medium is determined for continuous 
waves by the proportion in which the modes are present at any time and may be 
found by the usual method of building up a wave in the medium by superposition 
of the possible basic vibrations. We suppose the incident wave to be travelling along 
the positive direction of Os, If we distinguish the two values of by the suffixes 
a and b when the positive and negative signs respectively are prefixed to the square 
root in the denominator of the right-hand side of (i), we see, following Lorentz^, 
that the components of the vectors describing the electromagnetic field are repre¬ 
sented by the real parts of expressions built up by adding the four quantities 
+ tp(t±fi^zic) multiplied by a constant factor determining 

its amplitude and phase. The factors are found in any actual case by connecting the 
total vibration to the incident wave of given polarization and amplitude by means 
of the boundary conditions to be satisfied at the surface of the ionized medium. 

The phase velocity of propagation of a basic mode is so that the index bf 

fir ^ ^/(corresponding velocity of phase propagation). 


* Theory of Electrons, p. 153 (1916). 
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The quantities detennine the rate at which the amplitudes of the vibrations 
decrease and are called by Lorentz the indices of absorption, although, as will be 
seen below, true absorption of energy only occurs when v ^ o, i.e. when friction 
is present; in this paper is called the “index of attenuation.” 

The basic modes of propagation fall into three types, which are distinguished 
by the nature of in the following way. 

(i) When Mr^ is real and positive, fir has a non-zero value and Kr is zero; this 
corresponds to the propagation of progressive waves along the positive or negative 
direction of the .s^-axis with phase velocity cjiif and constant amplitude, (ii) When 
Mr^ is complex, Kr is no longer zero and the progressive waves propagated, as in (i), 
in the positive and negative directions of Oz suffer exponential diminution of 
amplitude. This falls to ije of its value in a distance (iii) When Mr^ is real 
and negative, fij. is zero but Kr has a non-zero value and the vibrations of a scalar 
quantity y take the form 

y == cosh KfZ cos pt T sinh KrZ sin pt 
as compared with the form 

y =- cos KrZ cos pt =F sin KrZ sin pt 

of the progressive waves of (i). This is the type of disturbance which penetrates a 
medium where Mr^ < 0. Such a medium is usually taken as totally reflecting, but, 
if it is finite in thickness, some penetration through it can take place, especially 
if its thickness is small compared with a vacuum wave-length. The limiting con¬ 
dition for < o is given by the point on the dispersion curve at which fir 
vanishes. 

We note that, since actual absorption of energy can only take place when 
firKr ' o*, the second type of vibration is the only one in which energy is absorbed. 
firKr is, save for the factor zcjp depending on the frequency, the imaginary part of 
the right-hand side of (i), and cannot therefore have a non-zero value unless 
friction is present. • 

From the above discussion it is clear that, in order to predict the nature of the 
wave which will be propagated under any given conditions, and to discover what 
will happen to any wave incident on the ionized medium, we must first investigate 
the properties of the Appleton-Hartree formula and the types of dispersion curve 
given thereby. It may be well to emphasize here that the formula does not refer 
to media in which N is varying, but only to a uniform medium with constant N\ 
it gives the types of vibration propagated in such a medium extending to infinity 
in the plane of the wave-front. 

Discussion of a medium with variable N is only possible by working with the 
appropriate differential equations assuming the AT-distribution corresponding to 
the medium; analytical solution of the equations in terms of known functions has 
not yet been performed except with a stepped iV-distribution, consisting of a 
system of regions of finite extent in each of which N is constant. In this case the 

* Cf. Drude, Theory of Optics^ pp. 366-367. 
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values of given by the Appleton-Hartree formula may be used to build up a 
wave in each separate region as described above. The unknown constants in this 
wave are determined by satisfying the boundary conditions. The reflected wave 
corresponding to an incident wave of given frequency, amplitude and polarization 
may be determined as regards amplitude, phase and state of polarization. 

§3. TYPES OF DISPERSION CURVE 

The physical quantities which define the medium under discussion are the 
longitudinal and transverse components Hi^ and of the imposed magnetic 
field, the collision-frequency v, the angular frequency/) of the waves under investi¬ 
gation, and the density N of the charged scattering centres, which we will hence¬ 
forth assume to be electrons. With so many variables there are several possible 
types of dispersion curve or surface and, in deciding which shall be most fully 
discussed, we must consider which are likely to be of the greatest utility to those 
engaged in experimental researches on the propagation of waves. The chief appli¬ 
cation of the Appleton-Hartree formula is to the interpretation of the results of 
experiments on the electrical constitution of the ionosphere. The formula was 
deduced by considering the case of waves incident normally on the ionized medium, 
and many experiments have been and are being done by emitting waves very close 
to the receiver and observing the wave reflected vertically downwards by the iono¬ 
sphere. For such emissions Hi and Hi are fixed by the elements of the earth’s 
magnetic field in the region where the experiments are carried out, since the emitter 
and receiver are very nearly at the same place. The collision frequency v may 
next be fixed; it will be zero in the absence of friction, and a set of curves with 
values of v increasing from zero will show the gradually increasing effect of friction 
on the properties of the medium. 

The only independent variables remaining when the value of v has been fixed 
are the angular frequency p and the electron density N, Experiments are generally 
designed to send a wave of given frequency into the ionosphere, where it meets a 
dispersive medium of gradually increasing N; thus, if we wish to be able to interpret 
the constitution of the reflected wave, we must draw the dispersion curves corre¬ 
sponding to the experimental arrangement—that is, we must fix p and find how 
the two values vary as N gradually increases from zero. The curves will then 
represent the conditions actually met by the wave as it penetrates into the medium, 
and also those encountered by the reflected wave on its return to the receiver. 
A set of such curves will be sections of three-dimensional (/>, Ny M/) surfaces; 
sections of the surfaces at right angles to those from which they were built up 
will be dispersion curves giving the variation of with p for constant N. The 
dispersion curves given in this part of the paper are restricted to those for which 
= o; curves giving the values of /x, and for three degrees of damping of different 
orders of magnitude, for four typical wave-lengths, with the corresponding polari¬ 
zations, will form the subject of part 2. 
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§4. CASE OF ZERO DAMPING: CLASSIFICATION OF (N, M,*) 
DISPERSION CURVES 

In the case where the electrons are not subject to collisional friction, we set 
V = o and therefore « 0 in the expression on the right-hand side of (i). Both 


M 


Frequency (Mc.lsec,) 

Figure I (Frequency, N) curves for Mj, = o. 

values of now remain real, though they may be positive, negative or zero, and 
the only modes of propagation which can occur are (i) and (iii), described in § 2. 



PbVP' 


Figure 2. Ranges of magnetic field and frequency for various classes of (N, M^) curves. 

These modes are separated by the points, shown in figure i, at which = o. 
Discussion of the use of the curves giving Af,® = o is deferred until § 6, as their 
interpretation requires the use of the actual dispersion curves, which will now be 
described. 



252 Mary Taylor 

Since is now always real, it is convenient to represent yif and on one 
diagram, by drawing the curves for as functions of iV, and remembering that 
points above the line = o give and refer to mode (i), while points below 
this line give and refer to mode (iii). 

The curves showing as a function of N for constant p may be divided into 
four classes according to the types of infinity they contain. Both values of Mr* 
never become infinite for one value of p ; the infinities, when they exist, lie either 
in or in The values of N for which it is possible for a value of Mr* to 
become infinite are given by the zeros of the denominator of the Appleton-Hartree 
formula, which correspond to positive values of that is, by the real positive 
roots of the cubic equation in • 
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Taking Cartesian co-ordinates y where x ^ pu^jp^, y — pt^lp^y we can represent 
in one diagram, figure 2, the ranges of magnetic field and frequency for which the 
various classes of (A^, dispersion curves occur. Since p//VP^ ^^d pi^jp^ 

both o and pi* pjjy we are restricted to the first octant of the {pn^jp^y Pl^IP^) 
plane. Any line through the origin defines a value of pjpn , that is, of the angle of 
dip, so that when considering the curves applying to any given place we move 
along one particular straight line through O; the angular frequency p is infinite at 
the origin and decreases as we move outwards. At Slough (latitude S i J"" N., longitude 
o°3o' W.) we are on the line OD ; it is with reference to this line that the curves shown 
have been drawn and, as it is quite typical of places for which pj^ > \pi{^y the general 
phenomena will for simplicity be described with reference to it. From the absolute 
value of the strength of the earth’s magnetic field, we can find the point on OD 
corresponding to any particular frequency and, conversely, the frequency corre¬ 
sponding to any point on OD which we may find particularly interesting. 

Consideration of the properties of the roots of (3) shows that there is one 
infinity in M*,* for all points for which p//Vp^ < i- The linep^y*/p^ ^ corresponds 
to the natural frequency of rotation of the electrons around tlie total magnetic 
field and gives at A on OD a wave-length 227-1 metres. Class i of dispersion curve 
(see figure 3-1, i "5) is obtained for all wave-lengths shorter than this; the infinity 
in Mft* moves towards larger values of N as the frequency increases and dMi^^jdN 
always <0. At ^ another infimty in M^* appears at - o and, as the frequency 
decreases, moves towards regions of greater N until at B the two infinities in M*,* 
coincide. 

The curve for 227-1 m., figure 3*1,6, shows the boundary curve between classes 
I and 2. The mathematical infinity appearing here at the origin in M*,* has no real 
physical meaning; the theory giving the Appleton-Hartree formula is based on the 
assumption that a large number of electrons is contained in a cube of the medium 
whose side is one vacuum wave-length, so that it does not strictly apply in the 
immediate neighbourhood oi N ^ 0, The dispersion curves must all start from 
My* ~ I for A^ == o; exact investigation of physical behaviour in the neighbourhood 





Figures 3 i, i to 31, 4. (N, M/) curves 








Figure 3*1, 7. A = 240 metres. Figure 3*1, 8. A = 256*2 metres. 

Figures 3*1, 5 to 3*1, 8. (AT, M*) curves. - Afj*- 























Figure 3*2, 7. A = 240 metres. Figure 3*2, 8. A — 256*2 metres, 

Figures 3*2, 5 to 3*2, 8. Polarization curves, - Mj*- 






Figures 3*2, 9 to 3*2, 12. Polarization curves. 
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of N = o would require examination of the validity near this point of the funda¬ 
mental assumptions of the theory, and falls outside the scope of this paper. The 
ikr»* curve for A = 227*1 m. has been drawn starting at a finite distance from 
N=o. 

This difficulty that the curve for p = pa gives Mj* — 00 in the limit for 
iV 0 is not peculiar to the problem of propagation of electromagnetic waves in 
an ionized medium in the presence of an external magnetic field but occurs at 
resonance in wy dispersion problem, e.g. in the case of classical oscillators. In the 
Lorentz form of dispersion theory, the value Af® = 00 at resonance occurs however 
few the oscillators, and one gets M® 00 as iV o, though, putting first N — o and 
thenp -> resonance frequency, one gets M* = i. Care is thus necessary in inversion 
of limits, since in our problem we have 

lim lim Mj® ^ lim lim Mj*. 

N’^0 P^Pff JV->6 

In the present case it is the second-order terms involving the magnetic field which 
prevent having an infinite value for all N at this frequency. 

The introduction of even a small amount of friction causes the infinity to 
disappear, just as in the ordinary Lorentz dispersion formulae. 

The curve for 240 m., figure 3*1, 7, is given as an illustration of class 2, with 
two infinities in The curve for 256*2 m., figure 3*1, 8, is the boundary between 

classes 2 and 3; H 00 on both sides of the value of N for which it becomes 

infinite. Between B and C neither nor has any infinities, since equation (3) 
has no real positive roots. This class 3 is illustrated by the curve for A == 400 m., 
figure 3*1, 9. At C, corresponding to A = 615-5 m., figure 3-1, 10, for which the 
curve is shown, a double infinity appears in and for lower frequencies this 
separates into two, one of which moves towards very small values of N, This class 4 
is illustrated by the curves for A --= looo m. and A=^ 18,000 m., figure 3-1, ii 
and 12. 

The curve in the {Xy y) plane which separates the regions of two and zero 
infinities is the cubic curve FGBECK^ whose equation is 

8 - yf “ i f iw' -zy^-i2y^o .(4). 

It is tangential to a? = i at G, where j' = and to the line y ^ x zt where 
^ J = I- In the whole of the region OPQ there is one infinity in in GPE 
there are two infinities in and in LEK two in Ma^, Within the whole of the 
region lying between QGBECK and the line x = o there are no infinities in either 
or Thus at places, such as those near the magnetic equator, for which 
pL < only two classes of (iV, M/) dispersion curves, one with one 

infinity in and the other with no infinities in either Ma^ or These are the 
Slough classes i and 3; see, for instance, figure 3*1, 4 and 9. At places where 
pj^ lies between and there are the four classes of curve described above 
with reference to the line OD. Thus figure 2 enables us at once to determine the 
type of dispersion curve holding for any given frequency at any given place. 
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For the line OD the point B corresponds to A ~ 256*2 m. and C to A == 615*5 
That these values coincide very nearly with pi^ and /)y, the natural frequencies 
of rotation about the longitudinal and transverse components of the magnetic field 
respectively, is seen from figure 2 to be due to the value of the angle of dip at 
Slough rather than to any deeper physical cause. The cubic curve represented by 
equation (4) seems to have no simple physical significance. 


§5. NOTES ON THE DISPERSION CURVES ILLUSTRATED 

{N, Mf^) dispersion curves for vertical reflection from the ionosphere at Slough 
are given in figure 3-1 for the wave-lengths shown in the figure. They fall into the 
following classes: Class i, one infinity in figures 3*1, i to 3*1, 5. Boundary 
curve, figure 3-1, 6. Class 2, two infinities in figure 3*1, 7. Boundary curve, 
figure 3*1, 8. Class 3, no infinities, figure 3*1, 9. Boundary curve, figure 3*1, 10. 
Class 4, two infinities in figures 3-1, ii and 3-1, 12. 

Apart from the boundary curves between the classes, the wave-lengths illustrated 
have been chosen with a view to demonstrating the effect of the presence of a 
magnetic field on propagation at the various ranges of frequency which are roughly 
divided off by the experience of practical wireless transmission. It is hoped that 
the curves may prove to be ol practical value to those engaged in experiments on 
the nature of radio propagation. Each curve has been treated on its own merits 
and a scale has been chosen for it which will bring out its peculiar properties (e.g, 
the points where Mr^ - o, the various branches and asymptotes) as clearly as 
possible. The N and Mr^ scales are therefore not uniform throughout the set; the 
iV scale in particular becomes very much more spread out as the frequency decreases. 
For the long-wave-length curves of class 4 it was necessary to choose a logarithmic 
scale in order to show the behaviour for small values of N. 

The effect of the magnetic field does not begin to be noticeable for the values 
of N, greater than 10®, which are believed to exist in the ionosphere, until the wave¬ 
length in vacuo has increased from zero to the order of 30 m., figure 3-1, 3. For 
longer wave-lengths the effect becomes stronger, and for A 80 and 100 m., 
figures 3*1,4 and 5, the dispersion is very marked from N~ > 10** to 4 x 10^, 
so that the magnetic field may be expected to have a large influence on propagation 
in this region. As A increases, the range of N in which the effect of the magnetic 
field is important moves towards smaller values. 

§6. USE OF THE ZEROS AND INFINITIES OF THE DISPERSION 
CURVES IN THE INl’ERPRETATION OF PROPAGATION PHENOMENA 

Appleton and Hartree have shown that the points where = o are determined 
by 


I + a = o for Mo® 
I + a = ± y for 


(5), 
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i.e. 

iotM* 

^ — -4 for M * 

3 p>'-^ p.' 

We notice that iWi^ = i for Ma* = o, when A^= A^a, say. 

Since «= f^irNe^jmy these equations give the critical values of N for which 
Mf^ = o at any given frequency. They are shown in figure i as functions of the 
frequency. 

Curve 2, figure i, shows iV^, the value corresponding to = o, which is 
independent of the magnetic field and exists for all frequencies; A/j, corresponding 
to Mb® -= o, has two values: shown in curve i, figure i, corresponding to the 

equation i + a ~ — y, and ATj,^, shown in curve 3, figure i, corresponding to the 
equation i + a -= + y. For p <pn there are no values of . In considering 
which of the curves in figure i is likely to give a point of reflection, we must also 
consult the actual dispersion curves given in figure 3*1. 

From these we see that, for all angular frequencies greater than i.e. for all 
wave-lengths less than 227-1 m. (determined by the value of the earth's magnetic 
field prevailing at Slough) the wave corresponding to M^® (frequently called the 
“ordinary wave") may be expected to be reflected by values of N given by 
while that corresponding to M^^ (frequently called “extraordinary wave") may be 
expected to be reflected by as it goes up to meet increasing values of N, The 
disturbance beyond produced by the wave reflected there will in general have 
diminished so much in amplitude before it meets densities at which its propagation 
is again of type (i), § 2 (between the infinity line and that no appreciable 
amount of energy remains to be reflected by We may therefore expect the 
extraordinary wave to be reflected before the ordinary wave at these frequencies, 
and so to have a shorter delay-time when the reflection of pulses is being studied. 
If, however, the variation of N is so rapid that the disturbance is still appreciable 
when N attains the value A^b,> it would be reflected there but would probably not 
have sufficient amplitude after reflection and attenuation to cause an appreciable 
disturbance in the region N <N^qxx the return journey. There is, however, the 
theoretical possibility that it might do so and be reflected as an echo of very long 
delay. 

For longer wave-lengths the phenomena become more complicated. At 
frequencies belonging to class 2, for instance A = 240 m., figure 3-1, 7, there is a 
possibility of reflection of the extraordinary wave before either of the zeros or 

is reached, owing to the early occurrence of the first infinity in The ordinary 
wave will still be reflected from its zero at A'a, but a rapid increase in N will be 
required to enable the extraordinary wave disturbance to pass through to and 
be reflected there. At the boundary between classes 2 and 3, where A = 256-2 m., 
the total reflection for both the ordinary and extraordinary waves occurs at the 
zeros of M,.®, but now the curves to use in figure i are 2 and 3 instead of i and 2 
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as they were in class i; we should now expect the ordinary wave to give the reflected 
pulses of lesser delay. We may here notice that > i for values of iV up to in 
curves of type 3 means simply that the phase velocity of propagation of the extra¬ 
ordinary wave is less than the velocity of light for such values of N ; this holds for 
any N where > i. This behaviour is typical also of class 3 and the boundary 
curve between classes 3 and 4. With class 4 there is in addition the possibility that 
the ordinary wave disturbance may pass through the very small variation in N 
required to make its propagation possible again. On these long wave-lengths it 
seems quite probable that transmission of the ordinary wave may take place 
through its first totally reflecting region; it would then be reflected from its second 
infinity point as a long-delay echo. The behaviour of is regular in this case; 
it is simply totally reflected from . 

The values of N which are required to reflect waves of class 4 are, however, 
so small that the absorption must be very large in the region where they are reflected; 
this will probably have the effect of smoothing out the infinities and bumps on the 
curves, so that the small regions of possible propagation near the asymptotes are 
practically eliminated. For these long wave-lengths there may be a true dis¬ 
continuity and an effective sharp boundary to the reflecting layer, since continuity 
of N physically means a small change in a wave-length. 

§7. {p,N) REGIONS OF PROGRESSIVE PROPAGATION OF THE BASIC 

MODES 

The complicated reflection phenomena described in the preceding paragraph 
are summarized in figure 4, which shows the division of the (p, N) plane into 



Figure 4. Division of (p, N) plane into regions of progressive propagation of the basic inodes. 

regions of progressive propagation of the basic modes, i.e. regions which give 
type (i), § 2, for one or other of the modes. A logarithmic N scale spreads out the 




The AppktoU'-Hartree formula 263 

curves for small p and N which are all asymptotic to the iV-axis; in drawing the 
curves in this region, it was thought important to stress their relative positions 
rather than to adhere closely to the calculated values. A line drawn parallel to the 
JV-axis for any given frequency will show the successive propagation conditions 
encountered by upgoing waves of that frequency; in using the diagram it should be 
remembered that, with a sufficiently large variation of N within a wave-length, 
it may be possible for the wave disturbance to pass through the totally reflecting 
region into a region where it can be propagated again, and to suffer reflection at 
the upper boundary and perhaps further reflection back and forth until it emerges 
after a long delay or is too attenuated to be detected, 

§8. POLARIZATION 

Equation (2) determines the polarizations corresponding to the two values of 
Those corresponding to the (A^, curves of figure 3*1 are shown graphically 
in figures 3*2, i to 3*2, 12. The angle 6 which is shown as a function of the electron- 
density is defined by the equation 

tan 6 iEylEx = HxjiHy^ 

where the axes Ox and Oy are respectively along and perpendicular to the transverse 
component of the earth’s magnetic field; tan d thus gives the ratio of the axes of the 
ellipse described by the electric vector in the {Xy y) plane. Linear polarization 
along Ox is given by 0 ==^ o and along Oy by 0 -== Jr 90®; positive values of d corre¬ 
spond to an anticlockwise (left-hand) direction of rotation viewed along the direction 
of propagation, and negative values of 0 to clockwise (right-hand) rotation*. 
0 ~ 45° corresponds to left-hand circular and 0 == “ 45*^ to right-hand circular 
polarization. For values of 6 between o® and ± 45° the ellipse has its major axis 
along Ox, for values of 6 between +45® and ± 90*^ along Oy, We note that there is 
a possible ambiguity of 6 with respect to whole multiples of 180°. 

In every case the limiting polarizations corresponding to and Mi,^ as N o 
are circular and are left-handed and right-handed respectively, when the positive 
direction of is along the positive direction of propagation of the mode consideredf. 
These are the conditions which apply to the down-coming waves in the northern 
magnetic hemisphere. The diagrams show that as N increases the polarizations 
remain very nearly circular until the wave reaches the immediate neighbourhood 
of the point Na where = o, == i. Then they rapidly become elliptical; the 
jV-axes of the ellipses corresponding to and become relatively smaller 
and greater respectively, until at the point N === the polarizations are linear, 
along the jc- and jy-axes respectively. For greater values of N they open out and 
soon become nearly circular again. The polarization corresponding to Ma at the 
points Ajjj, where o, is given by HyjHx^ respectively, so 

that 0 is a function of the angle of dip alone. 

• Note that in figures 3*2, i~i2 the positive values of $ are below the N-axis. 
t The charge on an electron, the sign of which determines that of Yi* is negative. 
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In the present case of zero absorption, the principal axes of the ellipse remain 
along the x~ and jy-axes. The axes are the same for the two waves and the direction 
of description is opposite in the two cases. Their ellipticities are the same, but the 
major axis of the one is the minor axis of the other. Mathematically speaking, the 
product of the polarizations at any point is — i and the two values of 6 are com¬ 
plementary in magnitude. The main effect of friction on polarization is to rotate 
the principal axes through an angle which may be calculated for any point; the 
product of the polarizations is still, however, - i. This subject will be discussed 
in Part II. 
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DISCUSSION 

Mr R. A. Watson Watt. The author’s interim report of progress in her 
heroic investigation of the theory of propagation of electromagnetic waves in an 
ionized medium under an external magnetic field is timely and valuable. I was, 
some years ago, so strongly impressed by the need for such a general investigation 
and by the formidable difficulties of bringing together adequate mathematical and 
physical skill and adequate computing facilities for bringing the problem to 
numerical solution that I suggested to the Radio Research Board that the work 
should be taken up at Slough, where close contact with experimental work would 
be a valuable guide to the mathematical investigator. 

The results now presented, despite the limitations arising from neglect of 
collisional damping, are of a kind required by all investigators concerned with the 
mechanism of return of wireless waves from the ionosphere, and this paper will 
stand as a source from which initial data for new investigations can be obtained 
without duplication of effort. 
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It is satisfactory that we can report that the investigation of typical cases, taking 
account of collisional damping, is making satisfactory progress and may be reported 
at a comparatively early date. 

Prof. E. V. Appleton. All experimental workers in the field of ionospheric 
investigations will welcome Dr Taylor’s exhaustive representation of illustrative 
magneto-ionic dispersion curves. It is only by having the theory so fully worked 
out for us at the first stage that we are able to make the next step and consider the 
effects of collisional friction in differentiating between the attenuation experiences 
of the ordinary and extraordinary rays in their ionospheric journeys. I have always 
felt somewhat guilty concerning the complications which the gyroscopic terms 
introduce into the simple dispersion equations of Eccles and Larmor, but the 
experiments on the polarization of down-coming waves in England and Australia 
leave little doubt that we must face this difficulty. 

Author’s reply. The limitations arising from neglect of collisional damping in 
the curves given in the present paper are not apparent until the frequency of 
collisions is of the order of io®*per second, and even then the effect of friction is 
merely to round off the corners of the dispersion curves by removing the infinities 
and to prevent fx and k from being ever actually zero. This degree of friction is most 
probably that pertaining to the Kennelly-Heaviside layer, at heights of 110-120 km. 
above the earth’s surface, and the curves given in this paper may be confidently 
used in investigations of propagation phenomena at greater heights than this. 
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A MODEL TO ILLUSTRATE THE MOTION OF A 
DIATOMIC ROTATOR WITH TWO DEGREES OF 

FREEDOM 

By lewis SIMONS, D.Sc. and E. H. SMART, M.A., 
Birkbeck College, London 

Received November 28, 1932. Ready with demonstrationy December 16, 1932. 

ABSTRACT, An arm 5 in. long is pivoted at one end and carries at the other end a 
small electric lamp which is thus capable of moving on the surface of a sphere about the 
pivot as centre. The two angular velocities and 6 can be independently controlled by 
two hand regulated motors: is the azimuthal and B the co-latitudinal angular co-ordinate 
of the arm. If ^ and 6 are commensurable, the resulting figure traced out by the lamp 
remains stationary in space. This path represents the motion of one of the atoms of the 
rotator which has two degrees of freedom. 

T he apparatus is designed to show a certain class of motions of a point which 
possesses two degrees of freedom. The type of motion is thus defined: 
The point moves in a circle while the circle rotates about a fixed diameter. 
The point is thus constrained to move on the surface of a fixed sphere and the 
a radius a to the point has two angular velocities B in the circle, where Q is measured 
from the fixed diameter, and ^ that of the plane of the circle about the fixed diameter. 
0 We may conveniently take the fixed diameter as the polar axis: then 6 is the co- 
(j) latitude and ^ the azimuth measured from some fixed plane through the polar 
axis. It is convenient at the outset to take this fixed plane such that 9 and (f> vanish 
together. 

n If 6 = ncf) where n is some commensurable number the point P describes on the 

surface of a sphere a closed path which it continually retraces. This path may be 
r readily obtained if we know its projection on the equatorial plane. If r is the radius 
vector of the projection of P in this plane, r = a sin B. But, with the above-mentioned 
proviso, 6 ^ n<l) if 8 ^ mf>y and the equation of projection in the equatorial plane is 
(with <f> as the vectorial angle) r = a sin n(f>. This curve is characteristic of a class 
of plane polar curves known as rhodoneae from a fancied resemblance to rose petals. 
If n is an integer the curve consists of a number of loops passing through the origin, 
n in number if n is odd, zn in number if n is even. 
k If ^ and ^ are connected by a linear relation, szy 6 + k where k is constant, 

the effect will be to rotate the path of the point about the polar axis with an angular 
t velocity (~ k/n), for then 6 =n<f> + kt (the constant of integration may be neglected). 
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The figures for a number of simple cases of commensurable values of n have 
been drawn in figures 2 (a) to 2 (/). 



The importance of this type of motion cannot be overstressed because of the 
attention given to it in work on molecular spectra. Here the motion occurs amongst 
their rotational degrees of freedom of variously constructed molecules, and, of 



Figure 2 (a)*, r=a sin 0. 


course, the picture has been made still more complex by quantizing the motion and 
by expressing it in terms of wave-mechanical theoryf. 

On account of the beauty of the motion, even with two degrees of rotational 
freedom, it was decided to try to construct a model to illustrate it, and figure i 

• The curve is the intersection of the sphere by the circular cylinder ^ ay, 

t The kinematics of a particle on the rim of a symmetrical top is a common enough subject, 
but the modifications introduced by quantum and wave-mechanical theory in direct application of 
the motion to atomic systems is dealt with by Sommerfcld, Wave Mechanics^ p. i6 (1930); Ruark 
and Urey, Atom, Molecules and Quanta^ p. 437 (1930). 
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represents the successful attempt after some failures. It consists of a light arm B, 
5 in. long, w eighin g only i gm., and pivoted at one end, with a small medical 
electric lamp P attached to the other end. The lamp weighs only 0-37 gm. It will 
be seen that P can move on the surface of an imaginary sphere of radius 5 in. 
The motions in co-latitude 6 and azimuth <f> are transmitted to the moving arm B 
by the two independently driven wheels R and S, R being fixed as shown to the 
hollow shaft and S to the flexible cable which runs through the hollow shaft, trans¬ 
mitting motion to the “fly-wheel” C and the connecting bevel gears. For success 


/I-3 



Figure »(/). r=a sin }^. 



in working (a) the bend in the upright hollow shaft must enable the lamp P to 
move unhindered to any part of the spherical surface; (A) the vertical axis of 
the shaft must be a free axis so as to avoid too much vibration (loads are suitably 
disposed along the axis to ensure this result); (c) the arm B and its attachments 
must have as small a moment of inertia I as possible in order to minimise 
the gyrostatic couple I 0 <^ that comes into play during the motion. Finally (d) 
arrangements must be made for keeping the lamp alight during the whole of its 
motion. The method will be obvious from the figure; the current returns from the 
lamp through the metal apparatus itself. 

Let tOf, be the angular velocities of the wheels R and S respectively and in 
the same sense; then the angular velocity <l> of the lamp P in azimuth about the 
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vertical polar axis is , whilst the angular velocity 0 in latitude = o)/? — The sign 
of CO must be changed if R and S rotate in opposite senses. If (9 == »<^ as above, 
then the two possible methods of producing each figure are as shown in the table. 


w dl 4 > 


\ I 

o/tujj or 

^ 2 

f 2 

- 

+ 3 

± J 

- i 


±i 

11 . 

i 


The figure seen depends upon the phenomenon of persistence of vision. The 
precession effect which occurs in azimuth if the ratio of 0 to<f> cannot be expressed 
as a commensurable number is shown in some of the accompanying photographs, 
which represent examples of the figures actually observed. 

We wish to thank Mr F. Staley and Mr H. G. Bell for their kind assistance. 
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NOTES ON THE METHOD OF LEAST SQUARES 

By Sir A. S. EDDINGTON, F.R.S. 

Received November 10, 1932. Read January 20, 1933. 

ABSTRACT, In inferring the value of a physical quantity x from observations some 
risk must be accepted. It is therefore presumed that the investigator has made up his 
mind how much risk he will take, and desires the closest possible limits—the narrowest 
range of values of x —that he can adopt without exceeding this risk. The aim is to furnish 
a concise treatment of combination of observations on this basis, which it is hoped may 
be found useful in clearing up common misconceptions. Stress is laid on the fact that the 
method of least squares is justified without the assumption of a Gaussian error law of 
the observations. Most of the paper deals with quite elementary points, but it ends with 
a discussion of more difficult questions which arise in inferring the mean square error of 
ol)serv^ation from the residuals. 


§ 1. INTRODUCTION 

T he main purpose of this paper is to controvert two rather prevalent ideas: 
(i) that the method of least squares is only justified if the errors of observation 
have a Gaussian distribution, and (2) that the orthodox theory of errors does 
not sanction any of the other methods of combining observations that are often used 
in practice. I desire also that the theory should be presented in a way which does 
not introduce inverse probability. I realize that others have put forward similar or 
partly similar views, and probably all the substantial parts of this paper have been 
given at one time or another by earlier writers; nevertheless 1 hope that the pre¬ 
sentation taken as a whole will show the subject in a new light to some readers*. 

I think that the trouble arises because text-book writers often take it for granted 
that the object of the theory of combination of observations is to find the most 
probable value of the quantity x that is under discussion. This is a strange obsession, 
because it is difficult to imagine any circumstances in which it could be of interest 
to a scientist to know the most probable value of x. We must therefore insist at the 
outset that the purpose of the theory is to assist scientific investigation and not to 
answer mathematical conundrums. 

What the physicist desires is the most accurate determination of .v, in a sense 
which will be defined precisely in § 2. Further, although the superlative most may 
represent one aim, the more usual aim corresponds to the comparative more\ we 
wish to judge of any proposed method whether it is more accurate, and how much 
more accurate it is, than another. No practical physicist has ever set himself to 

* The main purpose is accomplished in §§ i~6; §§ 7-10 concern those minutiae, beloved of the 
mathematical theorist, which cannot be wholly omitted. 
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make the most accurate determination conceivable of a physical constant; he usually 
wishes to make a more accurate determination than his predecessors; sometimes his 
intention is merely to obtain a determination which is accurate enough^ i.e. which 
reaches some specified degree of accuracy. The calculator may well have similar aims. 

§2. THE “MOST ACCURATE DETERMINATION” 

The meaning of‘‘ more accurate determination ** is best explained by an example. 
Suppose tliat I have occasion to use Planck’s constant, and I find in reference books 
two determinations given as 

h \ 10-^ b*5Si “b *013, 

h ^ 10^’ =- 6*547 i *008. 

Assuming that these arc to be taken at their face value, I choose the latter; but my 
choice is not in any way guided by the consideration that on the evidence 6*547 is 
more probable than 6*551. Scientific results are not used that way. If any conclusion 
IS dependent on the choice, the first thing to bear in mind is that in all probability 
the true value is neither 6*547 6*551. To stand a reasonable chance of being 

right I must employ a range of values. I therefore proceed as follows. I first make 
up my mind how much risk of error 1 am prepared to take —for with any ordinary 
law of errors some risk is inevitable. I decide, let us say, to take a risk of i in 10; 
this is probably not greater than the risk I habitually take in drawing inferences 
from observational evidence. The theory of errors tells me that for this risk I must 
allow 2 2 times the probable error. Accordingly I rely on the first determination as 
a definite assurance that the value is between 6*519 and 6*583, and the second that 
it is between 6*527 and 6*567. Naturally the latter is the more useful to me since 
it limits the value to a narrower range; it is a closer or “more accurate” deter¬ 
mination, and will lead to sharper conclusions in the deductions that I am intending 
to make. Note that a “ determination ” is not a value, but a range of values that can 
be accepted with a given risk—^though we often loosely apply the word to the 
mid-value of the range. 

The accepted risk will vary according to the purpose for which the determination 
is to be used and the rashness of the user. A risk of g, corresponding to an allowance 
of double the probable error, is perhaps the most usual allowance for ordinary 
purposes; but a navigator determining his position at sea would not be satisfied to 
run his ship on the rocks once in six times. The practice of allowing merely the 
probable error as margin is not unknown—a tacit admission by the perpetrator that 
his habit is to tell the truth only on alternate occasions. 

The “most accurate determination” should accordingly be defined by the 
criterion of range per risk. It would, however, be difficult to utilize the definition 
strictly in this form. It might happen that in comparing two methods of deter¬ 
mination, one gave the more accurate determination (i.e. narrower range) when the 
accepted risk was small and the other the more accurate determination when the 
risk was large. The “most accurate determination” would then be ambiguous until 
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the accepted risk had been specified. This is scarcely likely to occur in practice for 
reasons explained below; but it makes it necessary to adopt a simplified (con¬ 
ventional) definition for theoretical purposes, which avoids all ambiguity. We adopt 
the mean square error of x as the best general criterion of the accuracy of x. The 
criterion of mean square error will be in any case a suitable compromise between 
criteria based on small risks and on large risks respectively; so that it has almost 
the same practical utility as the criterion of range per risk that we should ideally 
prefer. But there is actually a better justification for using it. 

When a quantity x is deduced (by any method of solution) from observational 
data, it has a frequency curve of error; that is to say, considering all possible ways 
of incidence of accidental error in the observed quantities, the resulting errors in 
the deduced value of x follow a frequency curve. The frequency curve of error of x 
must not be confused with the frequency curve of error of observation. We shall 
show in § 4 that in all ordinary cases the error law of x is approximately Gaussian 
even when the error law of observation is very far from Gaussian. 

Since then in practice we have to compare determinations of x which have 
similar frequency curves (all being approximately Gaussian, even when the errors 
of observation are non-Gaussian), the possible ambiguity does not arise. The curves 
differ only in linear spread; and the range for given risk (whether large or small) 
is simply proportional to the mean square error, which can therefore be used as 
an equivalent measure of accuracy. 

Thus the aim of the theory of combination of observations is to devise a method 
of solution which shall give a value of x having the smallest possible mean square 
error; so that we may deduce the smallest possible range of values within which 
.V can be asserted to lie, subject to the given risk of error that we have made up 
our minds to accept. 


§3. METHOD OF SOLUTION 

We consider the problem of finding the most accurate determination of x from 
a set of equations of condition 

a^x I h^y + -- [Mr (r = i, 2, ... n) .(i), 

where has an error derived from any symmetrical* error-distribution which may 
differ as widely as we please from the Gaussian law. The error laws for /xj, etc. 
need not be the same, but we assume that they all have the same mean square 
error c; if not, the equations must first be multiplied by appropriate factors so as 
to make the mean square error of the right-hand side the same for all, as in the 
ordinary process of assigning weights. 

Whatever method of finding a value of x we adopt, our value will depend on 
the measured quantities /x,., so that x can be regarded as a function of the /x,.. 

* Practical methods are generally designed to secure a symmetrical law, e.g. methods of reversal 
and differential measurements. But the restriction to symmetrical laws could be replaced by any 
other condition which excludes systematic error. 
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Assume for trial a linear function 

X = SAf JLtr .(^)* 

r 

where the are arbitrary coefficients. Then, on insertion of the value of fir from (i) 
X ^ liXrUr.X -f hXfK-y + .(3). 

This is satisfied if 

liXfOr = I, = o, = 0 .(4). 


Any set of values of A^ which satisfies (4) will give a “solution” x = SA^/x,.. 
It is a solution because if the measured quantities fir are free from error it will 
give the correct value of x. But when the fir are affected by error, these different 
solutions may be of widely different accuracy and we have to determine that set 
of values of A,, which gives the most accurate solution. 

Before proceeding further the question may be raised whether the most accurate 
solution is necessarily included in the linear form (2). It is quite likely that for 
particular non-Gaussian error laws non-linear solutions may exist which are more 
accurate. But it is unlikely that any non-linear method would be seriously con¬ 
templated as practicable having regard to the immense labour involved and the 
rarity of the occasions which call for it. An exception should, however, be noticed. 
When there is only one unknown and the equations of condition become simple 
measurements of x, “fancy methods” can be used and may be more accurate; thus, 
if it is known that the error law is the median is more accurate than the 

arithmetic mean, at any rate for some risks. The median is an example of a solution 


not included in the form (2). 

If the actual error of fir is we have by (2) 

error of x - SA^e,. .(5), 

and by a well-known elementary theorem (not assuming the Gaussian law) 

mean square error of .r - .(6)> 


where e is the mean square error of fi, (the same for all the fir^i as already stated). 
Thus the determination of x with the smallest mean square error to be obtained 
by linear methods is found by making XA/*^ a minimum, subject to the conditions (4) 
being satisfied. The minimum condition, together with the conditions given by 


differentiating (4), gives 

2]A^SA^ o .(7) 

for all variations 8A;. which satisfy 

liOr^Xr = 0, i]J,8A,. - 0, 'LCrSXr - 0 .(8). 

This is solved by the method of indeterminate multipliers. Suppose that 

A, =- GrP 1 KQ -I CrR .(9), 

where P, R are arbitrary coefficients independent of r. Then by (9) 

2 (A,. - a, P - brQ - CrR) SA,. = o .(10) 

for all variations SA^. But 

2 {OrP + brQ + CrR) SA^ = O .(ll) 
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for those variations which satisfy (8). Adding (10) and (ii) we see that 
iSAfSAr = o for variations 8A, which satisfy (8). Accordingly by taidng A^ of the 
form (9) the condition for a minimum is automatically satisfied, and it only remains 
to choose P, Q, R so that the conditions for a solution (4) are satisfied. 

Substituting (9) in (4), we have 

+ l^OrbfQ + 'SiOrCfR -- 

'ZOrbrP + ^b/Q + "LbrCfR = Or .(12X 

'LUfCrP + HibfCfQ + Sr//? == oj 


so that P, Q, R can be determined. Write the determinant of the coefficients of 
P, Q, R on the left of (12) in the standard form 


h 

g 


h 

b 

f 


g 

f 


and use capital letters for the minors of the small letters. The solution of (12) by 
the method of determinants is 


Hence by (9) 

and by (2) 

P = ^/A, Q^HIA, R^G/A 

Xr = {a,A + b,H + CrG)IA 

X - + ^Cf(Xr.G)/A 

.(13)- 

.IH). 


— ^a^bj. 

A 



Yibrllr 'LbyCr 

1 HCrfJLr ^brCr 


.(IS)- 


This then is the value of x with the smallest mean square error obtainable by linear 
methods. It is identical with the value obtained by solving the normal equations 
of least squares*. 

Further by (14) 

2A,2 ^ + ILarKH 1 A I- {YsaAA 4 H 

-f {^arC,A -h ^brCrH ^ Sf/G) q -- A2 
-- [{aA -1- hll ^gG)A^ (hA f- bH +fG) H -f {gA +fH +cG)G\^ 

=- (A^ + o -f- o)/A2 A /1 - P. 

Hence by (6) 

mean square error of a: = € \/{All) .(16). 

This also agrees with the result of the method of least squares; in fact the coefficient 
A/ 1 , or P, is usually found in practice by solving the equations (12). 

Our results (15) and fi6) thus justify the method of least squares without 
postulating a Gaussian error law, provided that it is understood that the method is 

* So far as the mathematics are concerned, I have utilized the method of Laplace (1811). I do 
not think it can be appreciated when presented apart from the argument to which I have here 
adapted it. 
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not concerned with “most probable values.*^ Its achievement is that (i) it gives 
a solution, i.e. a value which would be correct if the observations were exact; (2) it 
gives the mean square error of the result so that we know how wide a margin about 
the solution value we must allow; (3) no other linear method (and therefore no 
other method which we should be likely to contemplate employing) gives so small 
a mean square error and hence so narrow a range of x that can be trusted with an 
assigned risk. The conceivable existence of other methods (non-linear) giving still 
greater accuracy need not unduly trouble us; in practice it is more essential to 
know our accuracy than to crow about it. 

§4. FREQUENCY LAW OF a 

By (5) the error of x is made up of n terms each involving an independent 
error, and in all fair applications of the method of least squares n is somewhat 
large. Although some of the coefficients A may turn out to be comparatively small, 
a good proportion of them should be of about equal order of magnitude. For if 
two or three of them outweigh all the others, so that they are practically the only 
ones that count in the formula for it means that the investigator has included 
a mass of observational material which has practically no bearing on the deter¬ 
mination of A, though it concerns the other unknowns in the equations of condition. 
He is really relying on two or three measures and not on n measures as he supposes. 
Thus, apart from obviously inappropriate applications of the method, we find that 
the error of x is the resultant of a considerable number of independent errors of 
more or less equal importance. It is well known that in these conditions the 
resultant error is approximately Gaussian even when the contributing errors (errors 
of observation) are non-Gaussian, The number of contributing errors need not be 
unduly large; 6 or 8 will give a good Gaussian curve 

It is interesting to note the greater security and rigour attained when we realize 
that any assumption of Gaussian distribution that we require refers to the error 
of A and not to the errors of observation. Apart from empirical evidence, the only 
“prool" of the Gaussian law of errors of observation rests on the assumption that 
the error of observation is the resultant of many small independent errors, objective 
or subjective’**'. The assumption that the observeTy in making his error, combines a 
lot of little independent errors may perhaps be defended, but it offers a favourite 
target to the critic; it is much more satisfactory to be able to substitute the assump¬ 
tion that the calculatory in reaching his result, combines a lot of little independent 
errors, for we can always examine the actual coefficients A,, to see whether this is 
true, and confound (or justify) the critic. 

§5. NON-GAUSSIAN ERRORS 

It is well worth while to place our theory of combination of observations on a 
basis which is not restricted to observations obeying the Gaussian law, for exceptions 
to this law are not entirely trivial. It is well known that there is a widely prevalent 

* The proof from “the principle of the arithmetic mean,” which is still sometimes quoted, is 
altogether fallacious. 
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cause tending to make observational errors follow the Gaussian law, viz. the com¬ 
bination of a large number of sources of small errors; but it is not so well known 
that there is a widely prevalent cause tending to bring about systematic deviation 
from the Gaussian law, viz. heterogeneity of observational material. This last cause 
operates when the data are supplied by a number of observers of different skill or 
by the same observer working under conditions which have varied. It gives an 
error law with an excess of large and small errors and a defect of intermediate 
errors, in comparison with the Gaussian distribution; analytically, the ratio of the 
fourth moment to the second moment is greater than in the Gaussian law. 

For a Gaussian distribution the mean square error eg and the mean fourth power 
error 64 are given in terms of the measure of precision h by 

- I/2A^ 64^ - 3/4*^ .(17). 

Consider batches of Wg? ••• Gaussian errors with respective measures of 
precision /fj, Ag, A3, .... Then for the mixture 

€ 2 ^ - S/iry 

64^ -- S3«,*/4A,^ Z/Tr. 

Hence 


/ (^4^ - 3^2^) - (SWr) 


r<? 



A/ 



TH 




(18). 


which is a positive quantity, vanishing when the A^s are all equal. Thus €4^ ^ 3^2^ 
for the Gaussian law, but €4^ > 3€2^ when batches of observations of different degrees 
of precision are pooled —as must usually happen in practice. It might perhaps 
have been thought that if the precision A were itself randomly distributed the 
Gaussian law would be recovered, but the formula shows that this does not happen. 


§6. SIMPLIFIED METHODS OF SOLUTION 

The investigator is free to choose for his solution any other set of values of A,, 
which satisfies (4), and he often does so to save labour of calculation. His mean 
square error is given by (6), and his solution is a valid determination of x having 
the degree of accuracy thus assigned. It is necessarily less accurate than the least 
squares solution; but to tell him that he would have found a more accurate value 
by performing, say, three times as much numerical calculation is as impertinent as 
to tell an experimenter that he would have obtained a more accurate result by 
making three times as many experiments. It is not a crime to fail to reach the 
highest possible accuracy; it is a crime to fail to reach the accuracy which you claim. 
Perhaps the commonest case in which a simple alternative to the method of 
least squares can safely be recommended is typified by the determination of the 
period T of a pendulum by observing the times of n consecutive passages. The 
equations of condition are 

a + rT (r = o, i, 2, ... n — i). 
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One linear solution is obtained by comparing the mean of the first m times (<o»• • • <m-i) 
with the mean of the last tn times ... The difference gives {n — in)T 

with a mean square error c so that T is determined with a mean square error 


_ ey/z 

(n — m) y/m 


(19)- 


The weight of the determination (proportional to the inverse square of the mean 
square error) is therefore \m (n — m)^. This is a maximum when m = \n. Hence 
the most accurate solution of this kind is obtained by comparing the mean of the 
first third against the mean of the last third of the passage times, the determination 
being then of weight 

The weight of the determination of the value of T by the method of least squares 
is, of course, rather greater; it is found to be « (« — i) {n — 2)1 12 . Thus when n is 
large the weights of the two solutions are in the ratio 8:9. It is seldom that the 
difficulty of obtaining additional observational material is so great as to warrant 
the trouble of a least-squares solution for so slight a gain. The “method of thirds 
is generally useful when we have to determine a slope or a linear scale-constant 
from more or less uniformly spread data. 


§7. INVERSE PROBABILITY 

The ordinary presentation of the method of least squares as a method of finding 
the most probable value of x involves an appeal to inverse probability which is 
difficult to justify. The argument runs as follows. If the true values of the unknowns 
are x\y\ xr', we find (from the residuals of the equations of condition) that we must 
have made errors eg', ... in our observations; if on the other hand the true 
values are x'\y\ z\ our observational errors must have been cg", ... e„". We find 
further that ej', ... is a more probable set of errors than €1", ••• We 

then introduce inverse probability, and argue that since we are more likely to have 
made the errors e/, ... e,/ than the errors ... e„", it is more likely that the 

true values are x', y\ z' than that they are x'\ y'\ z", 

The argument that, because the consequences of hypothesis A turn out to be 
more probable than the consequences of hypothesis therefore hypothesis A is 
more probable than hypothesis cannot be accepted without qualification. Having 
tossed a penny 5 times in succession we observe that it has come down heads every 
time; this occurrence is much more probable on the hypothesis that it is a double¬ 
headed penny than on the hypothesis that it is an ordinary penny, but it does not 
follow that it is more probably a double-headed penny than an ordinary penny. 
It is true that in rejecting the argument we are guided not only by the ostensible 
data of the problem but by private knowledge that double-headed pennies are rare; 
but the real point is that questions of inverse probability are of such a nature that 
they compel us to introduce private knowledge or prejudice—that is to say, a priori 
expectation—since otherwise there is no answer to them. The objection to inverse 
probability is not so much that it is inadmissible as that it is silly. 
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The inverse-probability argument in the theory of least squares is valid only 
on the understanding that a priori all values of x, y, z are equally likely. Starting 
on this basis, we can then introduce the additional information supplied by our 
observations (which, of course, modifies the a priori expectation) and deduce 
rigorously that x\y\ z* is more probable than x'\ y'', But we are saved any 
debate as to whether this hypothesis of equal a priori probability of all values of x 
is an admissible one, because it is easily seen that it cannot be generally true. Certain 
methods of determining the charge of an electron provide linear equations of 
condition in which the unknown quantity xise; others yield equations of condition 
in which x is If all values of e are equally probable a priori, then all values 
of cannot be equally probable a priori; so that the hypothesis is untrue in 
one case. In practice the range of values of e that need seriously be considered 
is so small that it makes no appreciable difference whether the hypothesis of 
equal a priori probability refers to e or or any function of e within reason. 
The difficulty may not be a practical one, but it shows that the assumption under¬ 
lying the use of inverse probability in the usual theory of least squares has no 
axiomatic basis. 

This difficulty in the usual theory of least squares arises because it mixes 
together two distinct subjects, viz. the combination of observations and the philo¬ 
sophy of inference from obsen^ation. The presentation of the theory here adopted 
avoids the difficulty entirely because it sticks strictly to the combination of 
observations. It gives us a solution, say x - Xq, with a mean square error /x. We 
have first the satisfaction of knowing that it was not within our power to reduce fx 
by adopting any other practicable method. Secondly we may treat our result and 
draw just the same inferences as if we had found Xq by a single direct observation 
made with mean square error /x*. Effectively then we have replaced a mass of 
complicated observational material by the best possible equivalent single direct 
observation of the quantity x that we are seeking. The task of the theory of the 
combination of observations ends with this reduction. Anything further that we 
may add belongs to the philosophy of inference from an observation. This resolves 
itself into a simple question—How are we justified in making any inference from 
an observation which is subject to error.? 

The answer that I have adopted is as follows. We can never be sure of our 
inferences; therefore we have to aim at a system of inference that gives conclusons 
of which in the long run only ijq are wrong. Accepted observational knowledge of 
the universe is a function of q —a series of maps becoming more and more detailed 
as q decreases. The maps start (at q 00) with one which is entirely trustworthy 
and entirely blank; and they end (at ^ = o) with one loaded with detail of which 
only an infinitesimal proportion is correct. How a philosopher would use these 
maps I have no idea. I only affirm that some of the intermediate maps (say ^ 5 

• Except that the combination of observations has one advantage over the single observation. 
In drawing inferences from a single observation it is usually assumed rather hypothetically that 
the error law is Gaussian, but as was shown in § 4 we have much greater security that the error law 
of Xq is approximately Gaussian. 
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to ^ 20) can be of considerable assistance to a being who has to find his way 

about in the universe he lives in. 

The answer given by some is that we infer (from the observation) an inverse 
probability of true values of x. But then, what are we to infer from the inverse 
probability.'^ 
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§8, DETERMINATION OF THE MEAN SQUARE ERROR 


After a least-squares solution has been made, it is usual to compute from the 
residuals the mean square error of an observation. I add some remarks on this 
part of the problem, but limit them to errors obeying the Gaussian law. 

If /X is the mean square error computed directly from a particular sample of n 
errors, it can be shown that the frequency distribution of (jl is 

^n~i .(20), 

where € is the true mean square error. The same distribution (20) is obtained when 
fjL is computed from a sample of n m residuals^ m being the number of unknowns 
in the equations of condition. Hence the mean value jl of ^ found from an 
unlimited number of such samples is given by 


where 





/x” e- 
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(21) . 

(22) . 


The question is sometimes raised whether /x should be regarded as a deter¬ 
mination of € or of p€. It can be shown that its mean square deviation from € is 


eV{2(l-/>)} .(23), 

and from pe is 

€V( !-/>') .(24). 


Sincep < i, the latter is the smaller. Thus absolutely /x is a closer “shot*’ at pe 
than at e. But since pe e, a given mean square error of pe is equivalent to a 
larger mean square error in e ; and it turns out that proportionately /x is a closer shot 
at €. For if we set pe — /x, we determine e with a mean square error 

- -f • 

whereas if we set t equal to /x, we determine € with the mean square error (23) which 
is easily shown to be smaller. Thus it is better to regard /x as a determination of e, 
not pe. 

This point is in any case rather a trivial one, and it scarcely arises when we 
remember that for any useful application what is needed is not a value of e but 
a range of values which can be trusted with given risk. 
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§9. INFERENCE OF € FROM /i 

The problem of inference from /x is in principle the same as the problem of 
inference from a solution value of x already discussed. The theoretical calculation 
of /X reduces the mass of observational material to a single shot at c. We can treat 
/X just as though it were a direct observation of e subject to observational error. 

The error law is not Gaussian and is in fact slightly skew; but it is given explicitly 
in formula (20), so that we can find from it the range corresponding to any risk. 

A practical difference, however, arises from the fact that in a determination of x 
the error curve of x is supposed to be independent of the value of x^ whereas in 
a determination of e the scale of the error curve of € varies proportionately to €. 

We have therefore to proceed in a rather indirect way if we are to avoid introducing 
inverse probability. Suppose as before that we accept a risk of From (20) we 
can calculate factors k, k (functions of n) such that there is a nx chance that fj. is k, k! 
between the limits c/A and A'c. Hence having observed a particular /x, we can infer 
that either 6 is between the limits yJi and ixjk\ or that a chance has come off. 

Hence we make a practice of inferring from a determination /x that e is between 
Ilk and ixjk^ we shall only be wrong on those occasions on which a chance 
has come off—in the long run once in 10 times. Thus fik to /x/^' is the range which 
we can adopt with the accepted risk. 

There is a rather subtle distinction between what we have just said and the 
statement that the probability of € being between and ^ijk' is The latter 
would be a statement of inverse probability. Reverting to the example of a penny 
turning up heads on the first 5 throws, we can certainly infer that either the penny 
is double-headed or a 75^2 chance has come off. But I think no one would say that 
the probability of its being double-headed is the probability is simply 
non-existent until some information as to the a priori frequency of double-headed 
pennies is supplied. All the same, if we pursue penny-tossing as an occupation, 
and habitually infer when the first 5 throws turn up heads that the penny is double¬ 
headed, and infer when a tail appears in the first 5 throws that it is not double¬ 
headed, we shall only be wrong when a chance has come off, and perhaps not 
then if double-headed pennies exist. Thus in the long run we shall not be wrong 
more than once in 32 times. The distinction is between the probability of a particular 
affirmation and the probability of our making a right decision by the method which 
led to the affirmation. 

To sum up: when € is known we know the frequency distribution of /x, but we 
cannot solve the inverse problem of finding the frequency distribution of c when /x is 
known. The latter is not required because we can infer directly from /x a range of €, 
subject to the inevitable limitation that a specified proportion of our inferences by 
this method will be wrong. 
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§10. COMBINED INVESTIGATION OF a; AND f 

In writing down the range of x which can be accepted with given risk, we use 
the mean square error of jc, viz. € \/{A/A)y which is known in terms of the mean 
square error of an observation e. But if e itself is inaccurately known and can be 
specified only as a range (subject to risk), a complicated problem arises as to how to 
combine risks in e and risks in x. Owing to the fact that a rather large number of 
residuals are needed in order to determine € at all sharply, this is not always a 
pedantic objection. There is therefore considerable interest in the theory (now 
often preferred) by which the frequency distribution of x is found directly in 
terms of the observed mean square error /x instead of in terms of the true mean 
square error € whose value is uncertain. I think, however, that this theory has not 
been extended to non-Gaussian errors of observation. 

This undoubtedly is the more logical procedure when x and e are determined 
from the same data^ as is often the case. But it would not be quite fair to the 
ordinar)^ theory of least squares to regard it as superseded by this modern refinement. 
More especially in those problems of astronomy and geodesy which form the 
traditional field of application of the theory of errors, the determination of c rests 
on much more extensive data than the determination of x ; so that the determination 
of € and the determination of x arc separate problems as here assumed. From the 
practical point of view, adequacy of data is more important than mathematical 
polish. For example, astronomers determining a hundred or more stellar parallaxes 
used to calculate the probable error of each parallax from its own residuals; it has 
been realized that this is very wasteful of accuracy, and nowadays the probable 
errors of the separate parallaxes are based on a common value of e obtained from 
the residuals of the whole series, llius the determination of f employs more than 
a hundred times as many data as the determination of an x. 

I have therefore felt justified in ruling the rigorous combined treatment of e 
and X to be outside the scope of this paper, regarding it as an incidental rather than 
a basic problem in the theory of least squares. 

DISCUSSION 

Dr N. R. Campbell. I agree so entirely with the author’s conclusions that 
I hesitate to criticize his arguments. But the following considerations seem to 
support rather than to contradict them. 

(i) The author says rightly that the physical problem is always to select a range 
of values. He implies, rightly again, that, in using the selected range to test the truth 
of a physical proposition, it is always assumed tacitly that all values within this range 
are equally probable. If so, the application to physical problems of a theory whose 
aim is “to devise a method.. .which shall give a value of a:. ..” (uniquely dis¬ 
tinguished) must involve logical inconsistency. Such a theory cannot, therefore, be 
used to prove anything physically important; it can only suggest something to be 
established by other means. 
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(2) The assumption that probability is determined by the mean square error 
is convenient and often legitimate. But there is no evidence that it is accurately 
true. Consequently it may be expected sometimes to exclude permissible methods 
and sometimes to justify impermissible methods. Thus the “method of thirds*’ 
must be wrong; for the best method of using a group of equally trustworthy obser¬ 
vations can never be to ignore completely one-third of them. This is important, 
because the theory of errors is the last surviving stronghold of those who would 
reject plain fact and common sense in favour of remote deductions from unverifiable 
guesses, having no merit other than mathematical tractability. 

(3) Six or eight observations will not give a good Gaussian curve; six or eight 
millions will not do so. For the Gaussian curve is continuous, while the frequency 
curve of observations must be discontinuous, because the number of alternative 
readings on any instrument whatever must be finite. Again, the assumption of 
continuity is sometimes permissible; but, once more, experience shows that it is 
likely to be used most confidently when the evidence against it is most overwhelming. 
(See R. T. Dirge’s recent papers.) 

Inst.-Capt. T. Y. Baker. May 1 plead for a more explicit statement on the part 
of authors of scientific papers as to what they mean when they sum up the result 
of a series of measurements as a b} For I am sure that the conventions that 
underlie, or ought to underlie, this summarization are often unknown to the reader 
and sometimes to the author. I believe that a is, conventionally, the algebraic mean 
of the n values and h is fil\/n, where fi is the mean square error. That is to say, if 
r is a typical residual, /x -- \/(Lr^ln)y so that b =- 1 am pretty certain that 

b does not always have this value and may on occasion stand for probable error, 
or mean error, or mean square error, or even for some multiple of one of these. 
Doubtless to anyone continually engaged on work of a statistical nature, and who is 
frequently applying the methods of the theory of errors, no ambiguity is likely to 
arise, but so many people who read the journals of scientific societies have no 
intimate knowledge of that branch of mathematics. The risk of the expression a } b 
being misunderstood is so great that I feel sure an author would be doing a great 
kindness to his readers if he would always state, quite clearly, exactly what he means 
when he puts down an expression of this character. Let me give an example of the 
way in which a misunderstanding may arise. In a dimensioned engineering drawing 
a J- b is very frequently used. The nominal dimension is a; b is the tolerance 
either way. An engineer looking up the value of Planck’s constant, mentioned in 
§ 2, might, quite naturally, infer that h v lo**’ might lie anywhere between 6*538 
and 6*564, according to one authority, and between 6*539 and 6*555 according to 
another, whereas the limits that connote practical certainty are wider. 

One cannot have the whole of a series of measurements printed in extenso, and 
if a convention as to the meaning of b is required I suggest that the mean error of 
a single observation has much to recommend it. In the first place, the mean error 
involves less labour in its computation and furnishes a check, in the equality of the 
sums of the positive and negative residuals, on the accuracy of the arithmetic. With 
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the very limited number of observations to which the Gaussian law of errors is so 
often applied, the modulus of the curve may, for all practical purposes, be derived 
just as well from the mean error as from the mean square error. In the second 
place, the mean error gives simple factors for the ranges corresponding to risks 
of I in 10, 1 in 100 and i in 1000. They are respectively 2, 3 and 4 times the mean 
error. Thus, expressed in this manner, a ±b indicates immediately that there is 
one chance in 10 that the value of a single observation lies outside the range a — zh 
to a -i zb, one chance in 100 that it lies outside the range a ~ 3ft to « + 3ft, and one 
chance in tooo that it lies outside the range — 46 to a + 4ft. These numbers are 
only approximate; more accurately they should be 2*06, 3-22 and 4*14, but the 
round figures are generally good enough for practical purposes. 

Finally I would urge physicists not only to explain at the head of every paper 
what they mean by a b, but also to make a point of giving the number of obser¬ 
vations in each case. 

Mr J. Guild. This paper is one which will be read with great interest by 
experimental physicists: it would undoubtedly have given rise to a prolonged and 
useful discussion had it been presented otherwise than as one item in a rather 
congested programme. 

It is gratifying to find such an eminent mathematician as the author agreeing 
that there is no validity in the Gaussian law as applied to errors of observation. 
Practical physicists have challenged it before, on the ground that it bears no 
relation whatever to the circumstances in w^hich errors of observation arise, but 
little attention appears to have been paid to them. N. R. Campbell* rejects the 
Gaussian theory of error ‘‘without qualification and with the utmost possible 
emphasis; and with it... all theoretical grounds for adopting the rules that arc based 
on it.” His reasons for doing so must appeal to all practising physicists as in 
complete accordance with the facts of their owm experience if they have troubled to 
give any thought to the matter at all. Any theory based on an assumed law for the 
distribution of observational errors must be ruled out of court. 

I am glad to note, also, that the author effectively disposes of the meaningless 
old bogey, “most probable value,” but would have liked him to make a similar 
clearance of the term “probable error,” which is a source of great confusion and 
seems to me to have no more justification than the other. 

Having discarded the Gaussian law as applied to observational errors, the author 
reintroduces it as applied to the error of x, where x is the value of the thing measured, 
deduced from a series of observations each subject to a small independent error, 
and he re-establishes the method of least squares on this basis. It would appear that 
under circumstances, if such ever exist, in which we can agree in advance that the 
observational errors are “independent” no exception can be taken to this process. 
I would not like to say that such circumstances never exist, but I would hesitate 
equally to admit that I had ever met them. On the other hand, one can assert with 
certainty that in at least many, if not all, of the cases which arise in laboratory 

• Measurement and Calculations, p. 162. 
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physics there is no such thing as an entirely independent error. Errors of the type 
we are here considering, namely those which produce a spread in the observations, 
arise from failure in one or all (usually all) parts, human and mechanical, of the 
experimental system to behave in an absolutely identical manner under immediately 
identical circumstances. Past history affects the behaviour not only of the human 
observer but of every constituent part of the apparatus. I suppose, however, that 
independence of the errors, as such, does not enter into the author’s argument, 
provided that, whether independent or not, they give rise to an approximately 
Gaussian distribution in the resulting values of x\ and the advantage of this 
criterion, as the author points out, is that the computer can always see whether it 
is satisfied or not in any particular case. 

I am not convinced, however, that even then Campbell’s case against the 
Gaussian method of reduction has been invalidated. It is generally admitted, except 
possibly by rabid statisticians, that no method of reduction of experimental obser¬ 
vations can give an answer which has any significance within limits which are very 
much closer than the uncertainty of the individual observations. This is certainly 
the case in all laboratory work, where time and other considerations prevent the 
enormous series of observations, with which the statistician loves to work, from 
being made; and no competent experimenter would ever attach significance to the 
difference between the results deduced from a given series of observations by 
different legitimate methods; he would always use the method which involves the 
least arithmetic, such as taking the mean value of the relevant variable. If the 
difference between this and any other feasible result based on the observations is 
comparable wdth the range per risk at which he is aiming, his time will be much 
better spent in improving his technique, so as to get better observations, than in 
making lengthy calculations. 

With regard to the evaluation of range per risk as a criterion of the reliability 
of a determination, I submit that “probable error,” or any other function of the 
non-systematic errors, is entirely valueless. The risk of the true result being outside 
any given limits is surely as much dependent on systematic error as on the spread 
of the observations. No theory of errors which aims at obtaining formulae can take 
systematic error into account. The mathematician generally assumes that it is the 
business of the experimenter to eliminate all systematic errors. So it is, and he 
does so as completely as he can; but when the precautions suggested by his 
experience and permitted by his available equipment are exhausted some sources 
of systematic error still remain and, from the point of view of the experimenter 
who is doing his best to measure something, such unsuspected errors are as much 
accidental as those which merely affect the precision of repetition. They are a much 
more serious problem to him, or to anyone else who wants to estimate the accuracy 
of the result. Criteria of precision may have been of great importance in the early 
days of experimental science when relatively crude and insensitive instruments had 
to be used, but nowadays it is nearly always possible in any type of measurement 
to get more precision than has any significance in the final result. The elusive 
fiend—systematic error—is the crucial thing in modern laboratory work, and the 
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man who estimates the value of his own determinations by any function of the 
precision is merely singing himself to sleep with a pretty formula. As the result of 
twenty years’ experience in a laboratory where accuracy is the primary object in 
all the work carried out, I would attach absolutely no importance whatever to 
± limits, based on root-mean-square error or any other function of non-systematic 
error, placed after results obtained either by myself or anyone else. If I were 
faced with the particular problem put by the author at the beginning of paragraph 2, 
I would take no notice of the i o-oo8 or -b 0-013. I would first read carefully 
through the papers of both men and form some idea for myself of the relative merits 
of their technique and of their experience in work of this kind. If they happened 
to be well-known men I would supplement my own judgment by consideration of 
the instances known to me in which their work had been contradicted or corro¬ 
borated by others of similar status, and from these various considerations I would 
acquire a greater amount of faith in one result than in the other. I might, of course, 
be wrong in any particular case, but in the long run I should be more often right 
than wrong because I am taking into account the really relevant factors, and this 
is what no formula based on mere precision of observations can ever do. 

Mr T. Smith. Sir Arthur Eddington is very closely associated with a science 
in which very effective use has been made of the theory of errors. His views will 
interest even those who consider this theory of no importance so far as their own 
branch of work is concerned, and in this number are several members of the N.P.L. 
staff. Assuming, however, that there are types of measurement carried out at the 
N.P.L., or similar standardizing institutions, where the theory can properly be 
applied, what does Sir Arthur consider a reasonable risk for them to run in giving 
results? Since these results are given for use outside the Laboratory, the risk is not 
a matter which concerns the staff alone. 

1 should also like to ask Sir Arthur to give his views on the application of the 
theory to the following problem. Two potential differences, each in the neighbour¬ 
hood of xoo volts, are to be compared, and the comparison is to be correct (the risk, 
say, being that permissible for a standardizing laboratory to run) to o-i volt, so 
that the tolerance is represented by ± 0-05 volt. The only instrument available at 
the moment for the comparison is a correctly graduated voltmeter, w^hich, however, 
has the property that the pointer will not move from a given position unless the 
voltage changes by at least i volt, and that the pointer, ow'ing to grit, to inertia, or 
other causes, may come to rest at any place within I volt of the applied potential 
difference. Stated in this form the problem may seem frivolous, but it represents 
a class of real problems on which divergent views are held, and some of us would 
like to hear the author’s. 

Author’s reply. I am very pleased that the paper should have drawn so 
interesting a discussion. In reply to Dr Campbell’s points as numbered: (i) I said, 
the aim of the theory is ‘‘to devise a method.. .which shall give a value of jc.. .so 
that we may deduce a range.... ” By omitting the last words Dr Campbell makes 
it appear that the final result is a value instead of a range, contrary to the whole 
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tenor of the paper. I do not an3rwhere assume or imply that values within the 
range are equally probable; in general, that is far from true. Anything less than the 
whole range corresponds to a risk greater than we can accept, so that no question 
of subdividing the range arises. (2) As Mr Guild points out, there is no object in 
reducing the accidental error much below the unavoidable systematic errors; so 
when the method of thirds reaches this limit of accuracy there can be no justification 
for preferring more complicated methods. In any case I object to describing a 
method as ‘‘wrong merely because a more accurate result could have been obtained 
by additional labour. By that standard all quantitative experimental results are 
wrong. (3) I did not say that 6 or 8 observations give a good Gaussian curve. 
I said that 6 or 8 contributing errors (combined in each observation) give a good 
Gaussian curve. 

Inst.-Capt. T. Y. Baker comments on the ambiguity of ± i, when no indication 
is given as to whether b is mean square error, probable error, etc. One’s knowledge 
of human nature is usually a sufficient guide—bearing in mind that the probable 
error is the smallest of the lot. 

In reply to Mr (Juild: The argument (both in the deduction of the Gaussian law 
for Xy and elsewhere) assumes the errors to be independent. When errors occur in 
runs of one sign, as they sometimes do, I am afraid the calculator cannot do much— 
except blame the experimenter. In his criticism of the theory of errors, Mr Guild 
seems to have in mind mainly quantities obtained by direct measurement, where 
(after reading an account of the methods and precautions) one can judge from 
experience the sort of accuracy likely to be attained. But this is not typical of the 
method of least squares. I do not think anyone could form an idea of the accuracy 
of a quantity like A, which is indirectly determined, without going through the 
calculations. When a probable error has been calculated, we may employ our 
judgment of men and methods as to whether it should be accepted at its face value; 
but our judgment must be given something to work on. 

In reply to Mr T. Smith: The admissible risk varies enormously with the 
instrument. In testing clinical thermometers you must consider what proportion 
of users you are prepared to kill by misleading the doctor. In testing taximeters 
you may justifiably take a somewhat higher risk of permitting overcharge. I am 
afraid the second question is too technical for me. 
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ABSTRACT, The theory of the ignition coil is developed and is verified by means of 
the cathode-ray oscillograph. It is known that the secondary discharge consists of two 
parts, the “capacity” component due to the discharge, upon breakdown of the spark gap, 
of the energy stored in the secondary capacity, and the subsequent discharge of the 
electromagnetically stored energy, the so-called “inductance” component. It is shown 
that the spark-gap voltage is constant throughout the life of the inductance component, 
and that the inductance-component current is oscillatory but unidirectional. 

The theory leads to the conclusion, confirmed experimentally, that the closing of the 
primary circuit during the life of the inductance component rapidly extinguishes the 
secondary discharge. A contact-breaker enabling the duration of opening of the primary 
circuit to be controlled with accuracy over a range between o and 4 msec, is described. 
The elimination of various portions of an ignition-coil discharge without material effect 
upon the remainder of the discharge is discussed. 


§1. INTRODUCTION 

I T is well known that the ignition-coil discharge is a complex phenomenon, 
consisting in general of at least two parts, namely the so-called “capacity” 
component due to the discharge of the secondary self-capacity on the break¬ 
down of the gap, and the subsequent discharge of electromagnetic energy stored 
in the secondary and known generally as the “inductance” component of the coil 
discharge. It is clear, therefore, that a systematic study of coil ignition would 
require that the roles played by the capacity and inductive components be investi¬ 
gated individually. In order to do this, it would be necessary to be able to arrange 
conditions in such a manner that the discharge component not under examination 
could be completely suppressed and the other modified as required and in a known 
manner. 

In what follows, an account is given, inter alia, of a method developed from the 
analysis of the ignition-coil circuit, by means of which the inductive component 
of the coil discharge can be either wholly or in part suppressed without modifying 
the preceding part of the discharge. 
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§ a. THE THEORY OF THE IGNITION COIL WITH SPECIAL REFERENCE 
TO THE INDUCTIVE COMPONENT OF THE DISCHARGE 

For analytical purposes, the circuit to be considered is that shown in figure i. 
The conditions to be investigated are those which obtain immediately after the 
opening of the break. 

The secondary-circuit resistance being neglected, the general circuit equations 


are as follows:— 

L^diifdt H” “1“ -^1^1 = o . 

and L^dt^ldt -f- L^xdi^jdt -I- <^2 ~ ^ ......^16), 


where Lj, and Q, Cg are the primary and secondary inductances and capacities 
respectively, i?i is the primary resistance, ii and 4 are the primary and secondary 
currents, ej and are the potential differences between the plates of the condensers 
Cl and C2, Li 2 and Lgi are the coefficients of induction of the secondary on the 
primary and of the primary on the secondary respectively, and t is the time. 



Figure i. 


The complete analysis of these equations has been carried out by Taylor- 
Jones* for two cases, namely (i) open-circuit secondary with no discharge passing 
and (ii) secondary shunted by an ohmic resistance, with the main object of deter¬ 
mining the adjustments necessary in order to obtain the greatest possible secondary 
potential. The requirements governing the design of an ignition coil are, however, 
of a different nature, because such a coil is required to furnish a spark across a fixed 
gap the breakdown potential of which is considerably smaller than the maximum 
potential which the coil can deliver. Hence the solutions to the above general 
circuit equations, as given by Taylor-Jones, cannot be directly applied to the case 
of an ignition coil, where the secondary is shunted by a spark. A solution for this 
case could, however, be obtained, provided the (voltage, current) characteristic of 
the discharge were known. 

The relationship between voltage and current in an induction-coil spark 
discharge does not appear to have been determined hitherto, although it is well 
known that the discharge cannot be even approximately represented by an ohmic 
resistance. Accordingly it was decided to determine the (voltage, current) charac¬ 
teristic of the discharge directly by means of a cathode-ray oscillograph. 

Numerous oscillograms were taken of the secondary current and of the voltage 
across the electrodes of a gap traversed by the ignition-coil discharge, a wide range 

* The Theory of the Induction Coil (London, Pitman and Sons, 1932). 
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of gap-widths and primary currents being employed for this purpose. In obtaining 
the oscillograms of the secondary current, the oscillograph plates were connected 
across a 3040-12. non-inductively wound wire resistance in series with the spark 
gap and secondary. A suitably tapped 4-M£2. Siemens Draht resistance across 
the spark gap served as potential-divider in securing the voltage oscillograms. 
Spherical (diameter 075 cm. brass), crossed-wire (no. i8-s.w.g. nickel or copper), 
and needle-point-sphere (needle-point the cathode and sphere the anode) spark 
gaps were employed. 

A result typical of the range of conditions thus examined is reproduced in the 
oscillogram recorded in figure 4. This shows that the inductive component of the 
secondary current executes damped oscillations of considerable amplitude, but is 
throughout unidirectional. The voltage across the gap (figure 2 a) rises rapidly to 
a high value, the breakdown potential of the gap, and then falls with such extreme 
rapidity as to leave no trace on the oscillogram to a much lower value ^2, at which 
it remains practically constant throughout the remainder of the discharge. The 
oscillations occurring at the end of the voltage trace are not set up until the secondary 
current ceases to flow and are merely oscillations forced in the secondary. Thus the 
virtual constancy of the secondary voltage persists throughout the period during 
which the inductive component of the current is flowing through the gap, in spite 
of the fact that the current is varying over a wide range during this period. No sign 
of the secondary-current oscillations can be seen in the voltage trace, except in 
the extreme case when the gap-width is so large, or the primary current so small, 
that each single oscillation of the secondary current is followed by the extinction 
of the discharge. In this case, as is clearly seen in figure 2 6, the voltage rises afresh 
to the breakdown value of the gap at the beginning of each oscillation of the inductive 
component current, whereupon it immediately falls to the low constant value and 
remains there during the rest of the current oscillation. 

The above oscillograms show clearly that as long as current is flowing the 
voltage across the gap is constant to within the practical limits of accuracy of the 
cathode-ray oscillograph employed. 

On breaking the primary circuit, the primary current, which has an initial value 
^0 of Iqj commences to fall, and the induced secondary current charges up the 
secondary capacity to the breakdown voltage of the gap. The secondary capacity 
thereupon discharges through the gap, forming the capacity component of the 
discharge. Its duration is so brief that, as is shown in figures 2 a and 2 i, the 
cathode-ray oscillograph fails to record a visible trace of its passage, although 
the fact that the inductive component current trace in figures 4, 6 and 6 b 
never begins at, but always some distance above, the origin affords sufficient 
testimony to its existence. We are, therefore, justified in assuming that, for all 
practical purposes, from the moment of breakdown of the gap (when the primary 
ip current has a value ip , which is less than the initial value 4 by an amount depending 
upon the energy absorbed in charging up C2 to the breakdown potential of the gap) 
the secondary voltage has a value €2 which remains constant so long as the secondary 
current is flowing through the discharge and has a finite positive value. 





BeRuining End of 
of inductance discharge 
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Time 


Return stroke 
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Figure 2. 


Figure 3 
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Therefore no current flows in the secondary self-capacity throughout this 
period. It follows that the current-distribution in the secondary winding is uniform, 
and hence = L^ = M. The general circuit equations can now be readily solved M 


as follows:— 

Lid^qjdfi + M<Pqildfi + Ridqjdt + qJCi = 0, 
and LfiPqJdfi + Md^qjdt^ } eg == 0, 

where qi = fiidt and q^ - Jt^dt. ?j, 

These equations may be written in the form 

' {LiD^ + RiD+ilCi)qi + MD^q, o .(2a), 

and MD^qi + L^D^q^ = - fg .(2ft), 

where D is the operator djdt. D 

Eliminating qi, and putting M* = k^L^L^, we obtain « 

{/)* (D* ^ aD + i)/(i I- R^C^D + L^C^D^))q^ - - e^lLJ^C^ (i - k^), 
where a ^ RJLi (i - «*), a 

and b — i/ACi (i — v®). b 

The complete solution for q^ is, therefore, 

</2 Ai I h -1 Qgf”.', 

where Wi - a/2 + (074 - i)i, Wj 

mg - alz- {a^j4 - b)i, mg 

and A«, B2, Pi, are arbitrary constants. ^2,82, 


Similarly, eliminating from equations (2a) and (2b) and substituting 
- K^L^Li, we obtain 

(D® -f oZ) I- J) = Mfg/LiLg (i - K®). 

The complete solution for is, therefore, 

qi MCiBijLi + PiB^i' 


where Pj and Qi are arbitrary constants. 

The solutions of the original differential equations are thus 

qi AfCieg/Pg + P,eV+(3jP™,' .(3a), 

and ^g - Jg + Bit - fgP/aLg + PgfV f (Zge^^' .(36). 

Differentiating these equations, we get 

I'l = miPie^> + mg^gc™*' .(4^), 

and 'g = Pg - eit/Li f ntiPie”^^ f mj^ge^a' .(46). 

By substituting the expressions obtained for ft and ft in the two original 
differential equations, the following two relations between the six arbitrary constants 
are obtained:— 

MP I + LiP j = o .(5®)> 

and MQi + LiQi^o .( 5 *). 
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The remaining four relations follow from the initial conditions which are that, 
when the time t = o, 

= o» 

*1 = 4» 

and 4 ~ *'«> 

where Bp is the potential difference betw'een the plates of the primary condenser, 
and ip and i, arc the primary and secondary currents, at the moment of breakdown. 


The relations given by the initial conditions are 

+Qi +C^Bp .(5c), 

Ai + P^ + Qt — o .( 5 ^)> 

OTiPi + wijgj - 4 .(5 c), 

and Pg + ffJiPg t- i, .(5/). 


The six equations, {5a) to (5/), determine the arbitrary constants, as follows:— 

Ai = nCi {Bp — ttBi), 

Pg = 4 4 nip, 

Pi = {4 + iMaQ (ncg - Bp))l{mi - m^, 

01 = {4 + OTiCi (wcg - Bp)}l{mi - mi), 

Pg - wPj, 

Qi — ~ ”!?i> 

where n - Mj!^. 

In all practical cases, b > a 44 . (a*/4 — b)^ is, therefore, imaginary. On 

substituting the above values for the arbitrary constants and converting exponentials 


to circular functions, equations (4 a) and (46) become 

4 - (4 cos tot ^ /sin tot} .(6a), 

and i^ — i, + nip — BgtjLi w“'/* {4 cos tot+ /sin tot} .( 6 i), 

where co — {b — 

and / = {2 (npg - B^jR^ - 4} a/2to. 


The voltage across the primary condenser is given by b^ = ft/Q, i.e. 


^1 = ”<’2 - {(ncg - Cj,) cos tot — P sin tot} .(be), 

where E = ipjwCi — {hb^ - Bp) a/2to. 

These solutions can be written in the forms 

4 - (4* + cos (tot - (f)) .(7 a), 

4 4 + nip - BitjLi — n (4® 1 /®)i e"“‘/® cos {<ut - 4>) .( 7 A), 

and Cl - TiBi — {(ncg — e,)® + P®}i r"®'/® cos (tot 4 0) .(yc), 

where tan ^ = 7 / 4 , 


and tan 0 = P/(neg — Cp). 
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I'he resistance of the secondary circuit has been neglected in deriving these 
equations which represent the inductive component of the discharge in terms of 
the coil constants, of the instantaneous values of primary and secondary current, 
and of primary voltage, at the moment of breakdown of the gap. The great simplifi¬ 
cation attained thereby is fully justified by the fact that the experimental results 
set forth below show, as was indeed to be expected, that the voltage-drop across 
the secondary-circuit resistance is always small in comparison with 

Although exact numerical solutions of these equations cannot be obtained 
without a knowledge of the instantaneous values of the primary and secondary 
currents at the moment of breakdown of the spark gap, there are two particular 
cases for which they can be simplified. They are:— 

Case I. Secondary short-circuited. In this case ~ o, 4 — to> 

where Cq and to are the primary voltage and current respectively, at the moment 
of breaking the primary circuit. The equations now reduce to 

h ^ W + {a)t — (j 4 ), 

h = is -f- ni^-n 4 - P)^ cos {wt - <^), 
and Cl - — (€q^ + cos {cot f <f>). 

Now, 

/ - - (to I- zco/Ri) a/zco 

- - (i + 2 <?o//?i 4 )/{ 4 A (i - - 1}*, 

and E =- io/(oCi 4 - a^o/a^o 

- iafioCi f (i k^)IRi^Ci — i}i. 

Since, in practice, Ri^Ci/^Li{i — k^) is less than o*ooi, we may neglect I in 
comparison with t'o and may write E iol<oCi. 

Moreover, since == t^ Ri , 

Cq/E === coRiCi 

= [{Ri^Ci/Li (I - K^)} {I Ri^CJLi (i - K^)}]i 

4 = 0 . 

Therefore Cq may be neglected in comparison with E. 

With the above approximations, the equations reduce to 


h ^ cos cot .(8<t), 

4 ==- «4 {i — cos cot} .(86), 

and €i = {iqIcoCi) sin cot .(8c). 


It is thus apparent that in this case the primary current executes a series of 
damped oscillations about zero, having an initial amplitude equal to the current 
at break. The primary voltage executes damped oscillations of initial amplitude 
iJcoCi about zero. The secondary current rises to a maximum value and 

executes damped oscillations of initial amplitude ni^ about a mean value tUq. In 
practice, an exponential decay curve must be superimposed on these oscillations, 
owing to the presence of resistance in the secondary circuit. 






294 Finch and R, W. Sutton 

Case a. Coil under working conditions. In this case the primary current is 
considerably in excess of the minimum value required to produce a secondary 
e.m.f. sufficient to break down the gap. The energy absorbed from the primary 
in charging up the secondary capacity to the breakdown potential of the gap is 
only a small fraction of the total primary energy. We may therefore assume that 
is ^ 0, ip - io» and Cq. Since ne^ is in general of the same order as e^y we 
may, as in case i, neglect I in comparison with Iq and {ne^ — ^o) comparison 


with E, The equations therefore become 

/‘i ^ cos co/ .(qa), 

4 cos - CztjLi . {gb)y 

and ne.^ + {iolcoC^) e sin cot . (gc). 

The axis of the secondary-current oscillations is given by 

4 nio - e^tjLz .(lo), 

and the total duration r of the secondary current by 

T — 


Thus the priinarj’ current behaves in exactly the same manner as in case i. 
The secondary-current oscillations, however, occur about a linear axis given by 
equation (lo). After the oscillations have been completely damped out, the 
secondary current continues to decay to zero along this line, the slope of which is 
given by - eg/A • The total duration of the secondary discharge is Mije.^. It would 
appear, therefore, that with high primary currents and small gap-widths which 
give low values of eg the secondary discharge should continue for a considerable 
time after the oscillations have been damped out and the primary current has 
fallen to zero. 

The above equations appear at first sight to indicate that 4 , after falling to 
zero, rises again in the reverse direction and eventually reaches an infinite value, 
while the primary voltage remains constant indefinitely at the value ne^. It must 
be recalled, however, that the condition 

^2 constant 

applies only so long as 4 has a positive value. Hence, as soon as 4 falls to zero the 
equations no longer hold. At this point the primary voltage, starting at the value 
ne^y executes a series of oscillations of small amplitude and of a frequency corre¬ 
sponding to that of the coil with an open secondary and at the same time induces 
oscillations of small amplitude in the circuit of the secondary and its associated 
self-capacity. 

The above equations thus account satisfactorily for the form of the primary 
and secondary (current, time) traces obtained with the cathode-ray oscillograph. 
They show, in particular, that the secondary current, though oscillatory, flows in 
one direction throughout the life of the discharge and has a duration which is 
long compared with the natural period of the system. They also show that 
throughout the greater portion of the discharge the primary current is zero. 
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§3. APPARATUS 

The following apparatus was employed:— 

(i) An ignition coil, consisting of an m-shaped laminated stalloy core; a primary 
of 143 turns of no. 24-8.w.g. double-silk-covered copper wire wound in two layers 
on a cylindrical cardboard former 2-5 cm. in diameter; and a secondary of 10,000 
turns of no. 24-8.w.g. enamelled copper wire wound on a former in 35 layers of 
420 turns each and separated by waxed tissue paper. In the built-up coil, which 
could be readily taken apart, the primary with the secondary over it was placed 
over the middle limb of the core, the latter having a cross-section 1-5 cm. square. 
In what follows this coil will be referred to as “the coil,“ or as “the ignition coil.** 

(ii) A calibrated bank of condensers having mica dielectric and low-resistance 
conductors. The following capacities and any parallel combination thereof were 
available: 0*0577, 0*117, 0*237, 0‘4S6» o-go, and i*79/xF. 

(iii) A make-and-break commutator, with tungsten points, similar to that 
usually employed in intemal-combustion-engine coil-ignition practice. This break, 
together with certain modifications carried out at a later stage, will be described in 
further detail below. 

(iv) An Ardenne cathode-ray oscillograph and a quarter-plate camera fitted 
with a Ross Xpres f/i*9 lens. 

(v) The time base previously described*. 

(vi) A Cambridge triple-element oscillograph with one electrostatic and two 
electromagnetic elements. 

§4. DETERMINATION OF THE COIL CONSTANTS 

The constants of the built-up coil described above were measured by cathode* 
ray oscillographical methods similar in most respects to those described by 1 aylor- 
Jonesf who, however, used an electrostatic oscillograph of special construction. 

The chief constants required were the primary inductance and capacity, the 
secondary inductance and its distributed self-capacity, and the coefficient of 
coupling. The primary and secondary inductances of the assembled coil were 
measured on a Campbell inductometer, and also by means of a frequency-meter, 
at 2000 The coupling was obtained by the method employed by Taylor-Jonesf 
from the relation (i — k^) where % and were the frequencies of the 

secondary with the primary circuit open and closed respectively. 

The following values for the principal coil constants were obtained:— 

Primary inductance Lj = 0*00506 H., 

Secondary inductance Lg = 11*6 H., 

Coefficient of coupling k == 0*95. 

* Proc. Phys. Soc. 43 , 502 (1931). 
t Loc, cit. 

PHYS.SOC.XLV,2 20 
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§5. QUANTITATIVE VERIFICATION OF THE THEORY 

Case I. It was not practicable to obtain cathode-ray oscillograms of the 
secondary current when the secondary was short circuited, A 3040-Q. resistance 
connected across the secondary sufficed, however, to provide the voltage necessary 
to operate the oscillograph satisfactorily. 

An oscillogram typical of those obtained is shown in figure 3. The method of 
measurement has been previously outlined'**', the accuracy attained being of the 
order of 2 per cent. In figure 3 the height of the mean line about which the initial 
oscillations occur is 23*1 mA., and the height of the first peak above this line is 
19*6 mA. The logarithmic decrement of the damped oscillations is o-i6. Therefore, 
the superimposed exponential decay curve due to the secondary resistance being 
neglected, the equation to this curve is 

4 = 23*1 — 227^"®*^®"*/’" cos (Ot, 

where 4 is measured in milliamperes. In this case, the primary capacity and current 
were o*237/aF. and r8 A. respectively. Similar results were obtained for different 
values of primary capacity, the current at break, however, being kept constant at 
1-8 A. The results are summarized in table i. 

Table i 


r,(/xF.) 

1 A (mA.) 


1 ^ 

I 0237 

1 231 

227 

016 

0-456 

22*9 

23*6 

0*17 

' 0-900 

23*3 

1 247 

0-23 

' 1-79 

22-3 

24-3 1 

0-27 


Ay B The constants A and B refer to the general equation to the secondary current 

4 A Be-^ cos coty 

A and A is the logarithmic decrement of the damped oscillations. 

From the above results it may be concluded that the secondary current is 
independent of the primary capacity. According to the theory, the values of A 
and B should each be equal to rn'o, where n -= k On substituting the values 

of Ky Li and L^y it is found that n - 0-02 when 4 = A. Hence ni^ = 36 mA., 
a value which is considerably greater than the mean values of A and By namely 
23 mA. and 24 mA., actually measured in the case of the example under con¬ 
sideration. This, however, is not surprising, because the resistance of the secondary 
circuit was neglected in the theoretical treatment and in the practical case comprised 
not only that of the secondary winding itself, but also that of the 3040-O. shunt 
resistance which was required in order to obtain the potential necessary to operate 
the oscillograph. 

It will be seen from table i that for small capacities the values of A and B are 
approximately equal, and that as the capacity is increased the value of A remains 

* Proc. Phys. Soc. 44 , 190 (1932); 48 , 502 (193 0 * 
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approximately constant whilst the value of B increases steadily. This effect is evidently 
due to the fact that, owing to the presence of resistance in the secondary circuit, 
the damped oscillations occur about an exponential decay curve instead of about 
a horizontal straight line. As the capacity is increased the frequency of the oscilla¬ 
tions likewise increases, and the first peak moves to a more steeply sloping part of 
the exponential decay curve. The value of B, which is determined by the height 
of the first peak, therefore tends to its theoretical value of 36 mA., but the value 
of A which is determined by the remainder of the oscillations remains constant. 

Case 2. A series of (secondary current, time) oscillograms for various values of 
gap-widths was obtained. A typical result is shown in figure 4, from which it 
is clear that the axis of the oscillations, instead of being nearly horizontal as in 
case I, is now a steeply sloping straight line (figure 4). For this reason the method* 
hitherto adopted for measuring the amplitudes of successive oscillations had to 


be somewhat modified, as follows:— 

Let ^1, ^3, ... be the amplitudes of successive oscillations, as measured from tfi, 

the axis. Let p be the constant vertical distance fallen by the axis in half a period. p 

Then, if Ai is the measured vertical distance between the first and second peaks, Ai 

Ag that between the second and third peaks, etc., we have Ag 


Ai == Oi + Og-tp, 

Ag = ^ “f" ^3 

+ p9 etc., 

or Ai ai(i -h/) -h p, 

Ag ^ aj (!-{-[)- p, etc., 

where ijl is the decrement, / 

i.e. + 

and ai -- (A^ I ^a)/(i + 0^* 

The linearity of the axis of oscillation was well established by the close agreement 
between the values of the ratio / found after measuring up each oscillogram. As an 
example, it will suffice to give the results obtained from one oscillogram (no. 2, 
3/6/31). The gap-width was 0*004 in., and the gap was between needle-points in 
air at atmospheric pressure. The primary current was 1-5 A., and the primary 
capacity 0*456/xF. The measured amplitudes were as shown in table 2. 

The value obtained for Oi is 23*9 mA., and the logarithmic decrement 

A=:log(i//) = o*i73. 

The value for the initial amplitude, corrected for damping, is therefore 28*4 mA. 

The theoretical value for the initial amplitude is given by wiq is 30 mA. 

The oscillation-frequency was found by measurement to be 10,750 the 
value calculated from the theory being 10,500 


* See also § 9. 


20-2 
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Table 2 


m 

An 

+ An+1 

ill 

(mA.) 

(mA.) 

I 

46 

81 

I-208 

2 

35 

67 


3 

32 

57 

i-i86 

4 

25 

48 

1-185 

5 

23 

40*5 

1*190 

6 

17*5 

34 

1*192 

7 

165 

28-5 

1 1*187 

8 

12 

24 

1*200 

9 

12 

20 

1*210 

10 

8 

i6*s 

1*178 

II 

8-5 

14 

i*i66 

12 

5*5 

12 

— 

13 

65 

— 

— 


Mean value of i// . 

1*189 


The total duration of the discharge was found to be 1-23 msec. Now the total 
duration is given by the theory as 

T - = nL^iJe^. 

Therefore = nL^idr, 

Inserting the values = 0-02, Lj = ii-6 H,,»„ - 1-5 A., we arrive at a theoretical 
value for of 283 V., as compared with a steady value of 295 V. found oscillo- 
graphically. 

Similar oscillograms were taken for various gap-widths, but for similar values 
of primary capacity and current at break. The results are given in table 3. 

Table 3 


Gap-width 

(in.) 

Height of 
first peak 
(mm.) 

T 

(msec.) 

eg calculated 

(V.) 

0 

56 

— 

— 

0 004 

51*5 

1*2 

290 

0 008 

53 

I*I 

316 

0*015 

56 

0*86 

405 


It will be seen from the table that on opening the gap a sudden drop occurs 
in the height of the first peak of the secondary current. As the gap-width is further 
increased, however, the height of the first peak also increases. This observation is 
in accordance with the theory outlined above, since 

4 ^ «4 ~ BitjLi — n{ji^ \ /*)i cos (cot — 4 >)- 
The amplitude of the oscillatory part of 4 therefore includes the term I where 
I = {2 {ne^ - Co) - /?i4)/2tt»Xi (i - K*) 
which increases with e^. 
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It is also clear from table 3 that the total duration t of the discharge decreases 
with increase in gap-width. This is in accordance with the expression, 

T ~ tltQLj2f€2y 

derived above. 

Case 3. We may further briefly consider the case in which the breakdown 
potential of the spark-gap is comparable with the maximum sparking potential 
afforded by the coil when supplied with a given primary current. In this case the 
theory outlined above is no longer valid. 

Figure 6 b shows the (current, time) trace obtained with a primary current of 
1*5 A., a primary capacity of 1-79/tiF. and a gap-width of o*oo8 in. The spark is 
now seen to consist of a series of separate discharges. In this particular example, 
the series is limited to three distinct discharges, all taking place in the same 
direction, and each being extinguished before the following one starts. The change 
from the discharge under the conditions of case 2 to this type of discharge was 
always found to take place suddenly whenever the primary current was reduced 
below a certain critical value depending upon the gap-width and frequency. 

A feature of considerable interest, plainly visible in figure 6 h and also evident 
on the first half-oscillations of figure 4 and figure 6 a, is that a harmonic of small 
amplitude, low damping and high frequency is superimposed on the main 
oscillation in each case. Under the conditions of case 2, this harmonic is invariably 
present but is usually damped out before completion of the first half-cycle. Under the 
conditions of case 3 where the whole spark in effect consists of a series of discharges, 
one corresponding with each cycle, the harmonic is invariably prominent in the 
first half of each cycle and sometimes persists throughout the whole cycle, according 
to the conditions of primary current and gap-width. We have never been able to 
observe any trace of this harmonic when the secondary has been shunted by the 
3040-12. resistance. The frequency of the harmonic is independent of changes in 
the primary circuit, but its amplitude increases with the gap-width. From the 
above observations we conclude that these oscillations are in some manner 
intimately associated with the nature of the spark discharge itself. 

Figures 7 a, 7 6 and 7 c show oscillograms in which the first (current, time) 
oscillations, obtained under the conditions of case i, case 2 and case 3 respectively, 
are greatly extended in order to show the subsidiary oscillations more clearly. 
It will be seen that in case i no subsidiary oscillations occur and that in case 3 the 
wave-form of the subsidiary oscillations is distinctly saw-toothed. 

§6. THE CAPACITY COMPONENT 

The capacity component of the discharge has so far eluded direct observation 
by means of the cathode-ray oscillograph employed in this investigation, on account 
of its extremely high frequency and currents. Its existence and order of magnitude 
have, however, been determined indirectly. By making use of a short-wave receiver 
we found that, in the case of one particular arrangement of secondary leads and 
spark-gap, the most prominent frequency of the capacity-component oscillations 
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was of the order of lo^ though several disturbances of both higher and lower 
frequencies could be detected. 

The oscillograms reproduced in figures 2 and 4 afford indirect evidence of the 
existence and nature of the capacity component. Thus in figures 2 a and 2 i the 
secondary-voltage trace is seen to rise rapidly to a maximum value corresponding 
to the breakdown potential of the gap, whereupon it falls with such extraordinary 
rapidity to the much lower constant value pertaining to the inductance com¬ 
ponent, that throughout this fall the trace is completely invisible. Further, it will 
be seen that in every case the (current, time) traces obtained under the conditions 
of case 2 are never seen to start from the origin. A gap invariably exists between 
the base line and the first visible part of the (current, time) trace. This gap, when 
observed visually, is seen to increase if the gap-width is increased. 

From the general orders of magnitude of the capacities and inductances in the 
secondary circuit and the extremely high frequency of the capacity-component 
oscillations, it is evident that the oscillations are set up mainly in the circuit com¬ 
prising the spark-gap S and the self-capacity Cg of the secondary circuit including 
the leads. The initial amplitude of the current oscillations will therefore be given 
Vy p by VC2P, where V is the breakdown potential of the gap, p is the pulsatance of the 

Cj oscillations and is the self-capacity of the coil and leads. Assuming values of 

10“^ /iF. for C2, 15,000 V. for V and 12 x 10®for the frequency, we obtain 
a value of 113 A. for the initial current amplitude, a value which is far in excess 
of the peak-current values of the order of between 10 and 100 mA. character¬ 
istic of the inductive component of the discharge. Because of this excessive 
amplitude and the high frequency of the oscillations, no record of this part of the 
discharge is seen on the oscillogram. Moreover, whilst the capacity component of 
the discharge is occurring, the inductive component of the current is steadily 
increasing from zero; and although it is swamped by the capacity component and 
so records no trace during that stage of the discharge yet, by the time when the 
capacity component has been damped out, the inductive component has grown to 
a small finite value. A gap is therefore seen between the first point in the trace and 
the base line. The length of this gap is proportional to F, the breakdown potential of 
the spark-gap, and therefore increases with the gap-width. 


§7. CONTROL OF THE CAPACITY COMPONENT 

The energy of the capacity component is determined solely by the self-capacity 
of the secondary circuit and the breakdown potential of the gap, i.e. the gap-width, 
and can therefore be easily varied over a wide range. Its frequency can also be 
controlled by the inclusion of further inductance in the secondary circuit. Practically 
complete elimination of the capacity component can be effected by including in the 
secondary circuit either a suitable resistance or, preferably, a diode run under such 
conditions as virtually to block the cap acity component whilst passing the inductance 
component unimpaired. 
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A discharge in which the capacity component alone occurs, and from which the 
inductance component is completely absent, must necessarily be obtained when 
the primary current at break has the least value capable of producing a spark at 
the gap. A further method of completely eliminating the inductance component 
without affecting the capacity component is given below. 

§8. CONTROL OF THE INDUCTANCE COMPONENT 

The inductance component of the discharge has been shown to consist of a 
damped oscillatory current superimposed upon a linearly decaying current. The 
magnitude and duration of the inductance component are, as we have already seen, 
nearly directly proportional to the primary current at break and can, therefore, 
be readily controlled by adjusting the primary current. The inductance component 
can be completely eliminated, as indicated above, by adjusting the primary current 
to the least value necessary to produce a spark. The frequency of the oscillations 
can be controlled by varying the primary capacity. The logarithmic decrement, and 
with it the amplitude of the first inductance-component oscillation, can be varied 
by varying the resistance of the primary LC circuit. 



It now remains to find a means of eliminating portions of the inductance 
component without affecting the remainder of the discharge. It might be desirable, 
for example, to examine the ignition properties of the first peak only of the discharge. 

Suppose the primary circuit be first broken, thus producing a discharge in the 
secondary, and then closed again at some instant before cessation of the secondary 
discharge. The circuit conditions are then as shown in figure 8. The circuit equations 
are 

Lidiijdt 4 - Mdi^jdt f R^ii — — 

and fdt -4- ]\d[dt-i jdt 4 " ^*2 ~ 

where 4' and 4' are the primary and secondary currents at any time after the 
closing of the primary circuit, and is the primary circuit resistance. These 


equations may be written in the form 

{L^D 4- i?/) 4' + MDh^ == eo .(loa), 

and MDii 4 - — ^2 .(loft). 

Eliminating and putting we obtain 

[D {D 4 - a')/{i - {Meo 4 - D/iil'ea}] 4 ' = - 
where a' = Ri/Li (i — /c*). 
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The complete solution for tV is, therefore, 

4 ' - A- 

B where A and B are arbitrary constants. 

Similarly, eliminating 4 ' from equations [loa) and (io6) and substituting 
for /c^Z^iLg, we obtain 

{D + a') 4 ' -= (^>0 + ne^ a'jR^. 

The complete solution for 4 ' is, therefore, 

C where C is an arbitrary constant. 

The solutions to the original differential equations are thus 

4' (^0 + ne^)IR,' + .(iifl), 

and 4 ' ^ A — e2flL2 + Be-^'^ .(ii6). 

By substituting these expressions in the original differential equations, the 
following relation between the three arbitrary constants is obtained:— 

JB + wC = o . (izd). 

The remaining two relations are obtained from the initial conditions which are 
that, when / o, 

4 ' = 4 4 ' = 4 » 

4,4 where 4 and 4 are the instantaneous values of primary and secondary currents at 
the moment of remake. The relations given by the initial conditio\s are 


C + (^0 4- wfg)//?/ — h .(ia6), 

and ^4 4* B = 4 .(i 2 c). 


The three equations, (12 a) to (12 c), determine the arbitrary constants as follows:— 

^-=4 4 - nil ~ « (^0 4 * ne2)IRi\ 

B=-n{eo ne 2 )IRi ~ « 4 , 
and C - 4 - (^0 f 

On substitution of the above values for the arbitrary constants, equations (ii^) 
and (lib) become 

4 ' == (i - (^0 + ne^yRi h 4 ^-’®'' .(i 3 «)» 

and 4 ' = (i “ ^““'0 {4 - (<*0 + w^ 2 )} «/Bi' 4 - 4 - ^ 2^/4 .(13^)- 

If the primary circuit be closed when the oscillations have been damped out, 
or at a moment when the primary and secondary currents are passing through 
their mean values, then 4 = 0, in which case 

4 '(i - (^0 4 - ne.i)IRi .(14a), 

and 4' - 4 - e.JlL^ -n{i - {e^ + ne^^Ri .(146). 

Thus the secondary current falls rapidly to zero at the moment of re-establish¬ 
ment of the primary circuit. The term e^tlL ^, which represents the slow rate of fall 
of the secondary current obtained when the primary circuit is left open, is negligible 
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in all practical cases in comparison with the exponential term, and we can write, 


therefore, 

ii = (*o + - ^“^'0 .(i5«)» 

and 4' == 4 - « (4 + ne^lRx) (i - .( 15 ft), 

because 4 == 


Since 4 can never be greater than m'o, the term n (4 + ^c%IRi) is always greater 
than 4. The secondary current therefore reaches zero after a finite time. Suppose 
that after interruption the primary circuit be re-established at a time equal to 
half the normal duration of the discharge, and that the oscillations have either been 
damped out before this point is reached or the primary and secondary currents 
are passing through mean values. Then, 

4 = ni^jz and 4 = o. 

Therefore 

4' = ^4/2 - « (4 + ne^IRi) (i - 

When 4 ' ^ o, 

- (4 -I- «V^i')/( 4/2 + ne^jR^), 

Assuming the following values, 

n = 0 * 02 , 


4 = 2 A., 

^2 = 360 V., 

= 3 

L = 0-005 H., 

and K " 0*95, 

then the value deduced for t is 48/xsec. When the primary circuit is left open 
throughout the life of the discharge, then the time taken for the secondary current 
to fall to zero is given by / ^ moL2/2^2- Assuming the value of ii-6 H. for I^, 
the value obtained for t is 650/xsec., a value which is 14 times that in the previous 
case where the primary circuit was closed during the life of the secondary discharge. 

When it is remembered that, in calculating the duration of the secondary current 
after re-establishment of the primary circuit, the term e^tjL^ was neglected, and 
also that the decay of the secondary current occurs along an exponential curve, it 
becomes evident that an extremely rapid interruption of the secondary current 
should be obtainable. 

A similar effect may be predicted to occur if remake, i.e. closing of the primary 
circuit, takes place at any other point along the secondary-current curve. If, for 
instance, remake be effected at the peak of an oscillation in the inductance com¬ 
ponent, then values of 4 and 4 can be readily calculated and the equation for 4^ 
found in the manner indicated above. In every case an equation is obtained which 
indicates that on remake the secondary current decays rapidly to zero in a time 
which is short in comparison with the total normal life of the discharge. 

The total duration of the secondary discharge, which depends upon the value 
of 4 > under normal working conditions seldom exceeds 2 msec. Thus, in order 
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to test the above conclusions, it was necessary to have some form of contact-breaker 
which could be made to close after break in such a manner that the time during 
which the primary circuit was open could be continuously varied with sufficient 
precision over the range between o and, say, 4 msec. A first attempt to obtain this 
effect, by varying the maximum opening of the breaker contacts, failed as a result of 
irregular arcing due to the extremely small opening necessary. A second attempt, 
by recutting the contact-breaker cam surfaces, likewise proved unavailing because, 
owing to the exceedingly steep cam-surface angles required, it was not found 
possible to make the contact arm follow the cam throughout its travel. 

Finally, the type of contact-breaker* described below and shown diagrammati- 
cally in figure 9 was evolved with satisfactory results. 



The two pairs of contacts are shown on opposite sides of the cam. In practice they are 
arranged one above the other on the same side of the cam. 

Two pairs of contacts in parallel were connected in the primary circuit. One 
pair of contacts was fixed in relation to the axis of an octagonal cam, about which 
the second pair could be rotated and secured in any required position. The angle 
of displacement between the pairs of contacts could be measured by means of an 
arc and vernier. 

The operation of this contact-breaker was as follows. On rotation of the cam, 
with the moveable contact pair set out of phase with the fixed contact pair, one pair 
of contacts opened, but the other pair remained closed. The primary circuit was 
therefore still complete. On further rotation of the cam, the first pair of contacts 
began to close, but shortly before completion of the closure the second and hitherto 
closed pair opened, thus breaking the primary circuit which was afterwards remade 
by the closing of the first contact pair. This device made it possible to obtain any 
desired time of opening within the limits stated above and proved further to be 
free from sparking. 

The results of some experiments carried out with the new contact-breaker are 
shown in figures 10 «to 10 in which are seen the effect of various times of opening 
upon the secondary current. It will be noticed particularly that on re-establishing 
the primary circuit during the life of the discharge the secondary current drops 
with great rapidity to zero, as predicted by the theory outlined above. Simul- 


• B.P. 381,917 (193a)- 
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taneously the primary current, as shown by the electromagnetic oscillogram, 
figure II, rises rapidly to a definite value and then continues to rise, but at a much 
slower rate the time constant of which is characteristic of the ordinary type of 
remake of the primary occurring at any time after the cessation of the secondary 
discharge. That this is completely in accordance with the theory developed above 
will be seen if the primary current equations for early remake and for build-up 
under ordinary conditions are compared. The two equations are, respectively, 

IV - + ne^lR^') {I - 

and ii ^ 4 {i — 

It will be seen that the rate at which the primary current builds up has been 
greatly increased. The time constant of the circuit has been reduced from L^jRi 
to Li (i — i.e. to about a tenth of its normal value, and the primary current 

builds up as if approaching a final value of (iq 4 - neJRi) instead of Iq. The former 
value is clearly never reached in practice because the equations cease to hold as soon 
as the secondary current has fallen to zero which it does before the primary current 
has reached the value Iq. Upon complete extinction of the secondary discharge the 
primary current continues to build up towards its ultimate final value but at 
a rate now corresponding to a time constant L^IRi. 

Further secondary-current oscillograms were taken under conditions in which 
the primary circuit was remade at points intermediate between those shown in 
figures 10 a to 10 e. In all essentials similar results were obtained, and this shows 
that remake can be effected at any point on the secondary-current curve, either 
before, upon or after attainment of the secondary-current peak values, without 
affecting the essential features outlined above. Thus the value to which the primary 
current builds up at the rapid rate is independent of the instantaneous value at the 
moment of remake of the oscillatory component of the secondary current and depends 
only upon the value of the mean secondary current at the moment of remake 

Thus complete control of the secondary discharge characteristics is possible. 
Those portions of the discharge whose igniting properties require examination can 
now be isolated. For example, the capacity component may be isolated with great 
precision by re-establishing the primary circuit at the beginning of the inductance 
component. Should it be desired to produce a discharge consisting of a single 
impulse, such as the first half-cycle of the inductance component, the break is set 
in such a manner that remake occurs at some instant after the first peak, but before 
the first trough in the inductance component oscillation, the capacity component 
being absorbed by means of a suitable resistance or diode connected in the secondary 
circuit. 


§9. NOTE ON THE OSCILLOGRAM SHOWN IN FIGURE 5 

In this oscillogram the (current, time) trace has been reversed by reversing 
the polarity of one pair of the oscillograph deflecting plates half-way through the 
exposure. By this means increased accuracy in the measurement of the oscillogram 
is obtained. 



3 o6 


G. /. Finch and R, W. Sutton 


§ 10 . ACKNOWLEDGMENTS 

The above investigation was undertaken at the suggestion of the late Dr 
S. Z. de Ferranti, F.R.S., who was also actively associated with its prosecution 
until shortly before his death. We wish to place on record our deep sense of 
appreciation of Dr Ferranti*s inspiring influence and of the liberal financial 
assistance afforded by Messrs Ferranti Ltd., without which the work could not 
have been carried out. 



Current Current 


PHYSICAL SOCIETY, ^OL. 45, PT. 2 (FINCH AND SUTTON) 





In (a) remake occurs after the time 
base has executed about 3^ strokes, and 
about 2J strokes m the case of (b). In 
(f), (d) and (e) the primary circuit has 
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I and I cycles of the inductance com¬ 
ponent respectively. 
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ABSTRACT, Simultaneous values have been published by Awbery and Griffiths of the 
dew-point, the vapour content as determined by a gravimetric method, and the reading 
of a wet-bulb thermometer, the observations covering a range of air-temperature from 
30° to 100® C. 

These observations have been rediscussed and it is demonstrated that August’s 
formula by which vapour-pressure is deduced from dry- and wet-bulb readings is valid 
over the experimental range of temperature. 

§ I. INTRODUCTION 

T he wet-and-dry-bulb hygrometer is primarily apparatus for finding the 
humidity of the air, but it may be regarded also as apparatus for conducting 
a physical experiment demonstrating the cooling effect of evaporation. The 
recent paper* by Messrs Awbery and Griffiths, a study of observations of dry- and 
wet-bulb thermometers immersed in a stream of air and water vapour at tem¬ 
peratures ranging up to 100® C., meets adequately the need for tables by which 
humidities can be deduced from thermometer readings. The authors say nothing 
of the theoretical aspect of their observations, but by setting these out in detail 
they have given an opportunity, to anyone interested, to test such theories as may 
be suggested. 

My examination of the observations leads to the conclusion that, within the 
order of accuracy of the investigation, the formula originally proposed by August 
and in general use for computing humidity at ordinary atmospheric temperatures 
is valid at high temperatures. Short tables of humidities computed by this formula 
and by a slightly modified formula have been prepared. These new tables may be 
compared with the final table of the paper by Awbery and Griffiths. As was to be 
anticipated, the differences between the tables are of no practical importance. 

A notable result of the investigation is that at high temperatures very good 
ventilation of the wet bulb is not essential. 

§2. AUGUST'S HYPOTHESIS AND THE RESULTING FORMULAE 

The theory of the wet-bulb thermometer depends in the first instance on the 
conditions for equilibrium of the temperature of the thermometer bulb itself. The 
bulb is cooler than its surroundings. It receives heat from the air but it is also 

• Phys, Soc, Proc, 44 , 115 (1932). 
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receiving heat by radiation from objects in the neighbourhood, by conduction down 
the thermometer stem and by the supply of fresh water. To take account of all 
these factors is practically impossible. All but the first are, however, comparatively 
unimportant when the air current passing the wet bulb is strong. Under such 
circumstances the wet bulb may be regarded as merely receiving heat from the air 
and giving up that heat as the latent heat of evaporation. 

August’s hypothesis"^ with regard to this exchange is that the air which gives 
up its heat to the wet bulb and thereby promotes evaporation is identical with the 
air which receives the evaporated moisture; the air becomes saturated at the wet- 
bulb temperature. The formula which will represent this hypothesis requires careful 
consideration if it is to be applied in extreme conditions with vapour pressure 
comparable with the total atmospheric pressure. 

As a preliminary some discussion of latent heat is necessary. The latent heat 
of evaporation is naturally defined as the heat required to convert so much water 
into saturated vapour at the same temperature and under the pressure of that 
vapour alone. It is therefore important to demonstrate that the heat required is the 
same when the pressure is due to a mixture of air and water vapour. 

Let the volume V be occupied by air and vapour at the pressure P, When the 
additional quantity m of water evaporates the volume is increased to V + v. Let 
mL be the latent heat under these circumstances. Further let mE^ be the internal 
energy of the water to be evaporated and mE^ the energy of the corresponding 
vapour. If E was the internal energy of the air and the original vapour, then the 
final value of the internal energy is JE + mE^, Further, the work done by the 
expanding mixture is, in heat units, Pvj /, J being the mechanical equivalent of heat. 
Accordingly 

mL = [E + mE^ -f P^IJ] — [Ei- mEi]^ 
so that mL = m (JE^ — 

Now if Pj is, in the final state, the partial pressure of the original air and water 
vapour, then by Boyle’s Law 

Pi(V + v)^^PF. 

Further, if Pg is the partial pressure of the new vapour, Pj I P^^^ P and hence 

Pv~~-P^{V-\-v)-~--Rffm, 

where R is the gas constant for water vapour and d’ the temperature at which the 
process takes place. It follows that 

L^E,^E, + Re^lJ. 

Since P does not occur in this equation the value of L is not affected by the presence 
of the air. I am indebted to Mr D. Brunt for the enunciation and proof of this rule. 

• It is doubtful whether August contemplated a continuous exchange. He refers to what has 
happened in the thin layer around the wet bulb. In this layer the air has evidently yielded up its 
heat to assist in the formation of water vapour. J. D. Everett, Met. Soc. 18,13 (1892). 
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We proceed with the discussion of August’s hypothesis. Let 
P be the atmospheric pressure; 

d' the dry- and wet-bulb temperatures; 
e the vapour pressure of the atmosphere; 

e* the vapour pressure of saturated vapour at the temperature Q '; 
c the specific heat of dry air at constant pressure; 
c' the specific heat of water vapour at constant pressure; 

L the latent heat of evaporation at temperature O '; 

n the ratio of the densities of water vapour and dry air at the same pressure 
and temperature. 


The hypothesis under consideration is that a certain sample of air, initially at 
temperature d and pressure P and containing sufficient water vapour to exert a 
pressure e, is diluted with more water vapour; the mixture is at temperature d' and 
pressure P, and contains sufficient water vapour .to exert a pressure e\ The loss of 
heat is exactly balanced by the latent heat of evaporation of the additional vapour. 
Let M be the mass of dry air in the sample. The mass of vapour was initially 
Mnel{P — e). In the final state the mass ofvapour associated withMisMw^'/C^"”^ )* 
The additional quantity of water vapour is therefore w, where 




P{e'-e) 

{P-e){P-e') 


Mn. 


The exchange of heat is equivalent to that taking place in the following stages: 
(i) the original air and water vapour are brought to the temperature d\ the pressure 
remaining constant; (2) the additional water vapour is evaporated under the pressure 
P into the atmosphere at the temperature 0 '. 

By hypothesis the heat communicated to the wet bulb by radiation, etc. is to 
be ignored. Accordingly the equation of equilibrium is 


{e' ~ e) PnL 
{P-e){P-^e') 




c + 


e 

P~e 



Since in e.g.s, units c = 0-24, c' = 0-42 and n = 0*622, it follows that nc^jc =* 1*09. 
As long as e is considerably less than P, the diflference between this number 1*09 
and unity may be ignored without serious error. With that simplification the 
equation of equilibrium reduces to 

where 


In the usual and historic statement of the theory the factor (i — e'jP) does not 
appear, and the psychrometric equation is then 

e’ -e^B^P{ 6 -e'), 

5 o «= cjnL. 


e 

e' 

c 

c' 

L 

n 


M 




Bo 


where 
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An expression including a factor equivalent to (i e'/P) is given* however by 
Apjohn, a contemporary of August’s. 

The distinction between Bq and will become very important when the 
temperature of the wet bulb approaches the boiling-point. Numerical values of iJo 
and Bi are given below (p. 314). 


§3. TAYLOR’S THEORY 

August’s hypothesis, at any rate in the explicit form adopted here, is obviously 
artificial. In reality the air current cannot be divided sharply into two streams, one 
of which becomes saturated whilst the other is unaffected by the presence of the 
wet bulb. A more complicated theory, proposed by G. I. Taylor, was communi¬ 
cated by him to Principal Skinner, who published it in the article on humidity in 
the Dictionary of Applied Physics^ in (1923). Taylor’s hypothesis is that, whilst the 
air-flow is generally turbulent, there is a film of non-turbulent air passing slowly 
over the wet bulb. The diflFusion of heat and of moisture are of different characters 
in the turbulent layer and in the non-turbulent film. 

Let 0 and e be the temperature and vapour-pressure in the free air; O' and e' 
are the values at the surface of the wet bulb; 6 " and e" are the values at the boundary 
between the film and the turbulent air. Let z be the thickness of the film, k the 
conductivity of air and D the diffiisivity of water vapour through air. Following 
Skinner we regard the density of air as a constant p. The density of water vapour 
at pressure e is accordingly npefP. 

The rate at which heat is conducted inwards to the wet bulb is per unit area 

k { 0 " - e')lz. 

The rate at which water vapour diffuses outwards from the density npe'jP to 
the density npe'/P is 

As the incoming heat evaporates the water, 

k { 6 " - O') - Dnp {e' - e") LIP. 

Now let E be the rate at which eddies are replacing the cool damp air of the 
outside of the film by the warmer, drier, natural air. E is reckoned as volume per 
unit area and unit time. 

The rate at which heat is carried inwards is 


Epc {0 - 0 "). 

The rate at which water vapour is carried outwards is 

Enp {e" - e)IP. ‘ 

The physical significance of E is rather vague; the essential assumption is that 
the coefficient E has the same value in both these statements. 

Since the flow of heat inwards and of water vapour outwards are both con¬ 
tinuous, it follows that 


Thus 


Epc {0 - 0 ") = Enp (e" - e) LjP. 
e"-e^P{e-^e'')clnL, 

• BA, Report 1843, p. 36, 
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To eliminate e"' and O'" simultaneously between these last two equations is only 
possible if 

c = kjpD, 


Now it so happens that k/pD = 0*22, 

whilst c = 0'24. 

The quoted values of A, p and D refer to the temperature o® C., but it is known 
that kjpD is nearly independent of temperature. We may ignore the difference 
between 0-22 and 0*24 and so obtain the equation 


e' -e^BoP{e^d^) 

with Bq — cjnL as before. 

According to Taylor dry-and-wet-bulb hygrometry is possible only because the 
diffusivity of water vapour through air and the conductivity of air are related in 
such a special way. Otherwise under varying conditions the changes in temperature 
and humidity in the eddy layer and in the non-turbulent layer would not be in 
proportion and there would not be a definite wet-bulb temperature corresponding 
with a given hygrometric state of the air. 

It is possible to analyse more closely the details of Taylor's theory. For instance 
we can take account of the continual displacement of water from the outside of 
the non-turbulent film and regard 0 " and e'* as averages. We can investigate the 
diffusion of vapour through the film and allow for the fact that the gradient is not 
uniform. The gradient of temperature is also not uniform. Further we might allow 
for the fact that the density of the air is not constant. The general result of all 
these refinements is that the psychrometric formula with the constant Bq is not 
exact and that the formula involving B^ is likely to be nearer to the truth. 

Experiments with water on the wet bulb in the ordinary atmosphere will not 
enable us to discriminate between August’s theory and Taylor’s. By the use of 
other liquids and gases it has been demonstrated that Taylor’s is the more 
satisfactory. 


§4. THE EXPERIMENTS OF AWBERY AND GRIFFITHS 

Awbery and Griffiths exposed their dry- and wet-bulb thermometers in a current 
of humidified air at atmospheric pressure. They determined the humidity in two 
ways, by the dew-point and by a gravimetric method. They give their results as 
relative humidities corresponding with given readings of the dry- and wet-bulb 
thermometers. For comparison with theory we require the vapour pressure. The 
method of reduction may be illustrated by the first entries in table i of the paper*. 

* The vapour pressures are taken from the Wdrmetabellen of Holbom, Scheel and Henning 
(Braunschweig, 1919). 
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Dry-bulb temperature =6 = ioo’ 6 ° C. 

Wet-bulb temperature = 6 ' — 75‘0° C. 

Relative humidity by dew-point method = = 25‘2 %• 

„ „ by gravimetric method =r2 = 35 ' 6 %. 

Saturation pressure at temperature 6 — E = 776'4 

Vapour pressure by dew-point method = - 274 

„ „ by gravimetric method — e^ — r^E — 276 mm, 

„ „ over wet bulb ^ e' - 289 mm. 

We require the coefficient B in the formula 

e' ~e -BP{ 6 -e'). 

Assuming P =- 760 mm. and substituting from the foregoing data, we find: 

B^ By dew-point method Bg, 8 ^ io~*. 

B„ By gravimetric method B„ = ’j > iO“*. 

The estimates of Bg and of B, are plotted in figures i and 2 respectively, the co¬ 
ordinates being 6 ' and {6 - 6 '). A few anomalous results have not been plotted. 
It will be seen that there is no very systematic distribution of the entries. Bg tends 
to be small when {9 9 ') is small and 9 ' is high, but there is no similar tendency 

with Bg, 

The estimates exceeding 9 / lO”* and less than 2 x io“* happen to be equally 
numerous. When these are excluded the mean values of Bg and Bg are 6-3 x io~* 
and 6*9 x lO”* respectively. 

It follows that the observations as a whole can be represented by the formula 

e’-e = BP( 9 - 9 ') 

with B =- 6'6 X 10“*, 

but the question whether B is really constant must be left open. 

It is remarkable that whilst the observations of Awbery and Griffiths yield such 
good curves when plotted in their paper with relative humidity and dry-bulb 
temperature as variables, the same observations give the irregular distribution of 
numbers in figures 1 and 2. The reason is that the wet-bulb temperature and the 
dew-point differ but slightly, so that a small error in either, an error which hardly 
affects the relative humidity, has a large influence on B, the variable of tlie present 
paper. In the example cited above if the distinction between wet-bulb temperature 
and dew-point had been ignored the relative humidity would have been computed 
from the wet-bulb reading as e'jE or 37 per cent. As the true value was 35 per cent 
the error would for most purposes have been negligible. 



Depression of wet bulb (" C.) Depression of wet bulb (® C.) 
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Wet-bidb readings C C.) 

Figure 2. Values of 10*B as determined by absorption method. 

§5. THEORY AND EXPERIMENT 

To sum up the results, I have set out in table i the values of the coefficient B 
given by theory and by observation and also those adopted in certain tables. 

The theoretical values are those given by the formulae for Bq and Bi in the 
present paper. The values adopted**** for the latent heat are Henning’sf. The best 
set of outdoor experiments for deriving the coefficient B is that made by Prof. 

* The values of latent heat used by August, Apjohn and Regnault are quoted by Everett, 
QJM. Met, Soc, 18 (1892). All used 0-267 for c. 

t WdrmetabelUn, p. 67, quoting from Atm, d. Phys. 29 , 441 (1909). 
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Marvin and other observers in the United States, some at considerable altitudes 
and therefore with low values of P, and discussed* by Prof. Ferrel. Marvin used 
sling thermometers and found the dew-point by Regnault’s hygrometer. Ferrel 
derived from the observations the formula 

J 5 = 6-56 X lo-* (i + -00190'). 

This formula has been used to obtain the results against his name in table i. 


Table i. The psychrometric constant, in theory and in practice 


Temperature ( ’ C.) 

of wet bulb (" K.) 

Vapour pressure (mm.) 

(mb.) 

Latent heat (cal./gm.) 

0 

273 

4-6 

6*1 

595 

10 

283 

9*2 

12*3 

590 

20 

293 

17*5 

23-4 

5H5 

30 

303 

31-8 

42*5 

580 

40 

313 

55 

74 

575 

50 

323 

93 

123 

569 

60 

333 

149 

199 

563 

70 

343 

234 

312 

558 

80 

353 

355 

473 

552 

90 

363 

526 

701 

545 

TOO 

373 

760 

1013 

539 




Values of B (e.g.s, units 

10-*) 




Theory: 












or c 'nL 

6-49 

6-54 

6*6o 

6*66 

6*72 

6-79 

6*86 

6*92 

7*00 

708 

7*i6 

Bi or (1 - e'/P) Bo 

<>' 4 S ' 

6*46 

6-45 ' 

6-38 

6-23 

5*97 

5*52 

479 

3*73 

2*19 

0*00 

Observation ; 








1 




Marvin-Ferrel 

656 

(>•68 

6*8i 

6*93 

_ 

_ 

__ 


_ 

■ 

—— 

Svennson 

1 

6 ' 4 S 

- V 


— 

— 

— 

— 

— 

_ 

_ 

Awbery and Griffiths: 

1 

1 










Dew-noint 


_ 1 










Gravimetric 

— 

1 

— 


— 

0*3 

6*9 


_ 

_ 

— 


Tables: 












Smithsonian (Ferrel) 

6*6o 

6*68 , 

6*75 ' 

6-831 


_ 

_ 

_ 




Assmann (Sprung) 

, _1. 

_1 

6*62 ' 


— 

— 

— 

_ 

_ 

_ 

■ 

Accompanying tables 2,3 

— ' 

— 

— 1 


— 

6*6 

i 




-^ 


Note. The theoretical values of B are found on the assumptions that c — 0 24, « « 0*622. 


Accepting the theory that B ought to vary inversely as the latent heat, Ferrel 
found the alternative formula 

B =- 6-6o ^ 10-^ (1 + -001150'). 

This is the basis of the psychrometric tablesf used in the United States. 

Of laboratory experiments the best known are those of Svennson| who aspirated 
air past his thermometers in a vessel in which the air-pressure was sometimes 
reduced as low as 300 mm. The vapour pressure was determined by Sonden’s 
apparatus in which the actual vapour pressure of a sample of the atmosphere can 
be measured directly. Svennson’s value of B is lower than that adopted by most 
observers. He considers that this is because there are systematic errors in dew¬ 
point determinations and in the absorption method. These tend to give too low 
values for e. It will be noticed that Svennson’s value of B is in good agreement 
with our formula for Bi. 


* Annual Report, Chief Signal Officer, Washit^ton, App. 24 (1886). 
t Smithsonian Meteorological Tables, tables 82, 84 (sth Edition, 1931). 
I Met. Z. 13 , 201 '1896). 
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The tables adopted*' for the Assmann psychrometer are based on the simple 
formula given by Sprungf 

^ - 0-5 {e ~ 0') P/75S. 

The equivalent value of B is 6'62 x 

There has been some tendency in the past to lay undue stress on the differences 
between the values of B given by one investigator and another and to say that 
empirical tables are better than any formula for deriving humidity from wet-butti' 
readings. As will be seen from table i, the range of values of the coefficient $ fbr 
ordinary temperatures is quite small. There is, it is admitted, considejraible un¬ 
certainty about the best use to be made of the readings of wet-bulb thermometers 
which are not ‘‘well ventilated” but that uncertainty need not affect confidence in 
the interpretation of the readings of such thermometers as are well ventilated. 

It is satisfactory that the new determinations of B for moderate temperatures 
are in agreement with the older determinations for low temperatures. The new 
observations are not good enough, however, to discriminate between the merits of 
the formulae in which the coefficients are Bq and B^. 

§6. NEW TABLES 

To cover the range of observations with dry-bulb temperatures up to 100® C., 
skeleton tables of vapour pressure and relative humidity have been prepared. 

Our theoretical discussion led to the conclusion that the coefficient B should be 
variable and a function of the wet-bulb temperature, whilst the observations were 
satisfied well enough by the assumption that B was constant. Tables based on each 
of these hypotheses have been prepared. It might have been anticipated that the 
tables computed on the two assumptions would be utterly inconsistent. As a matter 
of fact, the differences are insignificant. The reason is that at high temperatures 
the difference between the wet-bulb temperature and the dew-point is small, and 
the results of using alternative values of the factor B caimot be distinguished. 
Further, the agreement between the tables of relative humidity and that of Awbery 
and Griffiths is almost perfect. The only discrepancy is where they had extrapolated 
for wet-bulb depressions beyond the range of experiment. 

It is a practical deduction from these comparisons that in psychrometric 
observations at high temperatures strong ventilation is not a necessity. This must 
be true, since the computed humidities would be affected but slightly if Regnault’s 
moderate-wind value were used for fi, instead of the strong-wind value. On the 
other hand I should like to express the hope that experiments will be made to fix 
the values of B more precisely, I would suggest for consideration the use of a 
differential thermometer to determine the interval between the dew-point and the 
wet-bulb temperature. If room air were used without the admixture of steam, the 
experiment would be comparatively easy to control, and consistent values of the 
psychrometer constant accurate to two significant figures, might be obtained. 


• Aspirations-Psychrometer-Tqfeln (Braunschweig, 1908). 


t Das Wetter (1888). 
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Table 2*. Vapour pressure derived from psychrometer readings 
by the use of the empirical formula, B — 6-6 x io~* 


Dry-bulb 

temperature 

r c.) 

___ l_ 

30 

40 

50 

60 

70 

80 

90 

100 

Wet-bulb 

depression 

r c.) 



Vapour pressure (mb.) 



0 

42 5 

73-8 

123*3 

199 

312 

473 

701 

1013 

5 

284 

S3'o ' 

92*6 

154 

247 

382 

575 

842 

10 

16-7 

35-8 

67*1 

117 

192 

305 

467 

694 

15 

7*1 ' 

21-7 ' 

463 

86 

148 

240 

375 

568 

20 


10*0 1 

29*1 

60 

no 

186 

299 

460 

25 

— ^ 

0*4 1 

15*0 

40 

79 

141 

234 

368 

30 

— 


3-3 

22 

54 

103 

179 

292 

35 

— 

1 

— 

8 

33 

73 

134 

227 

40 

— 1 

— 

— 

— 

16 

47 

97 

172 

45 

— 

— 

— 

— 

2 

26 

66 

127 


Table 3*. Relative humidity derived from psychrometer readings 
by the use of the empirical formula, iS ~ 6-6 x 


Dry-bulb 

temperature 

r c.) 

30 

40 

50 

60 

70 

80 

90 

100 

Wet-bulb 

depression 

r c.) 



Relative humidity (per cent) 



0 

100 

100 

100 

100 

100 

100 

100 

100 

5 

67 1 

72 

75 

77 

79 

81 

82 

83 

10 

39 1 

49 

54 

59 

62 

65 

67 

69 

15 

!1 ' 

1 29 

38 

43 

47 

51 

54 

56 

20 


14 

24 

30 

35 

39 

43 

45 

25 

— 

1 

12 

20 

25 

30 

33 

36 

30 


— 

3 

II 

17 

22 

26 

29 

' 35 


— 

— 

4 

11 

15 

19 

22 

1 

— 

— 

— 

— 

5 

10 

14 

17 

! 45 

1 

— 

— 

1 

I 

5 

1 9 

13 


* Tables 2 and 3 are computed for normal atmospheric pressure; P — 1013 mb. 
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Table 4*. Vapour pressure derived from psychrometer readings 
by the theoretical formula, = (i — e'lP) cjnL 


Dry-bulb 

temperature 

rc.) 

30 

40 

50 

60 

70 

80 

90 

100 

Wet-bulb 

depression 

r c.) 



Vapour pressure (mb.) 



0 

42*5 

73-8 

123*3 

199 

312 

473 

701 

1013 

5 

28-5 

531 

928 

15s 

248 

383 

576 

844 

10 

16*9 

300 

675 

II7 

193 

307 

469 

699 

IS 

7*3 

21*9 

467 

87 

149 


379 

573 

20 

— 

10*3 

29*6 

61 

III 

302 

46s 

25 

— 

07 


40 

80 

143 

i'Tn 

374 

30 

— 

— 

3-8 

23 

55 

los 

182 

297 

35 

— 

— 

— 

9 

34 

74 

137 

232 

40 

— 

— 

— 

— 

17 

49 

99 

177 

45 

— 

— 

— 

— 

2 

30 

68 

131 


Table 5*. Relative humidity derived from the values of 
vapour pressure in table 4 


Dry-bulb 

temperature 

(° c.) 

30 

40 

SO 

60 

70 

80 

- 1 

90 

100 

Wet-bulb 
depression 
(° C.) 



Relative humidity (per cent) 



0 

100 

100 

100 

100 

100 

100 

100 

100 

5 

67 

72 

75 

78 

80 

81 

82 

83 

10 

40 

49 


59 

62 

65 

67 

69 

15 

17 

30 

38 

44 

48 

SI 

54 

57 

20 


14 

24 

31 

36 

40 

43 

46 

25 


I 

12 

20 

26 

30 

34 

37 

30 

— 

— 

3 

12 

18 

22 

26 

29 

35 

— 

— 


5 

II 

16 

20 

23 

40 ! 

— 1 

— 

— 

— 

5 

10 

14 

17 

45 

— 

— 1 

— 

— 

I 

6 

10 

13 


* Tables 4 and 5 are computed for normal atmospheric pressure; P 1013 mb. 


DISCUSSION 

Dr Ezer Griffiths. I am gratified to hear that Dr Whipple has been able to 
verify the theory of the wet-and-dry-bulb thermometer by means of our experi¬ 
mental observations. It is a very interesting point that the formula holds good over 
such a wide range of temperature. Has the author considered the case of dry-bulb 
temperatures below 0° C.? We are engaged at present in a study of hygrometers 
at low temperatures. In this investigation the wet bulb is covered with a sheath 
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of ice. We use various forms of the wet-and-dry-bulb hygrometer. In some the 
wet-and-dry bulbs take the form of a differential thermo-element with 33 wet and 
dry junctions. In others differential resistance thermometers are used. The wet- 
and-dry-bulb method is compared with the gravimetric and dew-point methods, 
both of which present considerable experimental difficulties at low temperatures. 

Mr J. H. Awbery. I think Dr Griffiths agrees with me in that the wet-and-dry- 
bulb formula has never seemed to us to be based on a satisfactory theory. Even 
now, with the improved derivation given by the author of this paper, its basisincludes 
the equality of 0*22 with 0*24; and we have no investigation of the errors which 
arise by ignoring the difference between these two quantities. Whatever may be the 
basis of the formula, its practical utility cannot really be denied. I had never 
compared direct observation with the formula until recently, but the present paper 
led me to analyse our own results in the light of the equation. I am now completely 
converted to the view that for smoothing observations it is perfectly satisfactory; 
but my adherence to orthodoxy is on account of empirical evidence, and is not due 
to an inward realization of truth. 

That my conversion is real, may be inferred from the fact that the detailed table 
which Dr Griffiths and I have prepared * was constructed in part with the assistance 
of the formula. 

Mr C. S. Wright. I should like to ask Dr Whipple whether meteorologists 
place any reliance on the readings of wet-and-dry-bulb thermometers in moderately 
low temperatures? The last Scott Expedition observed a condensation in the winter 
on ice surfaces, when the wind velocity was low. Kidston in his analysis of the 
results of Shackleton’s first expedition explains the numerous occasions of a higher 
wet-bulb than dry-bulb temperature as due to a similar condensation on the ice 
surrounding the “wet “ bulb. May not condensation also occur above freezing-point ? 

Author’s reply. My answer to Dr Griffith’s question is that I see no reason to 
doubt that a formula of August’s type should be valid for the case in which the 
wet bulb is covered with ice. Meteorologists use different formulae for ice- 
covered and water-covered bulbs (allowing for the greater latent heat of evaporation 
from ice) and also recognize the distinction between the vapour pressure of air 
saturated with respect to ice and to water. 

In Observatory practice we find that the wet-bulb thermometer is frequently 
below the freezing-point for many hours before the water on the muslin freezes. 
Moreover freezing takes a considerable time, and so does thawing. On account of 
uncertainties as to the state of the covering of the wet bulb, it is found better to 
trust to the hair hygrograph for finding humidity of air near the freezing-point. 

For finding humidities at the low temperatures encountered in aeroplane ascents 
the Meteorological Office provides observers with warm water in a thermos flask. 
Between observations the wet bulb is dipped into the water and a new coating of 
ice is soon formed. 

• National Physical Laboratory^ Annual Report for 1932. 
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No satisfactory method has been evolved for determining the humidity at great 
heights—for example, in the stratosphere, where temperature is comparable with 
220® K. Saturation pressure at that temperature is only 0-027 ^ compared 

with 6-1 mb. at the freezing-point. I hope that Messrs Awbery and Griffiths will 
be able to make some practical suggestion. We want to know more about humidity 
in the stratosphere because we believe that the absorption of long-wave radiation 
by this water vapour plays a very important part in meteorology. 

In reply to Mr C. S. Wright: 1 am rather sceptical about wet-bulb readings 
higher than the dry-bulb readings. I wonder whether there is any evidence that 
the thermometers used in Shackleton’s expedition had been recalibrated before the 
paradoxical observations. 

Condensation on ice surfaces in the open is a common enough phenomenon, 
the ice surface being cooled below air temperature. One can sometimes discriminate 
on a frosty morning between frozen dew and the crystalline ice deposited on the 
dew. I do not see how this explains the rise of wet-bulb temperature above dry- 
bulb temperature, both temperatures being taken, presumably, with screened 
thermometers. 

The standard hygrometric tables* in use in Sweden are based on experiments 
by Ekholm, who attributed high wet-bulb readings to the hygroscopic qualities of 
muslin. According to these tables the equality of dry- and wet-bulb readings 
connotes a relative humidity of 97 per cent. I hope that Ekholm’s work will be 
critically examined before the final results of the N.P.L. investigation are published. 

One reader of the proof of my paper has raised the question whether the cooling 
of the water fed to the wet bulb should not be allowed for in the theory. One answer 
to this question is that the well-ventilated psychrometer in its best known form, 
that due to Assmann, has not a continuous feed, while in other cases the feed 
is along a wick which is exposed to the air so that the water is brought very nearly 
to wet-bulb temperature before reaching the muslin. The more fundamental 
answer is that even if the water reached the wet bulb at dry-bulb temperature and 
gave up heat as it spread over the muslin, the allowance for this heat would not 
seriously affect our analysis. The amendment would be equivalent to a reduction 
in the value of L, the latent heat, by an amount equal numerically to the difference 
between the dry- and wet-bulb temperatures. It would not be profitable to attempt 
to introduce such an amendment. 

* B. Rolf. Tablesp^yihrometriques partativcs. CalcuUes selon la formule Svensson^Ekholm (Stock¬ 
holm, 1919). 
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ABSTRACT, The experiments here described have arisen from preliminary work con¬ 
ducted with the ultimate object of testing the late Prof. Callendar’s formula* for the 
distribution of energy in the spectrum. The latter experiments, not yet completed, involved 
radiation-pressure determinations made with a vane suspended in a vacuum sufficiently 
high for radiometer action to be completely eliminated. While the manner in which radio¬ 
meter action diminishes as the vacuum improves was being investigated, the series of radio¬ 
meter effects recorded in the first part of this paper was observed. Radiation was directed 
upon a light vane suspended by means of a fine quartz fibre in a flask, and the deflections 
produced when the radiation was incident in turn upon the two sides of the vane were 
observed for a series of vacuum conditions. The vanes employed included platinized or 
silvered glass and mica, and also an aluminium vane. The range of air pressure used 
extended down to about lo"® mm. of mercury. 

In the case of the platinized glass vane, at a pressure of a few mm. of mercury the 
deflections on both the glass and the platinized sides were of the order of those registered 
at the highest vacua obtained. At pressures of about lo"^ mm. gas effects developed which 
were very large in the case of the glass and mica vanes but much less marked with the 
aluminium vane. With all the vanes, gas action had practically vanished at a pressure 
of I O’"* mm. of mercury. Under these conditions, measurements of radiation pressure, 
using glass and mica vanes, were found to give results in agreement with the energy- 
density of the radiation to within ± 7 per cent. 

While the above preliminary experiments were in progress the errors of calculation 
occurring in Nichols and Hull’s paperf on radiation pressure were noticed. Although their 
work, carried out at a gas pressure of 16 mm. of mercury, has been widely quoted as 
conclusively establishing, to within about i per cent, the numerical equivalence between 
the pressure and energy-density of radiation, it is found that their results, when correctly 
evaluated, show a divergence between these quantities of some 10 per cent. Hence Nichols 
and Hull s investigation cannot be regarded as furnishing a quantitative experimental 
verification of the equality relationship deducible from theory. 

It was therefore thought worth while, using the working experience gained, to attempt 
more accurate measurements of radiation pressure by the direct method of using metal 
vanes and a vacuum so high that radiometer action was eliminated. In the second part of 
the paper the observations and results for all the radiation-pressure measurements are 
given. With each vane a considerable range of radiation-intensities was employed, the 
m^imum deflections of the suspensions under the influence of the radiation-^pressure 
being up to 10 or 15 times those obtained by Nichols and Hull. The corresponding energy- 
densities of the radiation were measured by the use of a Callendar cup radio-balance. The 

* PhiL Mag. 27 , 870 (1914). I proc, Amer. Acad. 38 , 559 (1903). 



On radiometer actum and the pressure of radiation 321 

results for an alloy vane, probably the most reliable of those derived, show that for a number 
of radiation-intensities the difference between pressure and energy-density varies from 
•f 4 to — 3 per cent. The present experiments are considered in the light of those conducted 
by other observers. Errors of calculation arising in Nichols and Hull’s results are examined 
in the appendix. 

§x, PRELIMINARY 

I NTRODUCTION. It is well known that when radiation falls upon a vane sus¬ 
pended in an exhausted vessel the true radiation pressure is obscured, even when 
the vacuum is of the order of io“* mm. of mercury, by gas action produced by the 
heating of the residual air in the neighbourhood of the vane. 

This so-called radiometer action has caused difficulty in verifying experimentally 
the theoretical relationship, originally deduced by Maxwell, between the pressure 
and the energy-density of the beam, viz. that these two quantities are numerically 
equal. Of the various attempts which have been made to circumvent gas action, the 
best known are those of Lebedew* and of Nichols and Hullf. The former made an 
effort to eliminate it by a suitable construction of the vanes, and the latter by the use 
of a ballistic method to which reference is made later in this paper. In only two 
investigations, those of Poynting and BarlowJ and of Miss Golsen§, has the direct 
method of obtaining so high a vacuum that gas action becomes negligible been 
attempted. 

Poynting obtained qualitative agreement between pressure and energy-density 
in the case of absorbing and reflecting surfaces; but, at the highest vacuum used by 
him, gas action was not entirely eliminated, nor did he investigate the changes in 
radiometer action at various stages of the vacuum. In 1924, when the work described 
in the present paper was in progress. Miss Golsen published her results for metal 
vanes, and showed that with these vanes a vacuum could be obtained at which gas 
action disappeared. The agreement she deduced between pressure and energy-density 
of radiation varied from + 6 per cent to — 4 per cent. Nichols and Hull state that 
their results agree to i per cent, but they make errors which are discussed at the end 
of this paper. Their results for pressure and energy-density, when properly 
calculated, differ by about 10 per cent. 

The work described below was originally undertaken as a preliminary to a more 
delicate experiment, devised by the late Prof. H. L. Callendar, to test his formula 
for the distribution of energy in the spectrum of a black body||. This experiment, 
which involves the measurement of the radiation pressure produced by different 
portions of the spectrum, and in which it is most important that radiometer action 
should be entirely eliminated, has not yet been completed. It has, however, been 
felt that the preliminary observations may be of interest in view of the fact that the 
investigation of radiometer action is more complete than that conducted by Miss 
Golsen; and also because, by a direct method, good agreement between pressure and 

• Ann, d, Physik, (4), 6, 433 (1901). t Amer. Acad. 88, 559 (1903). 

$ Poynting*8 Collected Works^ p. 381; also Proc. R. S. A, 88, 534 (1910). 

S Ann, d, Physik, 73 , 624 (1924). li Phil, Mag. 27 , 870 (1914). 
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energy-density values has been obtained over a wide range of radiation-intensities, 
both with a platinized glass and with a metal suspension. 

Oscillation of a vane suspended in a vacuum. In a large number of experiments on 
radiation pressure, including those described in this paper, the pressure is deter¬ 
mined by allowing the radiation to deflect a light delicately suspended vane. Since 
in the present investigations the damping was so small that the vane was perpetually 
in oscillation, it is apposite to consider the mode of vibration of such a suspension. 
The equation of free motion of a vane suspended in a perfect vacuum can, on the 
assumption that any damping due to the suspending fibre itself is negligible, be 
written 

d^e „ 

/ K-^ + cd-o, 

K, c where k represents the moment of inertia of the suspension and c the torsional 

0 constant of the fibre, while 6 denotes the angular position at any instant and is given 

by the solution 

A, a ^.(')• 

P, r If radiation falling upon the vane exerts a total force P at an arm r, and the product 
L Pr be written L, then the motion satisfies the equation 


BJ 


<f>y 


of which the solution is 



L, 




( 2 ), 


the constants B and j8 being determined by the values of the displacement 0 and 
velocity dOjdt obtaining at the moment of application of the radiation. Denoting 
these values by and respectively, and taking the instant of application of the 
light as the new zero of time, we find that 

B - Hi-Llcf+v,^Klc}^ 

and j8 - tan 1 ■ 

i- Ljc 

Relation (2) shows undamped harmonic motion about the mean displaced 
position Ljc, the position at which the couple due to the fibre balances the moment 
due to radiation pressure. The amplitude B of vibration about this mean position 
is reduced to zero only when the relations — L/c and — 0 are together satisfied, 
i.e. when the amplitude of the initial free vibration of the suspension is L/c, and the 
radiation is applied when the vane is at the extremity of its swing. The vane then 
remains steadily displaced in this position. 

Thus, with a perfect vacuum, the vibration is perfectly regular about the mean 
displacement L/c, the turning-points are invariable, and the periodic time is constant. 
When the light is removed, the vane immediately oscillates about its zero position, 
with constant turning-points and time of swing, the amplitude of the motion 
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depending on the position and velocity of the vane that obtained when the force 
was removed. 

When the vacuum is imperfect, damping will arise owing to the presence of the 
residual air. If 2e is the damping-factor, the equation of motion of the vane swinging 
freely is 

, dd . 

+ = 

with the solution 

6 = cos (z^rtlT — y) .(3); 


while when the radiation pressure is applied 


giving the solution 



f 2 ey ^ + ce = L , 


e -= L/C + cos {znt/T - S) 


( 4 ). 


Thus in both cases the time of swing T is 27 r/\/(r//c — while the amplitude of 
the oscillations decays exponentially, the logarithmic decrement of the motion being 
€ 7 rl\/{cK ~ €*). In practice, however, conditions are more complicated, since damping 
is not the only effect produced by residual air in the vacuum chamber. Experiments 
described later showed that, when on application of the light one surface of the vane 
was raised to a higher temperature than the other, pressures many times greater 
than the true radiation-pressure were generated. In this case the vane would suffer 
a mean displacement 0 given by (P ± i?) r ~ cB^ where R represents the pressure 
produced by the heating of the residual air. Such pressures took time to develop 
and made the time of swing irregular. They also masked the regular decrease of 
amplitude of motion which would be expected from equation (4). A similar pheno¬ 
menon was observed on removal of the light from the vane. In this case residual 
gas effects, which died away slowly, prevented the vane from vibrating about 
its true zero. These extraneous pressures, usually referred to as radiometer effects, 
were observed practically to disappear at a vacuum of about lO”® mm. of mercury. 

The objects of the experiments here described were firstly to study the variation 
of radiometer action as the vacuum improved; and secondly to investigate radiation 
pressure by obtaining so high a vacuum that the only forces acting on the suspensions 
employed were the true radiation pressure and the restoring elastic forces of the 
fibre. 

As has already been indicated, in such a vacuum the vane will vibrate quite 
regularly about a mean angular displacement, and the turning-points and period of 
swing will be quite constant. When the light is removed the suspension will at once 
oscillate about its zero position, with constant turning-points and time of swing. 

On attainment of these conditions it may safely be assumed that the true 
radiation pressure is being investigated. If, on the other hand, the turning points and 
time of swing of the vane vary and if, on removal of the light, the vane shows a lag 
in taking up its oscillation about the true zero, radiometer forces as well as the true 
radiatioU pressure are present. 
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The vanes used in the work to be described were, under experimental conditions, 
in continual vibration. For brevity, therefore, the term “deflection” is employed 
to denote the mean position about which the suspension is in oscillation. 

§2. AN EXPERIMENTAL INVESTIGATION OF RADIOMETER ACTION 

The apparatus employed is indicated in plan in figure i. The optical system p 
was used to project a beam of light from the lamp / on to a vane v suspended 
within the flask /. This flask, 17 cm. in diameter, was connected through suitable 
apparatus, shown in figure 2, to the exhausting-system comprising a Gaede mercury- 
pump outfit. 



Figure i. Plan of apparatus. 



Figure 2. Flask and auxiliary apparatus: C, carbon tube; G, Geissler tube; P, pentoxide tube; 
T'l, To, Pg, taps; U, U-tube surrounded by liquid air. 



When a very low pressure was required, both the flask and the carbon-filled tube 
were heated in a furnace to 360° C. during pumping. Figure 3 shows in elevation 
the arrangement of the source of light and of the lenses composing the projection 
system. The source was a 500-candle-power pointolite lamp. An image of the 
aperture of the photographic lens B was focused on the vane by the achromatic 
lens A. Of the wooden carrier, EFG, the portion FG, to which the lamp and lens 
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were attached, turned about a pivot P so that an image could be thrown on either 
end of the vane. As is indicated in figure i, an appropriate baseboard was fitted on 
each side of the flask. By transfer of the lamp and projection system from one board 
to the other the radiation could be made to fall upon either surface of the vane as 
required. 

The vanes were all rectangular in shape as shown in figure 4. In the case of glass 
vanes the centre piece AB was also of glass, fused to the vane. When a metal vane 
was used the vane and stem were cut as one piece from the sheet. The vanes were 
suspended by means of a fine quartz fibre attached at its upper end to a collar which 
fitted into the neck of the flask. The collar was of gas-free molybdenum supplied by 
the Vactite Company. The fibre was attached at each end by means of collodion. 
When this collodion had been gently heated by means of a very small gas flame a 
deposit of carbon remained which held the fibre well and did not affect the vacuum. 
Deflections of the vane were read by the lamp-and-scale method, the concave 
mirror c, figure 4, being used. By means of fine wire this mirror was bound to the 
stem of the suspension so as to lie at right angles to the vane. Throughout the 
experiments the scale-distance was of the order of i metre. 

Details of the suspensions employed are given in table i. 

Table 1 


Vane {a) Glass, platinized on one side 
Vane (6) Glass, blackened on one side 
Vane (t) Aluminium 



Length 

(cm.) 

Mass 

(Rtn-) 

Moment of 

Time of 

Vane 

inertia 

(gm.-cm^) 

swing 

(sec.) 

(a) 

3 49 

0340 

0 196 

52 6 

(b) 

2 25 

0 108 

0047 

505 

(c) 

3 60 

0 207 

0047 

57 5 


The thickness of the glass vanes was of the order of 0-25 mm. The aluminium vane 
was cut from a piece of foil about 0’05 mm. thick*. 

Experiments toith the glass vane platinized on one side, (i) To obtain some idea 
of the degree of vacuum reached in these and subsequent experiments, a McLeod 
gauge was attached, through a U-tube surrounded by liquid air, to the exhausting 
apparatus; and at various stages of the pumping the logarithmic decrements of the 
suspension and the corresponding pressures were noted. 

Figure 5 shows the variation of logarithmic decrement with pressure. The values 
of the logarithmic decrement are given to the base 10. A decrement of 2 x io~® 
corresponded to the lowest pressure read on the gauge, i.e. 4 x io“* mm. of mercury. 

(2) The McLeod gauge was disconnected from the apparatus and the pumping 
restarted. At various intervals tap figure 2, was turned, and the deflections 

* It IS to be emphasized that the effects described in this paper apply only to the case of flat 
rectangular vanes of the sizes indicated, suspended by means of a quartz fibre, centrally within a 
glass sphere about 17 cm. m diameter. 
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produced when a beam of constant intensity was incident in turn upon the glass and 
the platinized surfaces of the vane were observed. A constant arm was attained by 
making the edge of the vane a tangent to the circular image. In every case the mean 
of the deflections for the two ends of the vane was taken. The pressures correspond¬ 
ing to the various deflections were derived from the curve in figure 5. The lowest 
pressure obtained corresponded to a logarithmic decrement of 6 x io~* and was 
thus probably of the order of io“* mm. of mercury. In this experiment the flask was 
heated only to about 200° C., while in later work on radiation pressure the flask- 
temperature was raised to 360° and this, with the further use of a diffusion pump, 
makes it highly probable that still lower pressures were reached. 

Experiments made with the radiation incident upon the platinized surface 
of the vane showed that all the deflections produced were in the direction of 



Figure 4. 



Pressure (mm, x 10*) 

Figure 5. Variation of logarithmic decrement 
of the suspension with gas pressure. 


pressure. At a vacuum of 10“^ mm. of mercury the deflection was very large, the 
spot of light which registered the movement of the suspension passing right off the 
scale. At io~^ mm. of mercury the deflection had noticeably diminished. At a 
pressure of 10^® mm. the deflection was reduced to about 30 mm. The deflection 
remained constant at this value during prolonged application of liquid air to the 
charcoal tube. It was found that the radiation pressure, calculated from this deflec¬ 
tion, was in approximate agreement with the energy-density value. Since the 
logarithmic decrement of the motion of the vane was only 6 x 10 ®, damping was 
obviously negligible. The time of swing of the suspension under the radiation 
pressure was the same as during free oscillation, and the vibration was perfectly 
regular about the mean position. 

With the radiation incident upon the glass surface of the vane, the deflections, 
which were originally in the pressure direction, became increasingly antipressure as 
the vacuum improved. This antipressure effect was very large when the gas pressure 
was roughly 10“^ mm. At about 2 x lO”® mm., on application of the radiation, a pause 
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occurred before the suction effect began, while at 7 x mm. there was a jump in 
the pressure direction and subsequently a suction effect. With a gas pressure of 
approximately 10^ mm. of mercury the deflection was found to have changed sign; 
and it finally acquired a constant positive value (i.e. in the pressure direction) of about 
30 mm. at a vacuum in the vicinity of lo-® mm. of mercury. Figure 6 indicates in a 
general manner, for various gas pressures, the motion of the mean position of the 
suspension when the radiation was made incident upon the two sides of the vane 
in turn. 

Similar experiments to those described above were conducted with mica vanes. 
The behaviour already indicated was found to be quite general for all cases in which 
glass or mica vanes, platinized or silvered on one side, were used. 



Fig. 6. Variation of deflection of platiniased glass vane with gas pressure: (a) Radiation on 
platinized surface; (d) Radiation on glass surface*. 

Notes. (A) Off the scale. (B) Off the scale, but with slight arrest before first movement. 

Further eocperiments shozving growth and decay of radiometer action at a vacuum of 
10""* mm. Hgy and the disappearance of this action in the neighbourhood of lO""* mm. 
(i) After pumping to a vacuum of lo^^mm. of mercury, tap Tj, figure 2, was 
turned, and the beam was allowed to fall on the glass side and kept there con¬ 
tinuously. There was a jump of 25 mm. in the pressure direction, then a suction 
effect showing the growth of radiometer action (see figure 7). This radiometer effect 
reached a maximum fairly quickly and then decreased very slowly with time—^see 
portion MP of the curve. This gradual decay of radiometer action with time when 

* In this figure deflections in the suction direction are shown by dotted lines. At the pressures 
of 30,18 and I mm. of mercury, the actual movements of the vane, before coming to rest, are given. 
The high degree of damping at these pressures is thus illustrated. At the lower pressures only tlie 
final mean position of the vane is indicated. The damping decreased rapidly after about mm. 
and was negligible at io~^ mm. 
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light was continually on the vane and the vacuum was constant occurred whether 
the radiation was directed on the glass or on the platinized side; that is to say, the 
deflection apparently tended ultimately to become the true pressure deflection. 
This rate of decay was so extremely slow at pressures of iO“* to io“® mm. that the 



Figure 7. Illustrating radiometer action with light on glass surface, 
at gas pressures io“* to io“* mm. Hg. 
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Figure's. Illustrating radiometer action with light on platinized side at 
gas pressures from 10“* to lo**" mm. * 


possible complete disappearance of radiometer action, which might be inferred, 
was never actually observed. As will be seen later, the effect at higher vacua was 
much accelerated. 

Without the light being removed from the vane the vacuum was now brought 
down to about io“* mm. by applying liquid air to the carbon-filled tube. Following 
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the change of vacuum the deflection quickly became a pressure effect, and the vane 
eventually oscillated regularly about a fixed mean position during prolonged applica¬ 
tion of liquid air. This is shown in the inset figure, where the new time scale is such 
that the distance between successive maxima is the period of the suspension (about 
53 sec.). Although denoted by straight lines for convenience, the oscillations were 
in fact simple harmonic, and the vibration is of the exact type given by equation 2, 
page 322. 

(2) A similar experiment was carried out with radiation incident upon the 
platinized side of the vane (see figure 8). In this case an initial deflection of 170 mm., 
produced by applying the radiation at a vacuum of io“^ mm., was reduced in 
25 minutes to a steady deflection of 80 mm. on the application of liquid air to the 
carbon-filled tube. The turning-points at this highest vacuum were regular during 
prolonged application of liquid air, as shown in inset figure 8, where all con¬ 
siderations mentioned above regarding inset figure 7 again apply. 

Radiation was next directed upon the glass and platinized sides respectively at a 
vacuum of io~® mm. Table 2 shows the observed deflections in millimetres of scale. 


Table 2 


Radiation on platinized side 

Radiation on glass side 


Deflection 



Deflection 

Turning-points 

from zero 

Turning-points 

from zero 

L. R. 


L. 

R. 


54 203 

75 

228 

87 

70-s 

57 19s 

69 

236 

83-5 

76 

56 195 

69-5 

237 

82-5 

77 

S6 193-5 

68-5 

238 

82-5 

77*5 

56-5 193-5 

68-5 





A study of the deflections shows that even at this high vacuum radiometer action 
existed initially to some extent. The quick growth (see page 327, line 18) is not here 
apparent, as it is masked by the relatively long period of the suspension, but the 
presence and the decay of radiometer action can be detected. On the platinized side 
the deflections diminish until they reach a steady value, i.e. on the platinized side the 
gas action exists initially as a pressure and gradually disappears. On the glass side 
the deflections rise until they reach a steady value, i.e. the radiometer action is an 
anti-pressure effect and gradually disappears. Ultimately the deflections have 
constant turning-points, the time of swing is constant, and the logarithmic decrement 
is negligible, i.e. in every way the oscillations conform to equation (2). 

It may be objected that even in these circumstances the entire absence of radio¬ 
meter action is not proved. Some constant gas action might conceivably be present 
in conjunction with the true radiation pressure. From radiation-pressure experi¬ 
ments with an aluminium vane, strong additional evidence was, however, forth¬ 
coming that when the vibrations of this aluminium vane conformed exactly to 
equation (2), radiometer action was entirely absent. It seems therefore reasonable to 


22-2 
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assume that if the same equation is satisfied in the case of the glass suspension, gas 
action has been completely eliminated. 

One further effect was observed. The final deflections on the platinized and 
glass sides were not equal, but the former were always less than the latter as 
illustrated in table 3. Incidentally this table also illustrates for various radiation- 
intensities the decay of radiometer action just described. 

The difference between the final deflections on the two sides is thus of the 
order of 16 per cent. The data given in the table were obtained during experiments 
upon the pressure of radiation described later*. The mean reflecting power (see 
table 8) on the platinized side of the vane was 67 per cent and upon the glass side 
65 per cent. It is therefore impossible to explain the recorded divergence between 
the final deflections on the basis of a divergence in the reflecting power on the 
two sides. Again, radiometer action, as has been shown, always tends to increase 
the deflection on the platinized side and to decrease that on the glass side. The 
divergence between the final deflections cannot, then, be put down to residual 
radiometer action unless, as seems very improbable, this changes sign at very low 
pressure. Incidentally there seems to be here further support for the view that 
radiometer action has vanished at these very low pressures. 


Table 3 



Platinized side 

Glass side 

Beam 

Deflections 

Deflections 


First 

Final 

First 

Final 

1 

480 

37 <> 

34-1 

44*2 

2 

78-1 

65-4 

72-9 

77-2 

3 ' 

96-1 

88*2 

93-2 

102*7 

4 1 

ii8-o 

112*6 

123*2 

126*6 

5 

1320 

ii6*7 

132*2 

140*2 

6 

iSS -5 

150-6 

160*2 

170*6 


The suggestion is put forward that the effect may be due to the fact that the 
radiation absorbed by the film (some 35 per cent of the incident radiation) is re¬ 
radiated on one side through glass and on the other through a vacuum. 

Assuming that this absorbed energy is reradiated on the glass and vacuum sides 
in the ratio of : i, taking a tentative value of /x as 1-5, and assuming also that 
this reradiated energy is not absorbed by the glass, we find that the correction for 
the reaction on the vane due to reradiation reduces the disparity between the de¬ 
flections from some 16 per cent to about 5 per cent, while leaving the final mean 
value unaltered. 

Figure 9 shows in a very general manner, and not to scale, the deflections of 
the suspension when the radiation was kept permanently on the vane as pumping 
continued. It will be noticed that at a pressure of a few millimetres of mercury 

* A second platinized glass vane was used for these later experiments. Data relating to this 
suspension are given, in connection with the radiation pressure work, on p. 338. 
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the deflections for both the glass and the platinized surfaces are approximately 
equal to the true radiation deflection. These curves were taken for three diflFerent 
radiation-intensities and are of interest in that they appear to corroborate Nichols 
and Hiill’s observation that, with a gas pressure in the vicinity of a few millimetres 
of mercury, the resultant of combined gas actions has so small a value that the 
deflection of the vane is of the same order as the true radiation deflection. Owing 
to the rapid change of vacuum obtaining in these experiments, it must be emphasized 
that no deductions other than that just mentioned can be made with regard to 
gas action. 


Y 



Figure 9. (a) Platinized surface. (6) Glass surface. Variation of deflections with 
the light continuously on the vane as pumping continued. 


Summary. The experiments already described are typical of a large number 
conducted with silvered and platinized glass vanes. In every case the following 
general results were established: 

(a) At a pressure of a few millimetres of mercury the deflections on both the 
glass and the platinized sides were of the order of those registered at the highest 
vacuum obtained, (i) At pressures of about iO“* mm. large gas effects developed 
and were apparent as a suction on the glass side and as a pressure on the platinized 
side. If Dp denote the deflection due to radiation pressure, Dp the deflection due 
to gas action and D the resultant deflection, then Dp + Dp ~ D where Dp is 
negative for the glass surface and positive for the platinized surface, (c) Dp took 
time to develop, reached a maximum and then tended to die away very slowly. 
(d) The higher the vacuum the less was the gas action, and Dp eventually became 
less than Dp. When this occurred D was positive on both surfaces, (e) At a vacuum 
of the order of io“* mm., when Dp was very small no initial growth of gas action 
was apparent, but the much slower decay was easily observed. The mean value of 
the final steady deflections was now taken to give the true radiation pressure. 
(/) The final steady deflection on the glass side was always greater than that on 
the platinized side. 

Experiments with the glass vane blackened on one side. In the case of this vane the 
flask was heated to 360° C. during pumping, and the carbon tube was immersed 
in liquid air for a long time prior to the application of the radiation. Even with 
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these precautions there was a large amount of residual gas action, shown by the 
fact that the initial deflection on the glass side was very much smaller than that 
on the blackened side, and the deflections only became equal after an appreciable 
time interval. Typical data are as follows: 


Table 4. (Light continuously on the vane) 


Glass side 



Initial deflections 

Final deflections 

i 

27 

42 

E 

64 



The state of steady vibration about the final mean position 42 was reached 
after 10 oscillations in each case. 

It was further noticed in this experiment that if the light was removed after a 
steady deflection had been attained the vane did not at once take up its zero 
position. There always appeared to be a slight residual suction effect when the 
light had been incident upon the blackened side and a slight residual pressure 
effect when the radiation had been falling upon the glass surface. These deflections 
gradually died away as is shown in the following typical table. 


Table 5 



Steady-pressure 

deflection 

Residual deflections after 
removals of light 

Glass surface 

35 

(Pressure) 5-5, 2-5, 15, i-o 

Blackened surface 

42 

(Suction) 9 0, s s, 3 S 


The above table shows that with residual radiometer action the vane does not 
at once take up the original zero when the radiation is removed. 

The time interval separating the consecutive deflections given in the third 
column was about 51 sec., the period of the suspension. It may be said that, 
with this vane, gas action was in every way similar to, but very much larger than, 
that with the platinized vane. 

Experiments with the aluminium vane. When the vacuum was of the order of 
io~® mm. the vane assumed its final condition of steady vibration directly the beam of 
light was allowed to fall upon it (compare the residual gas effects with glass vanes 
already mentioned) and fell to vibration about its original zero immediately the 
light was removed. 

In Table 6 are given deflectional observations in millimetres of scale with 
beams of different intensities with a vacuum of about io~® mm. pressure. 

These observations illustrate the steadiness of the zero and also of the turning- 
points. 
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When the vacuum was inferior the deflection of the vane did not at once assume 
its final value, and the zero wandered. 


Table 6 



Zeros 






Turning-points with 
beam on vane 


Beam 

Before 

After 

Deflection 


deflection 

deflection 




Left 

Left 

Left Right 

To the right 

I 

43*5 

44 

79-5 0 58-5 

79-5 58-5 

33*2 

II 

43*7 

43*7 

00 00 

in 

0 

00 00 
0 0 

40*8 

III 

43*7 

43*7 

70 0 81-5 

69-6 81 

49*4 

IV 

43*7 

43*4 

77-5 0 no 

774 110 

59*9 

V 

43*4 

43*4 

17*5 0 42-8 

17*5 43*4 

17*5 43*2 

73*7 


General remarks on the observed effects. Since the platinum film reflected 
65 per cent only of the incident light while producing practically no scattering, it 
absorbed 35 per cent of the radiation falling upon it. The glass plate was found 
experimentally to absorb about 4 per cent of the incident light. The mass of the 
platinum film was roughly one-fifth of that of the glass plate. The specific heat of 
the film (assuming this constant to be the same for the sputtered material as for 
the substance in bulk) was 0*03, that of the glass 0-2. Hence the thermal capacity 
of the platinum film was much less than that of the glass plate. It follows that the 
film always rose to a higher temperature than the glass plate, whether the light 
fell upon the glass or upon the platinized surface of the vane. Calculation showed 
that the temperature-difference between the surfaces was of the order of o*i^ C. 
In accordance with the usual explanation* the velocity of recoil of the molecules 
meeting the hotter surface must be greater than the velocity of approach. This 
gives rise to a pressure on the heated surface, and strictly speaking this pressure 
only is referred to as “radiometer action.’* Thus, radiometer action will always 
be a pressure on the platinized surface of the vane, whether the radiation is incident 
upon the platinized surface or upon the glass surface. Consequently the radiometer 
effect will be in the same direction as the radiation pressure when the light is 
incident upon the platinum film, and in the opposite direction when it falls on 
the glass side; i.e. there will apparently be a pressure effect in the former case 
and a suction effect in the latter. 

At the higher gas pressures it is probable that convection is an important factor. 
Reference to figure 6 shows that the total gas action reaches a maximum at pressures 
of io~* to 10'“® mm., and from the directions of the deflections it looks as though 

* Poyntmg, Heat, pp. 150, 151 (1922). 
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radiometer action had now become the only gas effect. The very large value at 
these pressures may possibly be connected with the fact that the mean free path 
of the residual gas molecules is now of the same order as the dimensions of the 
vane. Obviously radiometer action must become negligible at a sufficiently high 
vacuum. 

In his discussion of radiometer action, Poynting* states that over the surface 
of the vane the extra pressure produced by the heated molecules would be quickly 
compensated by an adjustment of density of the gas, but that the compensation 
is not complete at the edge of the vane, so that persistent radiometer action is really 
an edge effect. Experiment showed that at pressures of iO“^ to lo ^ mm. radio¬ 
meter action died away extremely slowly, though it decayed quickly at lower 
pressures, possibly owing to the greater mobility of the gas. All the experiments 
recorded, however, were performed with vanes not materially differing in size or 
shape and with air or oxygen as the residual gas. Thus the results given apply 
only to these particular conditions and throw no light on the existence of a possible 
edge effect, or on the influence of the nature of the residual gas. If it were possible 
to assume that the density compensation at the surface of the vane mentioned by 
Poynting proceeded very slowly at lo ^ to lo ^ mm. and more quickly at io“® mm., 
the gradual fall in deflections on the platinized side and the gradual rise on the 
glass side until the steady state was attained, and also the lag in returning to the 
true zero, when the radiation was removed, could be explained without reference 
to an edge effect. In any case it is probable that the lag effects observed are con¬ 
nected with the time taken for the entire system to acquire the thermal steady state. 

There was found to be an absence of regular gas effects with the aluminium 
vane. Such effects as were present were very small, had a maximum value at about 
iO“® mm., and had entirely ceased at a pressure of lo ^ mm. This was to be antici¬ 
pated in view of the high thermal conductivity and thinness of the vane. The two 
surfaces of the latter would be at practically the same temperature, so that no 
perceptible gas action could arise. Miss Golsen also found maximum radiometer 
effects at a pressure of about iO“^ mm. and states that at a pressure of lo ® mm. 
radiometer action ceased with a metal vane. 

All the vanes were heated to 300^ C. in a vacuum before being mounted in 
the flask. For this reason, and also because the radiometer effects were extremely 
regular, it is unlikely that they can have been in any way due to escape of gas 
from the surfaces of the vanes during the experiments. All the results mentioned 
were perfectly definite and reproducible. 

§3. DETERMINATION OF THE PRESSURE OF RADIATION AND THE 

COMPARISON OF THIS PRESSURE WITH THE ENERGY-DENSITY 

Apparatus and general procedure. For these measurements the apparatus em¬ 
ployed consisted of the following: (i) a light vane of glass or metal suspended in 
an exhausted flask; (2) an optical system comprising a gas-filled Osram lamp and 


• Poynting, Hear, 150, 151 (1922). 
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suitable lenses so arranged that the radiation from the lamp could be directed upon 
either of the surfaces of the vane; and (3) a Callendar cup radio-balance* to measure 
the intensity of the beam and the reflection coefficient of the vane. 

The arrangement of the apparatus and the procedure followed in the evacuation 
of the system were the same as in the investigation of radiometer action (see figures 
I, 2 and 3) with the two exceptions that the Gaede mercury pump was eventually 
replaced by a mercury diflFusion pump backed by the Gaede pump, and that, with 
the object of improving the vacuum, the carbon tube and flask were heated to 
higher temperatures during evacuation. A good vacuum was obtained when flask 
and tube were heated to 360*^ C. for eight hours or more during pumping; the 
temperature of flask and carbon tube were then slowly reduced to normal while 
pumping continued. Taps and Tj, figure 2, were then closed in order, and 

the furnace was removed. An asbestos case was placed round the flask, and when 
the vane had lost the extraneous motions produced by these operations the carbon 
tube was surrounded by liquid air and observations were taken. In the earlier 
experiments the flask was sealed off from the exhausting apparatus by means of 
an electric furnace surrounding the arm M, figure 2. This operation appeared, 
however, to be unsatisfactory, for two reasons. In the first place gas was emitted 
from the red-hot glass and thus the vacuum was impaired, and secondly great risk 
was involved of spoiling the experiment by some accident. Specially prepared 
tap grease was used for Tj, figure 2. From the excellence of the vacua obtained 
after the carbon tu)3e had been surrounded by liquid air, it was obvious that the 
vapour pressure of the grease had a negligible effect. A further great advantage 
of this arrangement was that a series of evacuations could be performed without 
disturbing the flask and the suspended system within it. The vanes used were 
heated to 360° C. in a vacuum before being mounted in the flask. 

In adjusting the position of the suspension within the flask two conditions 
had to be satisfied. The vane had to lie at right angles to the direction of the beam, 
and at an elevation within the flask such that no radiation was reflected back from 
the flask surface to the vane. The image produced by the flask of the focused spot 
on the vane was readily seen within the flask, and the vane was so adjusted that 
this image fell just below it. After the necessary adjustments had been carried 
out by means of the collar in the neck of the flask the latter was sealed to the 
exhausting apparatus. 

For some experiments the quartz fibres employed were made by the bow-and- 
arrow method; but the more delicate ones were drawn out by means of an oxy- 
hydrogen blowpipe by a method shown to the authors by Dr W. F. G. Swann. 
These very delicate fibres showed colour in sunlight. The finest ones, of a blue 
colour, were not strong enough to support the suspension. Those exhibiting a red 
colour were used. The fibres were attached to suspension and collar by a fine 
carbon layer by the method already described. 

The 1000-watt filament lamp used as the source of light was connected to a 
steady iio-volt supply, the potential-drop across the lamp being maintained con- 

• Proc, Phys. Soc. 28 , 15 (1910). 
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slant by means of a resistance in circuit. The lamp was found to remain v6ry 
steady over long periods. 

Calculation of the radiation pressure. The following system of symbols is em¬ 
ployed : 

m is the reflecting power of the vane; 

P the required pressure of the radiation; 

A the area of the spot of light on the vane; 
r the arm at which the radiation pressure acts; 

c the fibre constant, i.e. the couple necessary to turn the suspension through 
unit angle; 

d the mean angular deflection of the vane; 

T the periodic time of the suspended system; and 
I the moment of inertia of the suspension (vane and concave mirror). 

The pressure of the beam was deduced from the relations 

(i + wi) PAr - - c 6 and T -- irr .(5) and (6), 


which give 


cd _ 
(i i-m)rA 


^TT^d 

ThA{i -VmYzD 


.(7) and (8), 


where d and i) denote respectively the scale deflection and the distance between 
the scale and the mirror on the stem of the suspension. Correction of the value 
of djzD to give the true angular displacement of the suspension was in most cases 
too small to justify application. For the same reason, correction for the fact that, 
in the displaced orientations of the vanes, the radiation was not quite normally 
incident could in general be disregarded. 

The lens system was so arranged that the ends and two edges of the vane could 
be made tangents (see figure 4) to the focused image of the aperture of lens fi, 
figure 3. Thus from the known dimensions of the vane the area of the image 
{A above) and the arm r at which the light-pressure acts could be calculated from 


the relations 


A - TT {Iby and r - ^ (/ - b) .(9) and (10), 


where I and b denote respectively the length and depth of the vane. 

In some cases the area of the spot was deduced from the aperture of the photo¬ 
graphic lens J 5 , figure 3, and the appropriate constants of the optical system. The 
deflection d was determined for each end of the vane as well as for both surfaces. 

Determination of the reflecting power of the mne. The measurement of the re¬ 
flection coefficient of the vane was performed in a subsidiary experiment, the 
incident and reflected intensities being observed by means of the radio-balance'*. 
The optical arrangement employed for the production of direct and reflected beams 
was similar to that adopted by Nichols and Hull, and is shown diagrammatically 
in figure 10. In this diagram Af is a concave mirror, RB the radio-balance and 


* The method of deriving the radiation-intensities is indicated on p. 338. 
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V the vane fixed in an upright at the centre of the turntable T. The full line 
indicates the path of the radiation when directly incident upon the concave mirror 
and radio-balance, and the dotted line the direction of the beam when reflection 
takes place at the surface of the vane. 



Figure 10. Indicating the method of measuring the reflecting powers of the vanes 

The procedure was first of all to cast a sharply focused spot of light on to the 
vane by means of the projection system used in the deflectional observations. An 
image of this spot of light was cast on to the radio-balance by placing the concave 
mirror and balance in position a, figure lo. In this position reflected radiation- 
intensities were measured. The incident intensities were determined after removal 
of the vane and rotation of the turntable into position b. The diameter of the spot 
of light used was varied, as required, by the use of a series of different apertures 
for the photographic lens B, figure 3. In preliminary experiments on reflecting 
power a number of types of thermopile were tried. Owing to the large uncer¬ 
tainties in the results arising from parasitic effects in the thermocouple circuits, 
it was necessary eventually to abandon the thermopile as the measuring instrument 
in favour of the radio-balance, which gave unambiguous and reproducible 
readings. 

Since the vane was used in a vacuum, while the reflecting power was measured 
in the air of the laboratory, the assumption is involved that the reflection co¬ 
efficient would not be substantially different in the two cases. 

Measurement of the energy-density of the radiation. In determining the energy- 
density of the beam, previous investigators have had recourse to the indirect method 
of measuring the heat absorbed when the radiation was incident upon a given mass 
of a substance of known specific heat. Over such methods, which involved long 
experiments and complicated apparatus, the use of a Callendar radio-balance carried 
the great advantage that measurements could thereby be rapidly made to give the 
intensity of the radiation directly in watts per square centimetre. The latter was 
deduced from the relation 

aH^2PC^{D-U)ls .(ii), 

in which a is the area of the balance cups, H the intensity of the beam, P the a, 
Peltier coefficient of the thermocouple junctions at the temperature indicated by 
a thermometer mounted in the instrument, C the neutralizing current and s the C, s 

sensitivity of the galvanometer. D and U denote the small deflections of the D, D* 

galvanometer obtaining when the radiation falls into the balance cups in turn. 
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The term containing these deflections in the above expression constitutes a small 
correction. 

If aH be the value in watts of the energy received per second by the balance, 
the energy-density of the radiation is 

X io~® erg/cm? 

The spot of light focused on the radio-balance, being of the same size as that 
on the vane during the deflectional observations, was considerably larger in dia¬ 
meter than the balance apertures. The mean was therefore taken of a number of 
readings for different portions of the spot. Similar considerations applied to the 
determinations of the reflection coefficient of the vane. 

For the evaluation of the intensity of the radiation falling upon the vane the 
radio-balance results required correction to allow for the energy loss due to the 
flask. The determination of this correction is considered later. 

Measurements with a platinized glass vane, A series of determinations were 
made with a glass vane platinized on one side. The vane was exactly similar to 
that used in the later parts of the investigation of radiometer action (see page 329). 

Specimen data and calculations involved in one typical determination of the 
radiation pressure with this vane are as shown in tables 7 and 8, and below. 

When measuring the reflecting power of the vane, a large number of readings 
were taken, as the results varied to a considerable extent and the reflection co¬ 
efficient constituted a large correction in evaluating the radiation pressure. A rather 
small spot of light was used in these determinations. The data given below show 
that the reflecting power was fairly constant over the right-hand side of the platinized 
surface and both sides of the glass surface, but varied over the remaining part of 
the platinized surface. Some of the figures given in table 8 were mean values taken 
from several readings. 


Table 7. Deflections (mm.) of vane under the influence of the radiation 
(Scale distance D = 110-7 cm.) 



Left-hand-side 


Right-hand-side 


Beam incident 

turning-points 

Deflection 

turning-points 

Deflection 

upon 



from zero 


_ 

from zero 

Left 

Right 


Left 

Right 


Platinized 

181-5 

0 18 

81-7 

54 

0 203 

74-5 

surface 

154 

24-5 

647 

57 

195 

69-0 

i 

150 

265 

6i-7 

565 

195 

69 s 

1 

151-5 

25-5 

63 0 

565 

193-5 

68-5 

1 1 

1 

151-5 

27 

62-2 

565 

193-5 

68-5 


151-5 

27 

62-2 




1 Glass 

228 s 

0 87 

70-7 

18 

0 i68*5 

75-2 

1 surface 

2365 

83-5 

765 

i 8*5 

169 s 

75-5 


237-5 

82*5 

77-5 

17-5 

170-5 

76 s 

j 

238 s 

82-5 

78-0 

17-5 

169 

75-7 


237 5 

8i-S 

78-0 

165 

170-5 

77-0 

1 

1 

238 

82 

78-0 




Mean deflectfon on platinized side 65*4 

Mean deflection on glass side 77*2 

Final mean 71-3 



On radiometer action and the pressure of radiation 339 


Table 8. Reflecting power (per cent) 


Platinized surface 

Glass surface 

Left-hand side 

Right-hand side 

Left-hand side 

Right-hand side 

68-0 

72*6 

64-2 

638 

62*2 

71*4 

642 

677 

57*5 

70*6 

632 

66-6 

580 

70*0 

62*1 

65*6 

637 

696 

65-4 

67-3 

67-5 

69*0 



643 

70*8 



62*2 

71*4 



— 

73*1 



Mean values: 



i 

62-9 

70*7 

638 

66*2 

Final mean value of reflecting power 65*9 


Calculation of the light-pressure : 

Area of the spot, tt cm? 

Period of the suspension, 67*2 sec. 

Deflection, 71*3 mm. 

Arm, 0*933 ^^* 

Moment of inertia of suspension, 0*1485 cm? 

Scale distance, 1107 mm. 

Reflecting power of vane, 65 9 per cent. 

Hence from relation (8) on p. 336, 

P — 20*1 X io“® dyne/cm? 

Measurement of the energy-density of the beam. After each deflectional observa¬ 
tion the optical system was turned so as to direct the radiation upon the radio¬ 
balance, and a series of energy-determinations were carried out. On the completion 
of these sets of experiments the reflection coefficient of the vane and the energy- 
loss due to the glass of the flask were measured. The latter was found by allowing 
the radiation to fall upon the radio-balance (a) directly and (b) through the flask. 
A number of readings for the energy received by the balance were taken, and it 
was found that the mean value of the loss due to the two sides of the flask was 
21*8 per cent, giving for one side 11*6 per cent*. 

The mean value of the energy falling per second upon the radio-balance 
apertures of area a when the radiation was directly incident was 2213/iW. Re¬ 
ducing this by 11*6 per cent we have i% 6 fjLW. as the value of the energy falling 

• Tests conducted with the flask (a) exhausted to about o i mm. and (b) containing air at 
atmospheric pressure gave no systematic divergence in results. Thus any effect due to the 
presence of air between the flask surfaces must, if existent at all, have been small. This justified 
the later adoption of the more direct method of determining the energy density subsequently 
described. 
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on the vane per second per 0*03467 cm? Thus the energy-density of the beam 
exerting a pressure of 20*1 x io“® dyne/cm?, i.e. 

i8*8 X 10"'® erg./cm? 

Since the flask was large and the light entered practically normally at the 
equator, no appreciable distortion effect due to the transmission through the flask 
could be observed. In later experiments any possible distortion was automatically 
corrected by taking all the energy-determinations after the pressure-deflections. 
The piece of glass through which the light had passed was cut from the flask and 
placed in front of the radio-balance at exactly the same distance as it had been from 
the vane. Thus the optical conditions obtaining during the energy-determinations 
reproduced exactly those of the deflectional observations. All subsequent deter¬ 
minations by this more accurate method with flasks similar to the one referred to 
above gave an energy-loss due to the flask of about 9 per cent. It therefore seems 
reasonable to suppose that the result, ii-6 per cent, was about 3 percent too high. 
This may in part account for the fact that in this experiment (see figure ii) the 
energy-density was always less than the pressure. 

Further determinations with the platinized glass vane, A series of similar measure¬ 
ments were made with this suspension. Various values of light-pressure and corre¬ 
sponding energy-density of beam were obtained by placing the lamp in different 
positions relative to the rest of the optical system. The mean values of the deflections 
on the platinized and glass surfaces are given in table 9. 


Table 9. Deflections (mm.) of the vane under the influence of the radiation 


Beam 

Platinized surface 

Glass surface 

Mean 

I 

37-6 

44*2 

40*9 

2 

65 -4 

77*2 

71*3 

3 

88-2 

102*7 

95*5 

4 

112-6 

126*6 

119*6 

5 

150-6 

170*6 

160*6 


Corresponding energy determinations are as follows: 


Table 10. Radiation-intensities (W. > 10 ^ per 0-03467* cm?) 
with beam directly incident upon balance 


[ Beam 

1 

2 

3 

4 

5 

Intensity 

124 

231 

309 

363 

501 


121 

221 

30s 

374 

515 


126 

207 

295 

365 

487 


133 

221 

299 

368 

496 

1 

— 

226 

312 

376 

SOI 

1 Mean 

126 

221 

304 

369 

500 

I Less 11*6 % 

Ill 

195 

. 269 

326 

442 


• Aperture of radio-balance cups. 
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The value (ii*6 per cent) of the correction for the loss due to the flask which 
is mentioned both in the above table and in the earlier specimen calculation was 
the mean figure deduced from experiments with a variety of radiation-intensities. 

Experiments with a mica vane. A set of similar experiments were conducted 
with a mica vane platinized on one side. 

The final results deduced with the glass and mica vanes are plotted in figure ii. 



0 10 20 30 40 60 

XI0-6 


Radiatton-pressure (dynelcm'^) 

Figure 11. Results obtained using glass and mica vanes. 
® Mica vane • Glass vane 


Later determinations with metal vanes. For various reasons the results given 
above for the platinized vanes were not considered to show the highest degree of 
accuracy obtainable by this direct method. I’hey did however demonstrate that 
radiation pressure could be measured by it, and that therefore the experiment 
devised by Prof. Callendar could be proceeded with. This had been originally the 
fundamental issue. In the meantime, however, the errors occurring in Nichols 
and Hull’s calculations had been noticed; it therefore seemed worth while to use 
the experience already gained to attempt more accurate measurements of pressure 
and energy values. 

In this new experiment the material of the vane was aluminium. This metal 
was selected for its lightness and high thermal conductivity, and for the fact that 
it was already known that with a vane of this material radiometer action had entirely 
disappeared at a vacuum of io~® mm. of mercury. Various further points had to 
be considered. Since the pressure to be measured was extremely small, it was 
essential that a delicate fibre be used. Again, an important point was to find a 
workable value for the period of the suspension. If the period is too long, not 
only do the observations become tedious but the source of light may vary during 
the experiment. It was found that the end points could be accurately read and 
other conditions satisfied when the period was about one minute. The sensitivity 
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of the suspension could not profitably be raised by increasing the length of the 
vane, and with it the arm r, since to do so would unduly increase the moment of 
inertia and hence the time of swing. The experimental setting of the spot into the 
correct position might appear to be one of the most doubtful features of the work, 
but an examination of tables ii and 13, which give readings by different observers, 
will show that this setting can be made with an accuracy not inferior to that 
obtained in other parts of the experiment. 

Determinations with an aluminium vane. The series of observations conducted 
with an aluminium vane were carried out in a manner similar to that adopted in 
the cases of the non-metallic vanes previously described. Typical readings for the 
deflection of the suspension under the action of the radiation pressure are given 
in table 11. 


Table ii. Deflection of the suspension (mm.) 


1 Zero positions 

^Turning-points with radiation on 


Before 

After 

left-hand side 

right-hand side 

Deflection 

deflection 

deflection 

of vane 

of vane 



Radiation-intensity i 



60 

7*2 

76-5 41S 0 

37 0 0 195*0 

68*9 



75-5 40-0 0 

36 s 0 197 s 




75 4 39-8 0 

37 5 0 197-5 


7*2 

7-0 

8o'0 39*0 0 

38 s 0 197-5 

69* I 

' 


78-5 380 0 

38*0 0 198*0 




78-0 38*0 0 

38*0 0 198*0 




78 8 38 5 0 



7*0 

7-5 

69 0 50-0 0 

460 0 203*0 

67*0 



68*0 49*0 

460 202*0 




67-8 48 s 0 

46*0 202*0 


7-5 

7-5 

78-0 40 5 0 

0 60 0 96*5 

1 68*8 



78*0 41-0 

600 97*0 


7-0 

— 

83-5 35-5 0 

0 50*0 103*4 

68*1 




0 50*0 103*4 



Radiation-intensity 2 



6-5 


io6-o 37*5 0 

0 63*5 112*5 

78*8 



loS’S 37-5 

64*0 113*0 




2080 0 670 

0 46*0 132*0 

8o*o 



2085 670 

46*0 132*3 




1305 120 0 

0 70*0 106*5 

79*7 



1305 II-6 0 

70*0 107*0 


7*2 

6*7 

133*0 11*5 0 

0 67*0 110*0 

80*2 



1320 11*5 

67*0 110*0 



For the above and other intensities of radiation employed, the steadiness of 
the zeros of the suspension and the constancy of the amplitude of swing showed 
that gas action had been eliminated. 

* It is to be remembered, that, with a fixed incident beam, while the mean deflection is 
constant, the amplitude of swin^ about this mean position varies with the velocity and position of 
the vane obtaining when the light was applied (see page 322). The amplitude, when once assumed, 
will then remain invariable. 
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With this vane two experiments were performed by evacuating the system 
twice, all conditioxis with the exception of the distance of the scale from the mirror 
being exactly reproduced. 

A summary of the deflections and the energy-density values is given in table 12. 


Table 12 


Energy-density 

Deflection of vane 

(erg/cm!) 

1 (mm.) 

Evacuation i. 

Scale distance 102 cm. 

12*2 > IO~® 

68-4 

14*5 

79-6 

21 6 

Ii 6‘2 

30-1 

166-3 

Evacuation 2. 

Scale distance 123 cm. 

10 8 X lo"® 

72*0 

15*4 

102*1 

24 0 

i 6 o *7 

36 2 

1 243-8 


Unfortunately the surface of the aluminium changed during the determinations 
of the deflections of the vane, owing perhaps to the high temperature to which 
the metal was subjected or to the presence of a trace of mercury during the evacua¬ 
tion. Light on leaving the vane was found to be so scattered that the reflection 
coefficient could not be measured accurately. As nearly as could be estimated the 
value came to 42 per cent. With this value it was found that the calculated values 
for pressure and energy-density of radiation differed consistently by about 12 per 
cent. The pressures plotted against the energy values are given in figure 12. It 
will be seen that the results for the two evacuations lie closely on the same straight 
line, which on production passes through the origin. The fact that the ratio of 
calculated pressure to energy-density of radiation, while differing appreciably from 
unity, was thus constant both for varying intensities of radiation and for two 
independent evacuations, may be regarded as affording conclusive evidence of the 
absence of radiometer action. This is further supported by the regularity of the 
turning-points and zeros of the suspension illustrated in table ii’**'. It may 
be remarked here that with the platinized glass surface there was practically no 
scattering, so that as far as optical properties were concerned it was found to be 
greatly superior to all metal vanes—^with the possible exception of the alloy vane 
used later. 

Determinations with an alloy vane. Since the surface of the aluminium vane was 
found to be unsatisfactory, tests were made as to the suitability of other metals 
for the vane material. The metal finally adopted was an alloy consisting largely of 

* Thus while it was not possible to deduce the absolute value of the pressure of radiation, the 
observations taken with the aluminium vane were of great interest for two reasons. They showed 
conclusively that radiation pressure is proportional to the energy-density, and also that radiometer 
action can be completely eliminated with a metal vane. 

PHY 8 . 80 C.XLV, 2 
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copper and nickel. Tests using high magnetic field-strengths showed that the 
magnetic properties of this material were no more pronounced than those of such 
substances as glass and copper. Further, after the erection of the apparatus had 
been completed the periodic time of the suspension was found to be unaffected 
by a strong magnetic field. It was therefore justifiable to assume that the deflec¬ 
tions of the vane would be unaffected by a slight variation in the magnetic field of 
the laboratory, if such occurred. 



Figure. 12. Results obtained with aluminium vane. 


Ohsei'vations (1); evaluation of radiation pressure. Data relating to the sus¬ 
pension : 

Linear dimensions of the vane: length 21*93 mm., depth ii*02 mm. 

Moment of inertia of suspension, 0*0903 gm.-cm? 

Periodic time of suspension, 67*6 sec. 

Scale distance, 104*3 ^^* 

Determinations were made of the deflections produced with the radiation in¬ 
cident upon all four end faces of the vane in turn. In this experiment there was 
found to be a slight regular drift of zero having a period of about 40 minutes. 
This was very persistent, lasting over several days, and probably arose from 
pendulum motions of the suspension. By taking the deflectional readings during 
the intervals of maximum displacement of the zero, i.e. when the rate of change 
of zero was a minimum, the effect of the periodic wandering was practically 
eliminated. 

In the case of the majority of the observations given in table 13 the beam was 
quickly turned from one end of the vane to the other without an intermediate 
checking of the zero. The double deflection was thus directly observed. 
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Table 13, Deilectional data (mm.) 


345 



Deflections when beam was directed on 


Beam 

left-hand surface 

right-hand surface 

Final mean 


of vane 

of vane 


I 

44*2 

469 



45*5 

45*7 



44-8 

45 6 



443 

45 7 



44-6 

— 



44 1 

— 


Mean 

44*4 

46-0 

45*2 

2 

647 

648 



64*6 

66*0 



651 

63 4 



62 4 

65-0 



648 

66-7 



66 2 

65-8 


Mean 

64 6 • 

65-3 

65 0 

3 

84 4 ” 

91-0 



85-6 

8s-6 



827 

— 


Mean 

84 2 

' 18-4 1 

863 


There is a rather large discrepancy in the results for the last series. This is 
probably due to the fact that with a beam of such a high intensity the accurate 
setting of the spot presented some difficulty. 

Reflecting power of the vane. Two of the reasons for using this material were 
that It took a high polish and that it possessed considerable rigidity in thin layers, 
so that when once flattened the vane surfaces were not easily impaired. Moreover 
the material reflected light regularly with very little scattering, and was unaffected 
by the preliminary heating of the flask. Determinations of the reflection coefficient 
of the vane, made after the main experiment by means of the radio-balance, gave 
the results shown in table 14. 

Table 14. Reflecting power of the vane (per cent) 


Left-hand side 

Right-hand side 


Front end 

Rear end 

Front end 

Rear end 

Mean 

707 

66-3 

62*2 

628 

6s -5 1 

65-4 

66-6 

62*7 

644 

648 1 

67-3 

644 

63*0 

676 

6 s -6 1 

677 

653 

6i-6 

639 

646 

69*1 

65-5 

6 i*4 

63-1 

648 




Fmal mean 

650 


23-2 
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Observations (2); measurement of the intensity of the radiation. These determina¬ 
tions were carried out on the completion of the deflectional observations in the 
manner which obviated the necessity for a separate evaluation of the energy loss due 
to the flask. In dismantling the latter the two portions of the flask surface, one on each 
side which had been traversed by the radiation, were cut out. These pieces were in 
turn placed in front of the radio-balance, at a distance approximately equal to the 
radius of the flask, while the intensity of the radiation was being measured. 


Table 15. Intensity of radiation: radio-balance readings (/iW. per 0*03467* cm?) 



Portion of flask interposed 1 


Beam 



Mean 


Left-hand side 

Right-hand side 


I 

2128 

2099 

2118 


2113 

2126 



•2137 

2104 


2 

3135 

3 >30 

3139 


3150 

3264 



3125 

3128 


3 

4375 I 

4308 

4332 


4374 

4273 



* Aperture of radio-balance cups. 


Some difficulty was generally experienced in setting the vane at right angles 
to the axis of the optical system. When the fibre was delicate the ultimate position 
of equilibrium of the suspension could be ascertained only after evacuation of the 
flask. Moreover a slight displacement was apt to occur when the flask was fused 
on to the exhausting-apparatus. Sometimes this could be corrected by letting in 
air, softening one of the connecting tubes, and turning the flask. In this particular 
experiment the vane was found to set ultimately in a plane deviating by about 15*^ 
from the required position. The obliquity of the light converts the relation (12), 
giving the radiation pressure, into the form 

(i + m) PAr' cos ^ = cO^ 

/, b in which if I and b represent the length and depth respectively of the vane, the 

r' arm r' at which the resultant force operates is given by 

Jsec^), 

<l> where 0 is the angle of incidence of the radiation. The cross-sectional area of the 
beam is calculated as before from relation (9). The value of cos ^ derived from the 
directions of the optic axis of the system and the normal to the concave mirror 
was found to be 0*962. The total correction involved raised the pressure by 
8 per cent.f It should be pointed out that this value is a little ambiguous in that 
it would have been modified by any slight deviation from parallelism between the 

t These figures correspond to the zero orientation of the vane. The total correction factor for 
this position agrees with the mean of the factors for the displaced positions, in the case of a given 
beam, to about one or two parts in a thousand. 
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plane of the vane and the nonnal to the concave mirror, the adjustment of which 
was only done by eye estimation. Any such deviation would not however have 
affected previous measurements vrith the other vanes, in which cases the light was 
incident normally. 

The results finally derived by the use of the alloy vane are as in table 16. 


Table 16 


Beam 

Pressure 

(dyne/cm?) 

Energy-density 

(erg/cm?) 

Difference 
fper cent) 

I 

zrz X 10"® 

20*4 X lO"® 

+ 4 

II 

30*5 

302 

+ I 

III 

40*6 

41*7 

“3 


Distribution of energy in the spectrum. The distribution of energy in the spectrum 
of the radiation falling upon the various vanes is indicated in figure 13, in which 
the energy is given in arbitrary units. The curve was derived by means of a 
Hilger constant-deviation infra-red spectrometer provided with a rock-salt prism. 
A sharply focused image of suitable size was cast upon the slit by means of the 
optical projection system used for observation of the radiation pressure. To allow 
for any selective absorption due to the glass of the flask a piece of the flask used 



Figure 13. Distribution of energy in the spectrum of the radiation employed. 

in the case of the alloy vane was inserted in the path of the beam in front of the 
spectrometer slit. The filament-brilliancy was the same as in the pressure experi¬ 
ments with the alloy vane. Since the lamp voltage adopted in the case of each of 
the vanes used was in the vicinity of 100, the curve given may be taken as repre¬ 
sentative of the quality of the radiation obtaining throughout the whole series of 
measurements. It will be seen that the wave-length for which the energy is a 
maximum is in the neighbourhood of i-2/i, while the bulk of the incident energy 
arises from the wave band 0-5 to 2-2^1. 

The method of varying the intensity of the radiation as required by altering 
the position of the lamp relatively to the rest of the optical system while main¬ 
taining the filament at constant brilliancy preserved the distribution of energy in 
the spectrum during the pressure and energy-measurements with any given sus- 
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pension. Similarly the determination of the reflecting power of the vanes with 
the lamp voltages at the values obtaining during the deflectional readings avoided 
errors which might arise from the possible variation of reflection coefficients with 
the quality of the radiation. 

Comparison of present experiments with those of previous observers. In comparing 
the experiments described with those conducted by earlier investigators, we must 
first direct attention to the work carried out by Nichols and Hull, whose results,have 
hitherto been regarded as conclusive. The methods of measurement which they 
followed were in general considerably more complicated than those adopted in the 
present experiments. For example their calorimetric method of determining the 
radiation-intensity by measuring the rise of temperature produced in a metal disc 
entailed experiments which were indirect and lengthy in comparison with the use of 
a Callendar radio-balance for the same purpose. A further complication arose from 
the fact that Nichols and Hull’s source of light was an arc lamp, difficult to keep 
steady for any length of time. This involved the introduction of an auxiliary 
bolometer by means of which the displacements of the suspension could be reduced 
to those which would be given by a lamp of standard intensity. Incidentally this 
correction, which in some cases was of the order of 50 per cent, involved the 
assumption that the radiation pressure was directly proportional to the intensity 
of the beam. 

Since the radiation was directed upon the vane for only six seconds, it was 
necessary to reduce both the apparent intensity of the beam, as determined by the 
bolometer, and the deflection of the vane to the values which would obtain under 
static conditions. The reduction necessary in the former case was determined 
experimentally and involved a correction factor of some 50 per cent. I’he latter 
correction was wrongly evaluated and is discussed later. 

It may be pointed out that Nichols and Hull used an extremely small deflection, 
namely 16 mm. on a scale distant 105 cm. from the suspension. Angular deflections 
up to about fifteen times this value have been employed in the present work. 

In attempting to establish experimentally a relation between the pressure and 
energy-density of radiation it is of fundamental importance to derive a series of 
measurements covering as wide a range of radiation-intensities as possible. It is 
noteworthy that Nichols and Hull used what amounts practically to one intensity 
only. They give one final value for each of three different qualities of radiation, 
but the two extreme intensities involved differed by only some 8 per cent. Experi¬ 
ments we have conducted with the infra-red spectrometer lead us to doubt whether 
the quality of radiation obtained by Nichols and Hull by passing full radiation 
through red glass differed very greatly from the quality of the full radiation itself, 
unless the glass they used had special properties. 

It is to be borne in mind that, when Nichols and Hull undertook their investi¬ 
gation, three modern advantages were not available to them, namely {a) exhaustion 
apparatus capable of producing a vacuum high enough to eliminate radiometer 
action; {b) a steady and powerful source of radiation; and {c) a quick and reliable 
instrument for use in connection with the energy-measurements. Nichols and Hull 
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employed very elaborate and ingenious methods in the attempt to surmount these 
difficulties, but it is not to be expected that their indirect methods could give 
results so satisfactory as those obtained with more modem facilities. 

Miss Golsen’s work has not received much attention, possibly owing to the 
fact that Nichols and Hull's results have been generally accepted as quite con¬ 
clusive. She worked only Avith metal vanes, whereas Nichols and Hull used silvered 
glass suspensions. Miss Golsen made an investigation of radiometer action with 
these metal vanes, and her general conclusions are in agreement with those given 
in this paper. For her radiation-pressure determinations she used balanced sus¬ 
pensions with the working surface on one side only of the stem. A range of 
radiation-intensities was, however, employed. The methods Miss Golsen adopted 
for the determinations of the energy of the beams, and for the measurement of 
the reflection coefficient of the vanes, were less direct than those in which a radio- 
balance is used. The possibility of errors of the order of i 6 per cent in the experi¬ 
mental work are admitted. 

A comparison of the torsional constants of the fibres used in the investigations 
mentioned are given in table 17. 

Table 17 



Couple required to turn suspension 

Observers 

through one radian 


(dyne-cm. v lo”®) 

Nichols and Hull 

7*6 

' Miss Golsen 

I’l to 4 0 

M. B. 

Glass suspension 1*3 


Mica suspension 1*25 


Aluminium suspension 0*22 

M. B, and S. E. G. 

Alloy suspension o*8 
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APPENDIX 

Errors of calculation occurring in Nichols and HuWs work 

In view of the great importance in modern physical theory of the relation of 
numerical equality between the pressure and energy-density of radiation, attention 
is directed to the experimental verification attempted by Nichols and Hull whose 
work has been widely quoted as the standard investigation in this connection. 
Stated by these observers as indicating agreement to i per cent between the 
pressure and energy-density, Nichols and Hull's results have hitherto been generally 
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accepted as experimentally affording conclusive quantitative evidence of the validity 
of Maxwell’s relation. Examination of the methods adopted by these investigators 
in deducing their results from their observations shows, however, the presence of 
considerable errors, inasmuch as corresponding values of pressure and energy- 
density for radiation of given intensity exhibit, when correctly evaluated, a diverg¬ 
ence of some 10 per cent. 

Working with a gas pressure of i6 mm. of mercury, Nichols and Hull did not 
directly observe the angle of displacement of their suspended system at which the 
couple due to the radiation pressure balanced that due to the supporting fibre. 
Nichols and Hull assumed that it was impossible to obtain a vacuum good enough 
to eliminate the disturbing influence of the residual gas surrounding their sus¬ 
pension. They therefore determined experimentally the pressure at which this 
radiometer action was a minimum, and made their observations at this pressure 
(i6 mm.). Since gas action takes time to develop, whereas radiation pressure acts 
instantaneously, Nichols and Hull assumed that by keeping the radiation on the 
vane for six seconds (one quarter of the period of oscillation of the suspended 
system) gas action was eliminated, although at this pressure the gas caused the 
motion of the suspension to be heavily damped. 

The procedure adopted was as follows. The suspension being initially at rest, 
the radiation was directed on the vane for one quarter of the periodic time of the 
suspension. On the removal of the beam, the vane continued to move towards a 
maximum displacement, which was observed. From this observed amplitude of 
the first swing of the suspension, the angle of displacement at which the couple 
due to radiation pressure would balance that arising from the torsion of the fibre 
could, assuming radiometer action to be negligible, be derived in the following way. 

Throughout the interval during which the radiation is incident upon the vane 
the equation of motion of the suspension may be written 

+ . 

where K and G represent respectively the moment of inertia of the suspension and 
the fibre constant, while 2€ is the damping factor, the assumption being made that 
the sole effect of the residual gas is to damp the vibrations. Since the constant L 
represents the torque due to the radiation, the angular displacement of the sus¬ 
pension, at which the couples arising from the radiation and the torsion of the 
fibre are equal, is given by LjG, The solution of the above equation of motion is 

e -- ^ [i - V(i F **) cos [27TilT-8 )] .(2), 

where x ^eTjznK^ tan 8 and T = 2 TTl^/{GjK - e^jK*), 

the values of the constants being determined by the initial conditions that 6 and 
ddjdt both vanish when t ~o. 

Hence the values of the displacement and the velocity of the suspension ob- 
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taining on the removal of the radiation, after the lapse of time interval \T from 
the commencement of the application, are given by the relations 

= ( 3 )» 

.w>' 

On the removal of the radiation pressure the equation of motion of the suspended 
system becomes 

.(S). 


d^O ?0 


with the solution 


0 = ^e-(*/K)«(cos27rr/r-a) 


•( 6 ). 


in which the period T has the same value as before (24 sec. in the practical case), 
while the new zero of time is the instant of removal of the light. If r denotes the 
ratio of successive amplitudes of the damped vibrations of the suspension, then 


iL 

zK 


= log (^) = 77*. 


The values of displacement and angular velocity given in relations (3) and (4) 
may be expressed 




L 

G 


-Ml) 


/Jr 


Z-r I 27 r 

T 


I f- 


ihc-)n 


•(7). 

.( 8 ). 


These values determine the magnitude of the constants A and a in (6). Putting 
this relation in the form 


so that 

de 

dt 


0 — [X cos znlfT + Y sin ZTrtjT] 


^-(€ K)t 


€ 

K 


•(9). 


/„ Znt . 2 nt\ , 277 /.. 277 / . 27 r/\ 

(AcosY'+Tsin -rp] ) -y,(Tcos-y. -Asm-^j 


.(10) 


and in each of these equations writing / = o, we find from (7) and (8) that 

rl 


Hence 


A = V(^ ^ Y^) 






.(ii). 
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On insertion of the experimentally determined value of r, namely 0*783, derived 
by Nichols and Hull in the case of their suspension 

A -= 1*339/,/G; and since XjA ~ cos a, a ^ 0*695 radian. 

From relation (10) the displacement 0 has its maximum value when t = 2*77 sec. 
Hence 

LjG -= (?n,ax./i-26o. 

The angle at which the couple due to torsion of the fibre *would, in the absence 
of radiometer forces, balance that due to radiation pressure is thus given as a fraction 
of the first amplitude of swing of the suspension. 


Errors made by Nichols and Hull in {a) the evaluation of the radiation pressure 

Adopting the general method of the analysis given, Nichols and Hull took the 
differential equation (i)as defining the motion of their suspension while radiation 
was incident upon it. Instead, however, of using the proper solution of this 
equation to obtain the position of the vane at any instant, they assumed the dis¬ 
placement d to follow the relation 

0 - r <^/^>'cos^y/^ .(12). 


On this assumption the values of displacement and velocity respectively at time J 
the instant of removal of the radiation, are given by 

- I'/G 

dd\^ L 277 
It 


and 

Under these circumstances 


f,-€Kirr 


and hence 


(dd\ ^ L 
)^T G T 

X- % and y-|p+M„g(; 
A-^V(X^+Y^-q^[ 


I F r I 




In their paper Nichols and Hull omit the term |- log as being negligibly 

small and give the value of |^i f ^ ~ 0] as 1-357. Correctly calculated 

on the basis r = 0-783, the figure given by Nichols and Hull, the value is 1-386. 
It appears that thej have erroneously taken log (i/r) to the base 10 instead of to 
the base e. 

Having assumed the equation of motion of the suspension subsequent to the 
removal of the radiation to be 

^ = 1*357 *‘/^’*co8 , 
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Nichols and Hull make a further error in their deduction from this equation of 
the value of the first maximum amplitude of swing. Instead of deducing this 
from the time at which the angular velocity of the suspension has its first zero 
value, they have assumed that 

^max.= 1*357 

which is clearly incorrect since the heavy damping of the motion is ignored. Thus, 
while the true relation, giving the angle for which the couples due to the radiation 
and torsion of the fibre would balance, is 

LIG 

Nichols and Hull used the equation 

i/G = ^max./l*3S7- 

Being proportional to LjGy their stated values of the pressure of the radiation are 
about 7‘5 per cent too low. 

It is to be noticed that the error would have been about 10 per cent if A had 
been correctly evaluated. The arithmetical miscalculation diminished to some 
extent the effects of the errors of analysis, namely, the adoption of an inaccurate 
equation (12) instead of (2) for the initial motion of the suspension, and the 
erroneous derivation of 0max. in the last stage. 

Errors made by Nichols and Hull in (b) the evaluation of the energy-density. 

A further inaccuracy occurs in the estimation of the energy-density of the 
radiation. 'Fhe method employed by Nichols and Hull to measure the intensity of 
the radiation involved the measurement of the rise in temperature produced in a 
metal disc by the incidence of the radiation. For the value of the mechanical 
equivalent of heat occurring in the calculation reference was made to Griffith’s 
paper*. From this paper the value of J is wrongly quoted as being 4*27 x 10’ ergs 
per gram calorie, whereas the stated value is 427 gram-metres per gram calorie. 
Nichols and Hull have thus omitted to make the necessary conversion from gravi¬ 
tational to absolute units. The radiation-intensity values being proportional to the 
value of the mechanical equivalent, taking / to be 4* 18 joules per calorie, have the 
effect of making Nichols and Hull’s figures for the energy-density some 2 per cent 
too high. 

Nichols and Hull’s results as finally stated showed the values for the radiation 
pressure to be slightly greater than those for the energy-density by an artiount of 
the order of i per cent. Allowance for the errors mentioned above in each case 
enhances the divergence, since an increase in the pressure is involved in con¬ 
junction with a decrease in the energy-density. It is thus seen that Nichols and 
Hull’s results, when correctly calculated, show the pressure of radiation to be in 
excess of the energy density by some 10 per cent. Hence they cannot be regarded 
as furnishing conclusive quantitative evidence of the validity of the relationship of 
equality deducible from theory. 

• Phil Trans. A. 184 , 496 (1893). 
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It should be mentioned that in addition to the above there is considerable 
ambiguity in Nichols and Hull’s paper regarding their use of gaK^anometers. In 
the course of their experiments they used two galvanometers Gi and G*. was 
in the auxiliary bolometer circuit which, as mentioned on page 348, was used to 
correct for variations of the intensity of the incident beam. Gi was in circuit 
with the silver disc whose rise in temperature was employed to determine the 
energy density. The sensitivities of these galvanometers varied from time to time 
during the experiments, and therefore it was necessary to reduce all deflections 
of each galvanometer to those corresponding to the standard sensitivity of each 
instrument concerned. Nichols and Hull have nowhere defined what they mean 
by the sensitivity of a galvanometer, but in the following illustration* they have 
used an inverse definition in the case of G^, i.e. they take the sensitivity to be the 
current required to produce unit deflection. 

Example. The deflection of G^ was 393*8 scale divisions for a temperature- 
range of 39*11 degrees when the sensitivity of galvanometer Gj was 996. Nichols 
and Hull state that for a temperature range of i degree and with sensitivity of Gi 
equal to 1000 a deflection of 10*03 divisions would be produced, i.e. 

393*8 X 996 

. yy .. 10*03. 

39*11 < 1000 

Thus they have used an inverse definition of sensitivity. 

Nichols and Hull defined a standard light-beam as one, a constant fraction of 
which, when reflected into the auxiliary bolometer, would produce a deflection of 
100 divisions on the scale of Gg, presumably, though they do not expressly state 
this, at a standard sensitivity of Gg. The example in table 6 on p. 588! shows that 
in the case of Gg they have used the direct definition of sensitivity, i.e. the de¬ 
flection per unit current. Thus when the energy was being measured, a beam 
which produced a deflection of 92*4 on the scale of Gg (sensitivity 667) gave an 
observed rate of change of deflection on the scale of Gi (sensitivity 996) of 
1*307 mm./sec. The deflection which would be produced by the lamp on the 
scale of Gg when at standard sensitivity, the direct definition being assumed, is 
92*4 X 1000/667 divisions. The rate of change of deflection on the scale of Gj at 
standard sensitivity, the inverse definition being assumed, is 1*307 < 996/1000 
mm./sec. Hence the rate of change of deflection of Gi produced by the standard 
beam would be 1*307 x 996 x 667 x loo/iooo x 1000 x 92*4, or 0*94 mm./sec. 

The above expression is given by Nichols and Hull. All the results on table VII, 
p. 589! are similarly deduced. (A decimal point has evidently been omitted all 
through column 3, table VII.) Thus their results are only consistent if we suppose 
that in this set of calculations they have used two diflFerent definitions of the term 
“ galvanometer-sensitivity.” 

Again the pressure values finally obtained on p. 581! are consistent with the 
direct definition of galvanometer sensitivity in the case of Gj, though the order in 

• Proc. Amer, Acad. 38 , 587 (1903). 
t Nichols and Hull’s paper. 
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which these values are worked out on pp. 580-581* might at first lead the reader 
to think that these results were obtained by the use of an inverse definition but 
were miscalculated. 

Thus throughout their work Nichols and Hull’s results are only consistent 
with the adoption of an indirect definition of galvanometer sensitivity in the case 
of Gx and a direct definition in the case of The use, without explanation, of 
the same term with two different meanings, particularly when occurring in the 
same numerical expression, introduces complexity into a paper already rather 
difficult to follow. 

It is of interest to observe that if Nichols and Hull had intended to use the 
usual direct definition throughout, their results would not have been very seriously 
affected, as the stated sensitivity of galvanometer Gj was almost of standard value. 
If, on the other hand, they meant to use always the inverse definition of sensitivity, 
their stated values of pressure and energy-density would in each case be increased 
by more than 100 per cent. 

At the same time, owing to the fact that the sensitivity of Gg varied somewhat 
in the two parts of the experiment, the energy-density values would be increased 
by about 8 per cent more than the pressure values. This would offset to some 
extent the divergence between the pressure and energy figures consequent upon the 
errors of calculation mentioned earlier. However, the absence of precise informa¬ 
tion regarding the galvanometer-sensitivities renders suppositions such as the 
above no more than speculative. 


DISCUSSION 

Dr G. D. West. This paper has been of much interest to me. First, it has 
administered a mild mental shock. The pressure of light is involved in many 
physical and astronomical calculations, and hitherto one imagined that it was 
measurable to i per cent. To learn that a quantity so important has, up to now, 
been measured only to 10 per cent is disquieting. Nichols and Hull did their 
experiments when our modem vacuum technique was unknown. The pressure of 
light certainly needs remeasuring with modem apparatus, and I am glad that the 
authors have taken the matter in hand. 

Reading through the paper, one forms the impression that the disturbing gas- 
action effects are as troublesome as ever. How troublesome they can be I found 
out some years ago when I made approximate measurements of the pressure of 
light by allowing a beam to fall on a strip of gold leaf in a test tube. The gold leaf 
is very light and thin and is deflected by an easily observable amount. There is no 
appreciable temperature-difference between the surfaces, and one might expect 
only a negligible radiometer effect. Gas-action effects of an entirely different kind 
appear, however, and these I subjected to a considerable investigationf. I think 
the authors would do well to study radiometer effects more generally, and apart 
from the vagaries of a particular instrument. 

* Nichols and Hull’s paper. 


t Froc^ Phys, Soe, 81 , 88, 88. 
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The question of the evolution of adsorbed gas might perhaps be given more 
prominence. Each molecule as it is emitted gives a reactive kick, and this of course 
disturbs the measurements. I should like to ask the authors if they are entirely 
satisfied with the exjiianation, based on reradiation, that they give of the results 
in table 3 ? 

Mr G. G. Blake (communicated). On page 323 the authors give 10“® mm, as 
the pressure at which gas action vanished. Would it not be well to make it quite 
clear that these figures only apply in the case of a radiometric vane the two faces of 
which are equidistant from the walls of a spherical containing vessel ? Dr G. D. West"*^ 
has shown that if a strip of aluminium foil is suspended near to one side of an 
evacuated vessel, instead of centrally, it is, when irradiated, deflected away from 
that side of the vessel independently of the side of the strip upon which the 
radiation falls. 

In June last year whilst conducting some experiments with a “radiometric 
condenserf ** I employed a thin leaf of aluminium foil to act as the variable plate 
of a condenser. Both this leaf and a rigid back plate in close -proximity thereto 
were enclosed in an evacuated vessel and employed to control the frequencies of 
a zero-shunt thermionic valve circuit; the movements of the leaf were then magnified 
and registered with aid of a galvanometer in the plate circuit of the valve. The glass 
vessel containing the condenser was exhausted for me by the courtesy of the 
G.E.C. Research Laboratories to mm. Incident radiations caused very good 
excursions of the leaf (when thus magnified) away from its back plate towards the 
source of radiation. Exhaustion was not carried beyond this value, but certainly 
we had not nearly reached the limit for this particular radiometric arrangement. 

The illustrations of the apparatus employed by the authors do not show any 
heat-filters between the source of radiation and the radiometer. Is it not possible 
that the reluctance of the vane to return to zero, mentioned on page 332, may be 
due (at any rate partially) to increased temperature of the wall of the radiometer 
flask, on its side nearest to the incident radiation? A repetition of a few of the 
observations with the radiometer flask protected from the heated atmosphere by 
means of a Dewar flask might yield different results. In any case the protection 
of the walls from changes in atmospheric temperature would appear to be advisable. 
On page 333 it is interesting to compare the figures given by the authors with those 
given by G. D. West for maximum thermokinetic effects. The authors give lo-^ 
to io~® mm., and West gives 2 x lO'^ mm. for his radiometric aluminium leaf. 

Authors’ reply. It is to be strongly emphasized that the observed gas effects, 
which were perfectly definite and reproducible, apply only to flat rectangular vanes 
suspended by means of a quartz fibre, centrally, within a spherical glass vessel. 
The experiments were repeated several times with flasks of different diameters, and 
the results were always as indicated. The dimensions of the flask were, however, 
purposely always made great compared with those of the vane, in order to minimize 
any possible effect due to the proximity of vane and walls. The experiments of 
* Proc, Phys» Soc» 28 (1916). f 1^2, Jan, 13 (1933), 
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Mr Blake and Dr West appear to have been widely different: for instance Dr West 
used gold leaf in a test tube. Divergences in observed effects were therefore to be 
expected. 

In reply to Dr West: The impression that disturbing gas effects were as trouble*- 
some as ever is erroneous. One of the purposes of the present paper is to show that 
with thin metal vanes, at a pressure of lO”® mm., radiometer action was entirely 
eliminated. 

In tables 6 and 11 it is seen that, with these vanes, the conditions of vibration 
conform exactly to those stipulated in the last two paragraphs on page 323 of the 
paper. We consider that we have here clear experimental evidence that radiometer 
action is absent. This evidence is rendered complete when the results given in figure 
12 and discussed on page 343 are considered. The question of adsorbed gas is dealt 
with on page 334. In the course of a long series of observations we recollect only 
one occasion when a sudden jerk in the deflection implied the emission of gas from 
the surface of the vane. With regard to the point about reradiation, as is indicated 
in the paper (page 330) this is merely a suggestion, but reradiation appears to 
operate in the right direction..We hope to undertake some more work in this 
connexion, as further experimental data are required. 

The first part of Mr Blake’s criticism has already been dealt with. It should 
have been mentioned in the paper that, throughout the observations, the flask was 
protected from draughts and extraneous radiation by a thick asbestos jacket with 
suitable openings for admitting the radiation and studying the deflections. It is 
not easy to see how the slightly increased temperature of the wall of the flask, 
adjacent to the source of radiation, could produce the regular zero-lags observed. 
These lag effects and also the initial variation of the deflections with glass vanes 
(tables 2 and 4) can be explained if it is assumed that the pressure due to true 
radiometer action (page 333) is gradually counterbalanced by a lowering of the 
density on the hotter side of the vane; and that similarly, when the radiation is 
removed, the radiometer action dies away before the density again becomes uniform. 
If it is remembered that the blackened or platinized film is always the hotter 
side of the vane, the initial variation of the deflections (tables 2 and 4) when the 
radiation is first applied, and the direction of the residual deflections (zero lag) 
when the radiation is removed (table 5), can be readily understood. 
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REVIEWS OF BOOKS 

Faraday^ $ Diary: being the Various Philosophical Notes of Experimental Investigation 
made by Michael Faraday^ D.C.D, F.R.S.y during the years 1820-1862. Vol. 1 
(Sept., 1820-June II, 1832), pp. xxiii4*43o; vol. 2 (Aug. 25, 1832-Feb. 29, 
1836), pp. xvii4-467. (London: G. Bell and Sons. To be completed in seven 
volumes.) Price twelve guineas the set. 

The Diaryy which was bequeathed by Faraday to the Royal Institution, is published 
under the editorial supervision of Mr T. Martin. The Foreword is by Sir William Bragg, 
who has already published—some months ago—an admirable summary of the chief 
features of the Diary, 

There are diaries of many kinds, and it would be difficult to imagine anything sharper 
than the contrast between this of Faraday and that—also posthumously published—of one 
of his remotest predecessors in the Fellowship of the Royal Society. Faraday^s Diary is 
above all else a record of his day-to-day work in the laboratory of the Royal Institution 
and—^what is vastly more important—of the ideas which were continuously inspiring him 
to this work. Read in conjunction with the perfected accounts in the volumes of Experi- 
mental ResearcheSy it tells us of Faraday as a scientist everything that can well be conveyed 
by the printed word. But of Faraday the man, his personal affairs and his personal 
relations, it tells practically nothing at all. 

We do find, it is true (para. 1503) a reference to a visit by Daniell to the laboratory, 
coupled with a cordial appreciation of Danieirs generosity in a matter of scientific priority 
—but personal references of this or any sort are extremely rare. This is not, however, to 
say that the Diary lacks human interest. It would be difficult for anyone, however slight 
his familiarity with the normal routine of life in the laboratory, to read these pages without 
forming a vivid picture of Faraday at work, of his attitude in the face of difficulties and 
his reactions to a success or a temporary check. The Diary is illuminating in minor details 
of Faraday's work as well as in the main lines of his researches; take, for example, this 
almost trivial detail (para. 1941) with reference to the design of a new voltaic battery 
which was to replace the one already in use: “Must have a plug at the corner of trough 
to withdraw the acid by." It is by such notes as this that we realize some of the difficulties 
under which experimental work was prosecuted a century ago—namely, how many types 
of apparatus, now accepted as commonplace furnishings of even the worst-equipped 
laboratory, had then to be specially designed for the work in hand. When it is remembered 
in addition—and this point is not brought out in the Diary —how much of Faraday's time 
was absorbed in routine duties and in Government work on optical glasses, it becomes 
even more difficult to express in finite terms a proper appreciation of his intense scientific 
activity during the period covered by these two volumes (1820-1836). 

The Diary will necessarily and strongly appeal to all—and not only to chemists and 
physicists—who would like to know more of the processes by which a great experimental 
philosopher arrived at the results which have had such far-reaching importance, not only 
in the history of scientific thought, but in the whole of our social and industrial life. 
These volumes should do much to stimulate a greater interest in the history of scientific 
discovery—a service particularly necessary at a time like the present, when, in Physics 
at least, so much of the older work, in spite of its beauty and elegance, is sadly out of 
fashion. 

Mr Martin's editing has been both pious and scholarly. There has been a minimum 
of interference with Faraday's wording and punctuation, and the placing of the diagrams 
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in relation to the text follows the original as far as is practicable on the printed page. 
The cross references which have been inserted (from the Diary to the Experimental 
Researches) are a particularly useful piece of editorial work. 

The reproductions of Faraday’s line drawings, which form an essential part of the 
Diary^ deserve a word to themselves. It is conceivable that a professional art critic could 
trace in the drawings some indication of the teachings of J. J. Masquerier, but to the 
untrained eye—if thL may be said, with all due reverence-—they do not differ appreciably 
in conception or execution from the pictures which most of us draw on blackboards, 
in rou^ note-books, and on the blotting-paper provided at meetings. They are all the 
more delightful on this account, for at least in this one insignificant respect they bring 
Faraday into closer fellowship with the humblest of his followers. They have been slightly 
reduced in size for printing, and the reproduction and placing have been performed with 
conspicuous skill and taste. 

Faraday’s services to the Royal Institution are matters of old and well-known history. 
The many demands for his professional services gave him opportunities for acquiring 
wealth on a scale which might have tempted even men who were far less familiar than 
he was with poverty. It was not solely his passion for unfettered research which determined 
his refusal of these demands—^it is certain that his conception of his duty to the Institution 
which sheltered his researches was a very important factor. It is proper to recall here 
also his possibly over-sensitive pride in the special position of the scientific pioneer—^a 
feeling which made him averse to such forms of public or official recognition as were the 
common rewards of success or eminence in other spheres. 

It follows therefore that perhaps the most fitting of all memorials to Faraday and 
to the survival of his ideals is to be found in the continued activity of the Royal Insti¬ 
tution and its Davy-Faraday Laboratory in the winning and dissemination of new 
knowledge. In ordering the publication of his Diary, the Managers of the Royal 
Institution have paid to his memory a very appropriate and a more definitely personal 
tribute. If, in so doing, they have liquidated some part of the Institution’s debt to Faraday, 
they have at the same time done a service to science and scientific history which we are 
glad to acknowledge here. 

H. R. ROBINSON 

Wave Mechanics: Elementary Theory, by J. Frenkel. Pp. viii + 278. (Oxford: 

Clarendon Press.) zos. 

This volume, although intended to be the first of three, is complete in itself. It takes 
the form of a survey of the subject, leaving advanced mathematical methods for the second 
volume, and details of the applications to the third. 

Its scope, then, is practically identical with that of a number of one-volume accounts 
of wave mechanics recently published, in that they all consist of an introduction, but only 
an introduction, to the whole subject. It is in the early part of these books, the justification 
for assuming a wave-corpuscle parallelism both for light and for matter, that the main 
divergencies in treatment occur as between different authors. 

Frenkel’s outlook has returned more closely to the original one of de Broglie than is 
now usual, although he goes even further in some ways than de Broglie himself. After 
an illuminatmg investigation of Newton’s corpuscular theory of light, in which appeal 
is made in a distinctly un-Newtonian manner to the principle of conservation of energy, 
he proceeds to sketch the underlying ideas of the modem relativity theory, and from this 
develops Einstein’s theory of light darts. 

The argument for wave mechanics, summarized, is based on the relativity relations 
(i) momentum ^ of a particle«iwv and (2) its energy where m is the mass and 

«iii^/(i — V is the velocity of the particle, and c is the velocity of light. Now if 

PHYS.80C.XLV, 2 24 
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and the mass is not infinite, then must vanish, so that particles of zero rest-mass 
could only exist when moving with the speed of light. Consequently, if they exist at all, 
they must be corpuscles of light, as is indeed suggested by certain properties of light. 
For them, the general relation g^Ev/c^ reduces to g^Ejc, Now from interference and 
other experiments we are convinced that a wave-length A is associated with any beam of 
light, and we are in the habit of defining a frequency v by the relation c—vX. If, now, 
the energy E depends only on the frequency or wave-length, then the relativity condition 
of covariance shows that the relation between them must he E^ hv. 

We may profitably examine this argument in closer detail. E is the energy of an 
individual corpuscle—photon, let us say—and it cannot depend either on the velocity 
or on the rest-mass, since each of these is the same for all photons. Consequently it can 
only be a function of A, or (what is essentially the same thing) of v. This is the statement 
in the book under review, and it has the merit of appearing rigorous, and of showing that 
the relation E=hv is inevitable on logical grounds, without any need for an appeal to 
experiment. It is easy to see, however, that there is a lacuna which, according to taste, 
may be either supplied by the reader or regarded by him as one loophole which will 
remain open for the construction of yet a new theory when, if ever, wave mechanics 
comes to need a successor. The possibility which is overlooked is that the energy per 
corpuscle might depend on the number present. This would be the case, for example, 
if photons were able to influence each other gravitationally or magnetically. 

'Fo return to Frenkel’s argument. It is pointed out that the equations E — hv and its 
companion g^hjX remain formally true even for particles with a finite rest-mass if a 
quantity A and a quantity v are associated with them, so that it is justifiable to take the 
step of associating a wave, not indeed with a single particle, but, as in the case of light, 
with a whole stream of identical particles all having the same momentum and the same 
energy. If it is assumed that the square of the amplitude of the wave so introduced is 
proportional to the particle density, then the only step which remains is to assign a 
physical reality to the wave which already has full mathematical justification. The relations 
previously quoted are sufficient to find the wave velocity, and to show that there is disper¬ 
sion and hence a group velocity, which is identified with the particle velocity. 

This part of the book has been treated in considerable detail, because it puts the 
matter in a neater form than most accounts have been able to do. It is, in fact, concerned 
to show that the fundamental ideas of wave-mechanics are inevitable, whereas writers 
have generally been concerned (or at any rate able) to make them plausible. 

It is to be noted, moreover, that the train of reasoning used imposes a principle of 
indeterminism, in the sense that the exact position of discrete particles cannot be deduced 
if only their mean number per unit volume is specified by a continuously distributed 
quantity, the wave amplitude. 

After the development of these ideas, the experiments which have shown the “wave” 
aspect of electrons and of atoms are briefly described, but the outlook is not that of the 
experimentalist and but little weight seems to be attached to these mere verifications 
of a theory which has been established on quite other grounds, and really requires no 
verification. 

As has been mentioned above, the principle of indeterminism is based here, in the 
first place, on the necessity of allowing a simple harmonic wave to represent a whole 
stream of similar particles—or rather, copies of one particle, since there is no interaction 
between them. When the motion of a single electron is to be studied, it is natural to 
replace the average number per unit volume by the probability of finding the single one 
in the volume element concerned. 

Incidentally, the facts of partial reflection and partial transmission of a beam of a light 
at an interface between two media, requiring some photons to move one way and some 
another, are likewise well explained by a probability interpretation. The analogy between 
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this behaviour and the *‘fit8 of easy reflection*’ and “fits of easy refraction*’ to which 
Newton’s corpuscles were subject is striking and is well brought out by Frenkel. 

The point of view from which Heisenberg approaches the uncertainty principle is set 
forth in detail, but the author is unsympathetic to it, considering that the part played by 
the experimenter is stressed too much. He maintains that since all measuremeats must 
alter the quantity observed (e.g. in the case of temperature-measurement, conduction by 
the thermometer or thermocouple enters into the question), therefore the imaginary 
y-ray and other measurements cited by Heisenberg do not undermine our faith in 
determinism by the mere fact that they alter the quantities to be measured. In his view, 
Heisenberg’s argument merely brings out the indeterminacy already fundamentally 
accepted in the course of the discussion. The difference between these and “classical’’ 
experiments is that in the latter the alterations caused by the observation itself can be 
corrected for; in wave-mechanics they cannot, and this is because of the underlying lack 
of determination. In his own words “the application of this principle to the phenomena 
of the motion of elementary particles does not lead to indeterminism.. .but simply reveals 
the indeterminism which is pre-existing in these phenomena ....’’ 

It is interesting to notice that one of the arguments which has been much used by 
some writers as a reason for our belief in indeterminacy is hardly even mentioned by 
Frenkel, viz. the argument that since a wave-packet of finite dimensions must (by ordinary 
mathematical reasoning) spread as time goes on, therefore the position of the particle 
which it represents becomes more and more indefinite with the passing of time. 

The following section introduces the quantum conditions, illustrated by the motion 
of an electron in a closed space, so that its associated wave is a stationary one with nodes 
at the boundaries of the space. This leads up to the formulation of Schrodinger’s wave 
equation, with a further dissertation—an interesting one—on the probability interpretation. 

Roughly half the book is devoted to the problems of the single particle in various 
fields of force, together with the discussion of the philosophical basis of the whole theory. 
This first half contains, in addition to what has already been discussed, a development, 
mainly on orthodox mathematical lines, of the theory and its applications to the hydrogen¬ 
like atom, the linear and spacial oscillators, the rotator, a very simplified type of crystal 
lattice and other problems. The “ leakage ’* of particles past a barrier or valley of potential, 
first discovered in connexion with radioactivity, is applied also to explain the ^msauer 
effect and the extraction of electrons from a cold metal by an electric field. Incidentally, 
the method of replacing the graph of a complicated potential function by an approximation 
consisting of straight lines is dignified by the name of the Potential Staircase Method. 

An important matter is the case where two frequencies are present in the wave 
function of an electron in an atom. As is well known, these “beat** with the frequency 
of the light emitted in a Bohr transition from the state associated with one of them to 
the state associated with the other. In 1924 or 1925, Schrodinger believed that this 
indicated a fluctuation of a physical charge-density, leading by classical electrodynamics 
to the emission of light with the frequency of the fluctuations. It is pointed out that this 
conception cannot be incorporated into wave mechanics with a probability interpretation, 
because the fluctuations are then definitely debarred from being pictured as movements 
in a physically real charge-distribution. The author reaches the conclusion that “the 
important point is not to mix corpuscular conceptions with wave conceptions... .If 
matter is to be described in corpuscular terms.. .then light must also be described in 
corpuscular terms, and light-emission visualized as the emission of a photon. If, on the 
other hand, we wish to describe light-emission as the spreading of electromagnetic waves, 
then the electron must likewise be described as a wave system,’’ Actually the author makes 
no secret of the fact that he regards the wave picture as definitely superior, both for light 
and for matter. 

No space has been left to discuss the second half of the book, which deals first with the 
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wave mechanics of a system of particles, and then, proceeding via Pauli's exclusion pri^ple 
and the properties of symmetric and anti-symmetric functions, with that form of statistical 
mechanics which is found to be appropriate to wave mechanics. It will be found interesting 
to read a very lucid paper by Brillouin* in connexion with this chapter, since they are 
in some respects mutually complementary. 

The last chapter differs from the rest of the book not only in subject-matter but in 
style. It was written after the proofs of the rest were completed, and is in a sense a fore¬ 
taste of the third volume. It deals with the applications of quantum statistics, chiefly 
to the properties of metals, and contains a certain amount of original matter but no 
answer to Fowler's questionf “Why is a metal?" 

j. H. A. 

Short Wave Wireless Communication^ by A. W. Ladner, A.M.Inst.C.E., and C. R. 
Stoner, B.Sc., A.M.I.E.E. Pp. xii + 348, with 13 plates and 201 text figures. 

(London: Chapman and Hall, 1932.) 155. 

This is a very useful general review of the methods and problems of radio communica¬ 
tions using wave-lengths less than 150 metres. That it is mainly concerned with the 
Marconi systems is natural in view of the experience of the authors and, although this 
does not lead to the exclusion of some reference to other systems, the fact might in the 
next edition be recognized in some such sub-title as “ with special reference to the Marconi 
systems." It has all the merits and some of the defects of a text-book which has grown 
from lecture notes; the diagrams are blackboard diagrams, and the authors sometimes 
forget that they are no longer beside the blackboard to lighten its darkness. Figures 54, 
58, 60, 85 and 120 are typical of the cases in which exposition is inadequate or misleading, 
labels of ordinates and scale values are missing, and so on. The authors have learned that 
repetition is a virtue in teaching, and have not been afraid of it, but it is doubtful whether 
the degree of colloquialism and anthropomorphism which is permissible in the lecture 
room is appropriate to the printed page. It is, for example, hardly fair to the reader to 
say (p. 94): “Actually no intelligence can be conveyed by a single side-band system 
unless (a) The receiver knows what intelligence it is to expect...." There is, too, a 
certain carelessness about proper names (“Delinger," p. 67, and “Vigoreaux," p. 173, 
for example), about units (microvolts per metre are not the appropriate units for internal 
noise-levels, kilocycles are not units of frequency), and about good English (“flick im¬ 
pulsing," p. 118, is an unhappy addition to technical vocabulary, and “parasites" tout 
courty p. 146, are irritating...). As a last item in this critical paragraph we would protest 
against this statement: “The name ‘push-pull’ is given to those circuits impulsed by 
two valves arranged differentially. Of course it is not necessary to employ two valves 
to obtain a push-pull action...." This may be true, but in this shape it is not good for 
students. 

But when all this has been said we must repeat that we like the book, and we may 
cite the chapters on high frequency feeders, aerial arrays, commercial receivers, commercial 
transmitters, and ultra short-waves, and the paragraphs on Eckersley-Tremellen Charts 
as especially interesting sources of data not conveniently available elsewhere. 

Optische Abbildung: Einfuhrung in die Wellen-- und Beugungstheorie optischer Systemcy 
von Dr Johannes Picht. Pp. x + 243, with 65 figures. (F. Vieweg und Sohn, 
Brunswick, 1931.) Paper covers, RM. 20; bound, RM. 22.40. 

Dr Picht has been engaged in recent years in carrying out an extensive detailed 
investigation of the properties of images formed by optical systems according to the wave 

• Annales de Physique, 7, 315 (1927). f Proc, Pkyt, Soc, 42, 458 (1930). 
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theory of light. Although the physical principles to be employed are simple, the examina¬ 
tion of the light-distribution in the image space in the presence of aberrations inevitably 
involves somewhat elaborate mathematical expressions. Those who are interested in the 
subject should certainly consult this book, which summarizes much of the work already 
done. The fact that some numerical results are presented in graphical form will be par¬ 
ticularly appreciated by those who do not care to follow the more general investigations. 
We miss references to somewhat similar work published in this coimtry. 

Grundlagen der praktischen Optik: Analyse und Synthese^ optische Systeme^ von 
Dr M. Berek. Pp. vii+152, with 63 figures including one plate. (Walter 
de Gruyter und Co., Berlin, 1930.) RM. 13. 

A large part of this book is devoted to the exposition of general optical laws and of 
methods of calculation such as form an important feature of a number of German optical 
books. It differs from some others in presenting and applying the convenient thin-lens 
formulae obtained by Airy and others which became widely known through such books 
as Coddington’s and Dennis Taylor’s. In addition a system of equations is given for the 
direct solution of triple photographic lenses, which is claimed to be simpler than the 
systems of some other German writers. These equations only cover the first-order aberra¬ 
tions of thin lenses, and no guidance is given for systems of more than three lenses. 
Numerical examples are included, but the discussions throughout are confined to well 
known systems. The book is reasonably indexed and a table of symbols and their meanings 
is included. 

Atomic Energy States, by R. F. Bacher, Ph.D., and S. Goudsmit, Ph.D. Pp. xiv 
I 562. (New York and London: McGraw-Hill Publishing Co., Ltd.) 365. net. 

Since the appearance of A. Fowler’s Report on Series in Line Spectra and Paschen 
and Gotze’s Seriengesetze der Ldnienspektren in 1922, great progress has been made in 
the theory and analysis of atomic line spectra, and several important books on certain 
aspects of the subject have been published, such as Hund’s Linienspektren und Periodisches 
System der Elemente (an English translation of which should certainly have been published 
in 1926 or 1927), Grotrian’s Graphische Darstellung der Spektren in two volumes, Pauling 
and Goudsmit’s The Structure of Line Spectra, and Ruark and Urey’s Atoms, Molecules 
and Quanta, The last two of these belong to the International Series to which has recently 
been added the volume now reviewed. An adequate idea of the enormous output of papers 
on atomic spectra in this period can only be obtained by perusal of the extensive biblio¬ 
graphy accompanying Gibbs’s review. Line Spectra of the Elements, the first part of which 
appeared last year in Reviews of Modem Physics, 

Of the works mentioned, none but Bacher and Goudsmit’s supplements the 1922 
tables of Fowler and Paschen-Gotze with a new compilation of complete numerical data. 
In the present wprk we find extensive tables giving the classifications (s3rmbols, electron 
configurations, etc.) and numerical values of the known terms for all the atomic emitters, 
neutral and ionized, arranged in alphabetical order, from neutral A to trebly-ionized Zr. 
These tables, with brief notes at the head of each, occupy no fewer than 519 of the 562 
pages; many pages, it is true, are less than half-filled, thus allowing useful space for the 
reader to add new data as they appear in the journals. In an introduction of 21 pages an 
adequate account is given of such results of atomic spectrum theory (e.g. electron con¬ 
figurations, couplings, selection rules, etc.) as are necessary for the understanding of the 
notation and the construction of the tables. The tables, unlike those of Fowler and 
Paschen-Gdtze, do not include wave numbers of observed lines; to obtain an idea of the 
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spectrum of a given emitter from the relevant table of term values, the reader must apply 
results summarized in the introduction. A very welcome and useful inclusion near the 
end of the book is Paschen’s 1928 tables of Rydberg terms ^ equal to 

1, 4, 9 and 16. 

The compilers have wisely avoided mention of any notation but the one now in general 
use for atomic spectra. This is in pleasing contrast to the rather unnecessary inclusion 
in some other recent spectroscopic works of detailed discussions of the two notations and 
empirical systems of numeration which served adequately ten years ago but have now 
given place to those used in this volume. 

The printing work is excellent throughout. It may be pointed out, however, that 

I*, 2^ appear on page 6 for ij, 2^. Again, English readers are hardly accustomed 

to the placing of the decimal point at a lower, rather than a higher, level than a dot used 
as a sign of multiplication; thus the familiar form A = 6*547. io~*’ ** or “ 6*547 x ** 
appears as 6.547* 10 and so on throughout the book. 

The tables are very well arranged, and the introductory chapter is clear and logical 
apart from the fact that the expressions “equivalent electrons,” “dipole radiation” and 
“ quadrupole radiation ” are used without explanation or definition. Many of the sentences 
are unnecessarily involved and inelegant on account of the excessive use of the word 
“one” (apart, of course, from its necessary occurrence as a numeral) as in the following 
passages: 

p. 5: “one places the electrons in order of their n, and for the same n in order of /. 
For many electrons one usually gives the symbols for only the outermost ones... .When 
the arithmetical sum of all the /’s of the electrons is even^ one obtains even energy levels; 
and, in the other case, odd ones.” 

p. 11:“ ... if one considers two electrons, one in a low energy state and the other in a 
highly excited state, the spin-orbit interaction of the first may be larger than its interaction 
with the second one. If one now brings the second electron.... In such a case low states 
will show Russell-Saunders coupling; higher ones will not.” 

Similarly, on pages 3 and 6 “each one of” and “the ones” are used for “each of” 
and “those” respectively. 

These minor blemishes, however, will in no measure detract from the very great 
value of the work to the active spectroscopist; to him, indeed, it is well-nigh indispensable. 
It will be used to best advantage in connexion with other works, such as Grotrian’s second 
volume, Pauling and Goudsmit’s book and Gibbs’s bibliography. 

w.j. 

Annual Tables of Constants {A.T,C. and Numerical Data), (Paris: Gauthier-Villars 
et Cie.) Vol. 8, part 2, 1927-1928. Pp. xxi h 1604. 500 fr. Parts i and 2. 
Vol. 9 , 1929. Pp. 1 + 1607. 400 fr. Index to vol. 9 . 

Physicists need no introduction to the volumes which mark the progress of Dr Marie’s 
great enterprise. With the increase in output of scientific research has come a corresponding 
increase in the dimensions of the Annual Volumes^ and now the data of vol. 8, part 2 
(for 1927-1928) and vol. 9 (for 1929) are contained in two massive volumes which together 
turn the scale at nearly 18 pounds’ weight. But the editor, realizing that a guide to 
this labyrinth is very necessary, has provided an admirably arranged table des matUres 
to vol. 9, which considerably reduces the time and trouble of running down a particu¬ 
lar figure. 

It is impossible, and undesirable, to give a detailed review of the contents of these 
weighty tomes. It is sufficient to say that the reviewer has tested this immense mass of 
chemical, physical and biological data at various points, and has nowhere found the 
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desired information wanting, or over»difficult of access. The tables are indispensable to 
all serious researchers, and it is by no means one of their least merits that the publication 
is produced at a price which brings them within the reach of individual workers. 

A. F. 

Photogram of the Year 1932, edited by F. J. Mortimer, Hon.F.R.P.S. (London:. 
Iliffe and Sons, Ltd.) Paper covers, 5^.; cloth bound, 75. 6d.; half-bound 
leather, lor. 6rf. 

Photogram of the Year provides a very useful standard by which the amateur in 
photographic art may learn to assess his work, A series of more than eighty beautifully 
reproduced photographs affords ample practice for the study of grouping, of balance, of 
chiaroscuro and of choice of subject. 

The value of the book is enhanced by an article from Mr C. J. Symes commenting 
critically on the pictures reproduced in the volume, and by a summary of the year’s 
work written by the editor. 

A. F. 
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Some tentative applications of the new formulae have been made. For example 
the question whether the proportions of charged and uncharged Aitken nuclei in the 
air vary systematically is discussed. At the end of the paper the variation of the 
combination coefficients in air which is kept stagnant a long while is considered, and 
evidence is quoted to show that the combination coefficients for small ions and 
uncharged nuclei increase in the same proportion as the areas of the individual 
nuclei. 

§2. NOTATION 

The following notation will be used. 

N N is the number of Aitken nuclei per unit volume; 

Ni Ni ,, of large -f ions (i.e. nuclei with 4 - charges); 

N2 ^2 of l^rge — ions (i.e. nuclei with — charges); 

Nq Nfi „ of uncharged nuclei; 

fii „ of small -f ions; 

^2 W2 » of small — ions; 

the mobility of a small -h ion, i.e. the velocity in a field of unit strength in the 
electrostatic system of units; and 
ZV2 ^2 mobility of a small — ion. 

The combination coefficient is defined by the statement that the frequency of 
rj combinations of small H ions with uncharged nuclei is ^io«i A^o por unit volume per 
unit time. Similar definitions hold for 1720 and 7^21* The mutual combination 
a coefficient for small ions of opposite signs is a. 

It will be assumed that each of the large ions carries the single electronic charge <?. 
This has been verified* by J. J. Nolan, Boylan and de Sachy who found that 


N-=^N, + N, + N2 .( 2 - 1 ), 

N and Nq being determined by the Aitken nucleus counter, whilst Nj and were 
e measured electrically on the assumption that the charge on each ion was e. 

In the notation adopted here, the formula suggested by Langevin is 

a .(2-2). 

The new formulae which will be examined are 

In - Vio = .( 2 - 3 )» 

and r/21 - 7?2o == 47 r^2 . ( 2 * 3 1)- 


§3. LANGEVIN*S EQUATION 

The argumentf leading to Langevin’s formula is briefly as follows. If a positive 
ion is at A and a negative at B and there are no other ions at a distance comparable 
with that between A and 5 , then the ions will move straight towards each other. 
The force acting on each is e^JAB^ and the relative velocity is {wi + ejABK 
• Proc. R. Irish Acad. 37 A (1925). 

t Ann. de Chim. et dePhys, 28,438 (1903). Cf. Sir J, J. Thomson and G. P. Thomson, Conduction 
of Electricity through Gases (3rd ed. 47,1928). N.B. The a of the present notation is ae in Langevin’s. 







Relations between the combination coefficients of atmospheric ions 369 

Since nj is the density of the — ions, the number of these crossing in unit time 
the surface of a sphere with centre A and radius AB is on the average, 

^n^'rrAB^ {Wi + tv^) ejAB^ or {wi 4 * e. 

There are rii positive ions like A in unit volume, so the number of close approaches 
in unit time is {wi + e. If every close approach led to combination, then 
the combination coefficient a would satisfy the proposed relation, 

a = 4 ,ne (% 4 - %). 

The term combination is used rather loosely here. The small ion is supposed to 
be formed of a chain or cluster of about a dozen molecules associated with an ionized 
atom of oxygen or nitrogen. Probably when two ions of opposite signs collide the 
ionized atoms recombine to make a molecule, and the clusters of molecules break up. 

This summary of Langevin’s argument is too much simplified. Whilst it takes 
account of the velocity of the ion due to electrical attraction, the velocity due to 
thermal agitation or Brownian movement is ignored. On account of this agitation 
the relative velocity of two ions will not in general be along the line joining them; 
they may approach one another but pass by without collision, each describing an 
arc of a hyperbola. 

Experiments have shown that the formula is not valid for ordinary pressures. 
Langevin developed a method by which he could determine the ratio t 

dj^TT {Wi + %) €, 

If the formula had always held, then the value of ^ would have been unity. Actually 
Langevin obtained"* the following results: 

Pressure (mm.) 152 375 760 1550 2320 3800 

^ o-oi o-o6 0-27 0*62 o-8o 0*90 

For low pressures $ is nearly proportional to the square of the pressure. Since 
zt?! and W2 are inversely proportional to the pressure, it is implied that a is pro¬ 
portional to the pressure. Langevin explains this by supposing that a preliminary 
to combination is a collision of one of the ions with a gas molecule when the ions are 
within a certain distance. The chance of such a collision is proportional to the 
pressure. For a pressure of five atmospheres the value of f was 0*90. It is likely that 
for higher pressures the approximation to unity would be much closer. I do not 
know if the appropriate experiments have been made. None are quoted by 
Thomson and Thomson. It seems however that at a pressure of, say, 10 atmo¬ 
spheres the air molecules would be so close together that one ion sweeping round 
another of opposite sign would be certain to collide with air molecules, lose its 
angular momentum, and be captured. Under such circumstances the formula 

a 477^ 4- 

would be valid. 

• Ann. de Chim. et de Phys. 28,483 (1903); Comptes Rendus, 187,177 (1903); cf, Thomson and 
Thomson, loc. cit. p. 35. 


2S“2 
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§4. THE COMBINATION OF SMALL IONS WITH CONDENSATION- 
NUCLEI CHARGED OR UNCHARGED 

The significance of rjy^. Now let us consider the circumstances in which the 
combinations of small ions with uncharged nuclei take place. Both ions and nuclei 
are subject to thermal agitation or Brownian movement, but the nuclei, being 
comparatively large and heavy, will be moving comparatively slowly. The fre¬ 
quency of collisions will depend on the sizes of the particles and on the velocities of 
the ions. The electrical attraction between an ion and an uncharged nucleus, being 
small, will not affect the frequency of collisions, but the attraction probably ensures 
that the ion adheres to the nucleus and so makes a large ion. We adopt as a working 
hypothesis the view that the expression t^ioWiA^o> which by definition represents the 
rate of combination of small ions and neutral nuclei, also represents the frequency 
of collisions between such bodies. 

The significance of In the case of collisions between small ions and nuclei 
which carry opposite charges the electrical attraction has to be considered as well as 
the Brownian movement. At a distance r from a large ion with the electronic 
charge — e the strength of the electric field is The resulting velocity of a small 
positive ion with mobility Wi is accordingly ewirK This velocity is to be added 
vectorially to the random Brownian velocity. 

Accordingly the number of small positive ions entering in unit time a small 
sphere of radius r surrounding the charged nucleus exceeds the number which 
would enter such a sphere surrounding an uncharged nucleus by ewir~^ni^ 7 rr^ or 

^TTCWini. 

More precisely it may be stated that the number of small positive ions entering 
in unit time the small spheres surrounding N2 charged nuclei exceeds the number 
which would enter such spheres surrounding uncharged nuclei by ^rreWin^Nz. 
If the spheres are only just large enough to contain the nuclei it is to be expected 
that every small ion entering a sphere will be captured. Had the N2 charged nuclei 
been uncharged the rate of capture of small ions would have been Owing 

to the electrical attraction the rate is increased by The total rate is, by 


definition, It follows that 

^12-%)-+ .( 4 * 1 )- 

Exactly the same argument leads to the analogous formula 

V21 — V20 I .(4*^)- 


It was seen that the similar formula for a did not hold good, unless the molecules of 
the air were so close together that their distances apart were comparable with the size 
of a small ion. The new formulae should hold if the spacing of the air molecules is 
small compared with the size of a nucleus. This condition is satisfied, for at atmo¬ 
spheric pressure the interval between air molecules is of the order 3x10"'^ cm., 
whilst the diameter of a nucleus or large ion is about cm. Thus the case for the 
new formulae is established, at any rate so far as to encourage an appeal to experi¬ 
ment. 
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§5. THE VERIFICATION OF THE NEW FORMULAE 


The formulae to be discussed are 

>?12 ~.(S'l) 

^nd 1^21 *^20 ~ . 


Apparently the only observations available for the verification of the formulae are 
those made in 1925 by Nolan, Boylan and de Sachy. In their investigation they 
dealt with the air of a laboratory. They had facilities for measuring the rate of 
production of ionization, the numbers of ions, large and small, and also the number 
of uncharged nuclei. 

Denoting by q the rate of ionization, we can write down four equations by which q 
the combination coefficients and the observed quantities are related. The first two 
equations indicate that the number of small ions of one sign or the other formed in 
unit time is equal to the number absorbed by nuclei, charged or uncharged. The 
other two equations indicate, that the number of uncharged nuclei receiving 
charges is equal to the number of charged nuclei which are neutralized. The four 


equations are: ht , at / \ 

q — 1712^x^2 + ( 5 *^)> 

? “ . 

Vio^i^o ^ ( 5 ’ 3 )> 

.(5*3^)’ 


The equations imply that nuclei are so much more numerous than small ions, that a 
small ion is sure to terminate its career by an encounter with a nucleus; the recom¬ 
bination of small ions with each other is ignored. It is also assumed th^t the 
combination of small ions with gross particles of dust, particles much larger but 
much less numerous than condensation nuclei, can be neglected. At first glance it 
might be supposed that, if Ni and N2 were all known as well as q, the 

four combination coefficients could be deduced. This is not the case however, for 
the equations are not independent. 

In 1925 Nolan, Boylan and de Sachy* measured in the laboratory Ni and ng. 
The value of q was found at the same time, three separate pieces of apparatus being 
used. It was assumed that A^i •= that «i = W2 and also that rj^i == rji2- These 
assumptions imply that rjiQ = 7720* 

The ranges observed were for Ni from 3300 to 11880 ions per cm?; for Wg frona 
105 to 497 ions per cm?; for q from 17*8 to 647 ions per cm? per second. By using 
the equation 

it was deduced that r/ji ranged from 6*2 x io“® to i3‘i x io~® and the average 
value of 7721 was given by « 


♦ Proc. R. Irish Acad. A 37 (1925). 
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From observations of the ratio NJNi the average value 1*28 was deduced and 

hence it was found that / « ^ « 

V20 =" ’?2i/i* 28 = 7-6 X io~«. 

According to the assumptions mentioned above it followed that 


V12 ^ V21 - 97 X 

and ^10 =='»?2o 7*6 x io”«. 

In 1927 Nolan and de Sachy introduced an amendment*. They gave new values of 
7 ]i 2 and 7^10 whilst keeping the original values of 7^21 and r)^. The amendment was 
based on the observational result, n^ln^ i*ii. The equality of iVi and Ag was still 
accepted and a new assumption was made, viz. 


'»?2i • '*?2o — '^n • '*7io • 

The amended results were 


^21 ^ 9*7 X io-«, 7^20 -- 7*6 X io-«, 

'^12 87 X io-«, 7^10 ■ 6*8 X I O'®. 

These figures have to be compared with those representing the mobilities. For 
indoor air Nolan and de Sachy foundf mobilities 1*19 and 1*38, reckoned in cm./sec. 
for a gradient of i volt/cm. Hence, using electrostatic units, we have 

477^1 -= 477 X 4*77 X lo”^® X 300 x 1*19 2*14 X io~®, 

477^2 =■ 477* X 4*77 X io~^® X 300 X 1*38 = 2*48 X 10 ®. 

The formulae under discussion require 

V12 ““ Vio ^'rreWiy 1*9 X io“® 2*14 X lO''®, 

and 7 ] 2 i — 2*i x io“® 2*48 x io“®. 

The approximate verification is satisfactory, but confirmation by additional 
observations is clearly desirable. 


§6. INDIRECT ESTIMATES OF COMBINATION COEFFICIENTS 

AND OF q 

If we assume the new formulae we can use observations of «;j, Wg > ^1 > ^2 >^^1,^2 
and Nq to determine not only the rj*s but also q. The equations of equilibrium are 

T^ioWiNq ( 7^20 ^ 4'^^2) (6*l)» 

V 20 ^ 2 No= (>?io + 4 ^^i) «l^2 (6-Il). 

From these it follows that 

. ^ 

4.veN^ (w^ritNy + tfi «iiVo) ,, , 

^ ^ n,{N„^-N,N,)- . 

and we deduce that 

_ 47reiVo K«>i-^2 (^1 + No) + (N^ F Np)] . 

^ ~ 3 ;- 

• Proc. R. Irish Acad. A 37, 71 (1927). 


t Loc. cit. p. 83. 
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Let U8 accept the following data from the Dublin experiments: 

^Trewi == 2*14 X 10-®, 477^2 = 2*48 X 10“®, iVo = 1*28 = 1*28 iVj and 

«1 = I*II Wg. 

On substitution we find that 

7^21 == II-2 X 10-®, 7^12 = 9*9 X '»?2o == 87 X io“®, 7^10 = 7*8 X io“®. 
These coefficients, which agree well enough with those given by Nolan and his 
collaborators, have been determined, it will be noticed, without using absolute 
values of the AT's and «’s. 

The method can be used most readily for finding q under such circumstances 
that the whole conductivity of the air may be regarded as due to the small ions and 
that the net charge on the large ions is zero. Then 

Ai = Aa = «2^2» = ^2 

and q - 477 (A^ + X,) NoNJ{No - N,) = 477 (A^ -f X,) {N ~ N^mNo - N) 

.{ 6 - 30 - 

The difficult counts of large ions are obviated and q can be estimated for the open 
air by the use of comparatively simple apparatus*. 

It is clear however that the method suffers from two disadvantages. In the first 
place the formula for 9 is a bad one because, in the determination of a difference 
like - N\ a lower order of accuracy is attained than in the measurements of 
TVq and of N, Secondly there is a more fundamental difficulty. In discussions of 
this subject it is customary to assume that there is local equilibrium between the 
process of generation of ions and the processes of combination. The turbulent 
motion of the air, carrying ions from level to level, is ignored, as well as the con¬ 
ductivity current. A complete analysis would be very difficult, but in the absence 
of that analysis it must be anticipated that our simple formula for determining q will 
not always lead to consistent results. 


§7. THE NUMBERS OF CHARGED AND UNCHARGED NUCLEI AND 
THE RATE OF DISSIPATION OF SMALL IONS. 

Let the rate of dissipation of small ions of positive sign be denoted by jSjWi. 
Small ions disappear on account of combination with small ions of opposite sign or 
on account of combination with nuclei, charged or uncharged, so that 

— *^ 1^2 + VlO^l^O + Vl2^^2 .( 7 *^)* 

* An instrument designed for measurements of N and Nq , a modification of the Aitken nucleus- 
counter, was described in 1931 by J. Scholz, Z.f, Instnmentkundey 61,505 (1931), but the inventor 
has demonstrated recently that the elimination of the charged nuclei in the receiver is very slow. The 
method of use which he recommends now suffers from the drawback that the mobility of the large 
ions has to be given an assumed constant value, Met, Z, 49, 388 (1932). At Kew Observatory a 
separate condenser attached to a **portable** Aitken coimter is being used for eliminating the large 
ions and is giving consistent readings. 
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In the foregoing discussion it has been assumed that the first term on the right of 
this equation is negligible in comparison with the other two, so that 


.(7-II). 

If the formula (2*3) is valid, then 

A Vio {No + N,) f ^7rew,N, .(7*12). 


For the sake of simplicity let us discuss the case in which there is complete 
symmetry as between positive and negative charges. In this case the condition for 
the steady state may be written 



: 

= ^2= _jV__ 

.(7-2). 


I f JC 

X X I -f- 3x 

where 

X 

- 

.(7-3)- 

Hence it follows that 

A 

2X(I 1 - X) 

- AireWi -- ^ N 

^ ‘ 1 + 3^ 

.(7-4). 

It is convenient to write 

A 

- prew^yN 

.(7-5). 

so that 

y 

2X (l + x)l(l -t 3x) 

.(7-5I)- 


This relation between x and y is illustrated by figure i. The variables x and y are 
proportional to the coefficients which are used to express the rates of combination of 



Figure i. The total combination coefficient for small ions and nuclei as a function of the com¬ 
bination coefficient for small ions and uncharged nuclei. 

X r= V == ^ 

47rewi* ^neWiN' 

The functional relation y - ^ ^ 

(i + 3X) 

is represented by the curve OA, The asymptote is y = ^ jc + ^ * 

3 9 

small ions with uncharged nuclei and with nuclei of unknown character respectively. 
It will be noticed that, when the combination coefficients are small, 

y 2 x approximately. 
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When the coefficients are large, ,, , ,v 

When the coefficients are small there is a superabundance of uncharged nuclei, but 
when the coefficients are large the numbers of uncharged nuclei and of large bns of 
either sign tend to equality. The limiting values of N/N^ or + 3 *)/(i + x) are 
I and 3. 

For comparison with observations we note that J. J. and P. J. Nolan found* in 
country air value of N/N^ varying between i-i and 3, the mean ratio being 1*9. The 
value of Nq/Ni corresponding with this mean is 2*2. The Nolans quote the following 
values found by other observers for Nq/Nh 2-4 (Gockel) and 2-2 (Hess), both in the 
open air, 1*3 (Nolan, Boylan and de Sachy) for the air of a closed room. Accepting 
the formula (7*2), we deduce that for country air, with Nq/Ni = 2*2, 

^ 0-83 X 477^1, 7^12 1*83 X ^neWif j8 = 0*87 X ^neWiN, 

whilst for the air of a closed room in Dublin, with Nq/Ni ^1*3, 

Vio ^ 3‘3 X V12 ■= 4‘3 X ^ = 2-6 x 
These last results are equivalent to those deduced above on p. 372 from the same 
observations. 

It is clear that the t^’s and are by no means invariable. 


§8. EXCURSUS ON THE DETERMINATION OF THE DISSIPATION 
COEFFICIENT BY SCHWEIDLER’S SECOND METHOD. 

Simultaneous observations of the dissipation coefficient and of the number of 
nuclei have been made by P. J. Nolan and C. O’Brolchain. In this research a 
method due to Schweidler and known as Schweidler’s second methodf was adopted. 
It is necessary to consider the theory of this method, for Schweidler's analysis 
appears to be wrong in one detail so that the rate of dissipation computed by his 
formula is twice as great as it should be. That the rate so computed is double that 
found by Schweidler’s first method was demonstrated experimentally by O’Brol- 
chain, but the origin of the discrepancy has apparently been overlooked. 

The **second method’' is quite simple in principle. One electrode of a closed 
condenser is connected to an electrometer, which is initially earthed, the other 
electrode is maintained at a fixed potential, and the current flowing into the former 
electrode is measured. Let v and C be the volume and capacity of the ionization 
chamber, V the potential difference and i the current. In accordance with our 
general notation q is the rate of production of small ions per unit volume, is the 
number of small positive ions per unit volume, whilst jSj is the dissipation coefficient 
and Wj the mobility. Let F be the strength of the electric field at a point on 
the surface S of the electrode, where the surface density of the charge is <7. Then 
F = 4770- and the total charge on the electrode is CV, Accordingly the current 
flowing into the electrode is such that 

^ = w^fii I FdS = 47m«i«i I cfdS = 47nviniCV .( 8 * 1 ). 


Vt C 
VJ 


F 

Sy <7 


• Proc, R. Irish Acad. 40 A (1931) 33. 


t Wiener Berichte 133, 23 (1924). 
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Further, in the steady state all the small positive ions which are produced either are 
dissipated or flow to the negative electrode. Accordingly 


qv ^ pniV-\- ife .(8*2). 

From these equations it follows that 

qveji^- I + ^vj^iTW^CV .(8-3), 

or i \-HijV - qve .(8‘3i)i 

where H - C .(8-4), 

and H is independent of v. 


In successive experiments Fis varied and it is found that there is a linear relation 
between the values of i and //F; so i/ is readily determined and the value of jS can 
be deduced from that of H, 

In this argument it is assumed that the number of small ions is the same when 

averaged through the volume and when averaged through a thin layer in contact 

with the electrode. The justification for this assumption is that the air is more or less 

stirred up by convection currents, and the electric current carrying the ions towards 

the electrode is weak. Schweidler, on the other hand, ignored the diffusion of ions 

and regarded the current through the ionization vessel as carried by the transfer of 

ions of both signs under the influence of the electric field. Thus, according to his 

assumptions, . . , . 

t = (WiTi -f e . 47TCF. 

Regarding rii and as equal, he gave a formula equivalent to 

== 477 {wi -F CHIv 


with Wi f- W2 instead of our Wi . 

O’Brolchain’s experiments* may be regarded as demonstrating that our way of 
regarding the matter is the right one. In these experiments O'Brolchain determined 
jS by both of Schweidler’s methods. In the ‘‘ first method the ionization chamber 
is allowed to stand for a considerable time with no applied voltage and the number 
of small ions in the final state is found by sweeping them up, by applying a strong 
voltage for a short time. Denoting this number by v (ni)o we have the equation 

.(8-5)- 

In the second part of the experiment a considerable steady voltage is applied and the 
saturation current is determined. Writing (i)^ for the strength of this current, we 
have the relation, ,/ox 

.(8-5 O- 

Accordingly j8 = {t)Jve (w^o .(8*6). 

O’Brolchain found that the value of jS determined in this way was about half of that 

derived from the formula ^ . x /^rr/ 

-- 477 CH/v. 

Since Wj and Wg are nearly equal his observations serve to verify our formula (8-4) 

^ 477 («?i) CH/v, 


* Gerlands Beitrdge^ 29 , i (1931). 


t Wiener Berichte, 127 , 953 (1918). 
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In criticism of the analysis by which this formula was reached it may be said that the 
assumption of uniform distribution is inconsistent with the fact that the ions are 
being urged by the electric field towards one electrode or the other. Obviously the 
assumption is only an approximation to the truth, but as experiments demonstrate 
that the relation between i and ijv is linear it is likely that the approximation is a 
good one. The way in which the linear relation would break down under other 
assumptions may be illustrated by an example. 

Let us suppose that the small ions are stratified but that the large ions are so 
nearly uniformly distributed that the variations of jS are negligible. For simplicity 
let us take the case of a chamber in which the electrodes are parallel planes, so large 
that the edge effects may be ignored. Let the distance between the planes be A, and 



Figure 2. A hypothetical curve representing the relation between apparent conductivity and 
current, allowance being made for the stratification of small ions. 

the area so that v — hA and C — Aj^irh, Let be the density of the positive ions 
at a distance z from the negative electrode. Let F be the electric force, which is 
uniform, the effects of the space charge being negligible. The density of the current 
carried by the positive ions is riieWiF and therefore 

0 

{n^w^F) .(87). 

Subject to the condition that = o at the positive electrode {z = k), the solution of 
thb equation i, ^ 

where k = P/wj^F. 

The value of n, close to the negative electrode (z — o) is given by 

«!=(#) [I 

Hence it follows that the current i is such that 

i = (qevV/H) [i - .(8-8), 

H = pv|^ 1 TCw^. 


where 
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The relation between i and ijV is represented by the curve in figure 2 instead of by a 
straight line. Greater elaboration of the theory would probably lead to curves of iht 
same type. The linear relation found by observation implies tJiat the conditions are 
really simple. By that criterion our original assumption is justified. 

For the purpose of the present paper it is convenient to regard observations by 
Schweidler’s “second method*' as giving the value of Pj^TrWie and the essential 
formula is 




HC 


^TTZCif ve 


.( 8 ‘ 9 ). 


For the Dublin experiments C/vewas 7*18 < 10^ in electrostatic units. The formula 
appropriate for use when H is expressed in volts is 

P/j!\,7tWi€= 2*39 X 10®//. .(8*9i)- 


§9 VARIATIONS IN THE DISSIPATION COEFFICIENT FOR SMALL 

IONS 

The Dublin Observations, Nolan and O’Brolchain give the results* of 31 observa¬ 
tions of N and H in Dublin air. From these observations I have deduced the values 
oiPI^TTW^e 2it\A of the ratio Pl^irw^eNy denoted byjy in § 7. The results are set outf 
in table i. The extreme values of y are 0-27 and i'32. The corresponding values 
of X being 0*175 ^ *48 (cf. figure i), it is implied, if the theory is correct, that the 

ratio of the number of uncharged nuclei to the number of charged nuclei of either 
sign, (i ■{ x)/Xj varied between 6*7 and 1*7. The median value of y was 0*74, 
corresponding with x = o*68 and (if x)/x - 2*5. It will be noticed that this last 
estimate is nearly that given by Gockel, and quoted above, for the ratio N^/Ni. 

Table i. The Dissipation Coefficient p. Results derived from observations 
made by “Schweidlcr's second method” by Nolan and O’Brolchain. 


N 

H 

P/^neWi 

y or 

N 

H 

PI^TTCWi 


N 

H 



10* V 

10^ V 

PI^TvewiN 

lO'* ' 

10* > 

y 

lO** X 

lO*^ ^ 

y 

53-4 

20*0 

47-8 

0*90 

25*7 

10*0 

23*9 

0*93 

21*5 

4*0 

9*6 

0*45 

40-0 

4-5 

10*7 

0*27 

257 

7*0 

i6*7 

0*65 

21*2 

11*7 

28-0 

132 

36-5 

12*3 

29*4 

o*8o 

25*0 

6*9 

16*5 

0-66 

2T'2 

90 

21*5 

1*01 

3<>*3 

13*5 

3^*2 

0*89 

24*5 

6*2 

14*8 

0'6o 

21*2 

8*2 

19*6 

0*92 

35‘5 

8*4 

20 0 

0*56 

23*8 

7*3 

17-4 

0*73 

20*9 

6-9 

i6*s 

0*79 

34*0 

9*1 j 

21*8 

0-64 

236 

5*5 

13*1 

0*56 

20*9 

9*4 

22*5 

1*08 

340 

6-0 

14*3 

0-42 

23-6 

6*8 

i6*3 

069 

20-0 

7.7 

18*4 

0*92 

32*2 

6*1 

14 6 

0-45 

22*0 

9*2 

22*0 

1*00 

17*8 

5*5 

13*1 

0*74 

29*8 

7.9 

18-9 

063 

22*0 

9*4 

22*5 

1*02 

17*5 

6*2 

14*8 

0*85 

29*0 

6*0 

14*3 

0*49 

22*0 

10*0 

23 *9 

1*09 

17*0 

6*1 

14*6 

0*86 

29*0 

8-5 

20*3 

0*70 

— 

— 

— 

— 

— 

— 

— 

— 


The individual values of y are apparently not correlated in any way with the 
values of N, The assumption that the combination coefficients are invariable would 
evidently be far from the truth. It is to be expected that large ions with different 
histories will vary in size, and that the likelihood of collision between large and small 
ions, depending as it must on the size of these particles, will also vary. 

* Proc. R, Irish Acad, 88 a, 40 (1929). 

t The entries under N are to be multiplied by 1000 to give the number of nuclei per cm! 
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With such an idea in mind P. J. Nolan kept air in the ionization chamber for 
several days and followed the changes in the number of nuclei and in the dissipation 
coefficient. The values of N and H which he obtained^ have been copied in table 2. 

It will be seen that in each series of observations the number of nuclei diminished. 
The coefficiently, which is proportional to the combination coefficient for small ions 
and nuclei, increased. As Nolan points out, this coefficient varies roughly as 

The combination coefficient rj^Q for small ions and uncharged nuclei, which is 
proportional to the x of table 2, is found, with about the same accuracy, to vary as 

AT*, the product given in the last column of the table, being approximately 
constant in each experiment. 

Table 2. P. J. Nolan’s experiments illustrating the change of the dissipation 
coefficient in air kept in a closed vessel for two or three days. 


Dates 1928 

N 

H 

^/4wewi 

y or 

X or 

xN^ 

10® X 


10® ^ 


’?io/ 4 ^^i 

10* X 

April 17-20 

22-0 

* 5*5 

13*1 

0*6 

0*5 

3*9 


2*94 

20 

4*8 

1-6 

1*9 

3*9 


1*50 

1-6 

3-8 

2*5 

3*2 

4*2 


II 3 

i-os 

2*5 

2*2 

2-7 

2-9 

Dec. 18-19 

5*25 

4*8 


2*2 

2*7 

8-1 


3*27 

3*7 

8-8 

2*7 

3*4 

7*5 


1-22 

2*1 

5*0 

4*1 

5*5 

6*3 

Dec. 19-20 

i8-7 

7*2 

17*2 

0*9 

0*9 

6*3 


3*41 

3*0 

7*2 

2*1 

2-6 

5*9 

Dec. 20-21 

3*47 

2-4 

5*7 

1-6 

1*9 

4*4 


2-17 

1*8 

4*3 

2*0 

2*4 

4*0 


I 12 

1-25 

3*0 

2*7 

3*4 

3*7 


If the nuclei in the ionization chamber diminished in number by combination, 
not by deposition on the walls of the chamber, then the masses of individual nuclei 

were, at any time, proportional to N and the areas varied as N Accordingly the 
observations are consistent with the hypothesis that the combination coefficient for 
small ions and neutral nuclei is proportional to the area of the individual nucleus. 

Thus the explanation of the variation in the ratio A^o/-^i discussed in § 7 appears 
to be that the ions of the laboratory air were larger than those generally to be found 
in country air. The lesson of our table i is that, in Dublin at any rate, there is no 
correlation between the number of nuclei and their average size. 

At Kew Observatorj" numerous simultaneous observations have been made of 
the conductivity of the air and of the number of Aitken nuclei. It has been dis¬ 
appointing to find that there is no simple law by which these data are associated. 
The recognition that nuclei with different origins and different histories are bound 
to have different combination coefficients should help us to explain the observations. 


• Proc, R. Irish Acad, 88 a, 49 (1929). 
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§ 10. CONCLUSION 

I have felt some diffidence in publishing the new formulae without waiting for 
further observations by which they can be tested. My excuse must be that although 
the needful observations are simple in principle there are likely to be practical 
difficulties which may not be overcome without considerable delay. I am therefore 
venturing to submit this paper for publication in the hope that other investigators, 
who may be provided already with suitable apparatus, will undertake experiments. 
Enough has been said to demonstrate that such experiments will help to fill up some 
of the large gaps in our knowledge of atmospheric electricity. 
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ABSTRACT, Films of platinum spluttered in various gases have been examined by the 
method of electron-diffraction. They often show patterns which indicate that the small 
crystals are oriented with one face parallel to the surface of the specimen, the crystals being 
otherwise at random. The width of the rings formed by diffraction shows that in many 
cases the crystals are very small, of the order of 5 x loT^ cm. Some films of platinum 
dioxide showed crystals of the order 2 x io“^ cm. 

§i. INTRODUCTION 

I N the course of a research in collaboration with Prof. G. I. Finch and others on 
the catalytic properties of thin spluttered films of platinum, we have noticed 
certain peculiarities in the crystalline condition of some of the films which seem 
worthy of note. They concern the orientation of the small crystals of which these 
films are composed, and the size of the crystals. 

The films were prepared by spluttering in a gas—argon, oxygen, nitrogen or 
hydrogen—at a pressure of about o*i to 0-5 mm. and at voltages varying from about 
500 V to 3000 V in different cases. The crystalline nature of the films was investi¬ 
gated with an electron-diffraction camera which had previously been used by one of 
us to study the surface layers formed by chemical action, and also to investigate 
single crystals of metal*. Briefly the method consists in the use of the wave 
properties of the electrons to form diffraction patterns from the crystals in the 
surface layer of the substance to be examined, which, when that layer is poly¬ 
crystalline, are strictly analogous to the Debye-Sherrer rings obtained with X-rays. 
With some of the specimens these rings were uniform and sharp, indicating that the 
crystals forming the surface layer were arranged at random, and that each contained 
a sufficient number of unit cells to make them act like gratings of high resolving 
power. In some cases, however, the rings were relatively broad. In other cases 
some at least of the rings showed marked variations in intensity along their 
circumference. 

§2. WIDTH OF RINGS 

Three principal causes contribute to the width of a diffraction ring: (i) The 
geometrical widA of the electron beam as determined by the diaphragms which 
define it; (2) the inhomogeneity of the velocities of the electrons and consequent 
variation in wave-length; (3) the finite size of the diffracting crystals. 

♦ G.P.T., Proc, R, S. 128 , 649 (1930); 133 , 1 (1931). 
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The angular breadth B due to the last cause is given by^ 

^ _ zA /log^ 

D V ’tt * 

i), A where D is the thickness of each minute crystal assumed cubic in shape and A is the 
N, a wave-length. If we write D = iVa, where a is the side of unit cube of the structure 
(3*91 X io“® for platinum), 

N - 0*94 A/flfi. 

The homogeneity of velocity depends on the constancy of the discharge; the latter 
was produced by a transformer feeding two condensers in parallel each of capacity 
0*022 /iF, the frequency was 50 and the reverse current was stopped by a valve. 
With a current of 0*3 mA, which was about that used, the variation in voltage is 
thus about 450. The broadening due to this at 30,000 V for the rings usually 
measured is 0*07 mm. and is negligible. This conclusion is confirmed by the fact 
that the larger rings were as sharp as the inner ones, while the elFect of inhomogeneity 
is proportional to the radius of the ring. 

The extreme geometrical width of the electron beam was about 2*2 mm., 
and the rings should be broader than this owing to diffraction occurring at different 
distances from the photographic plate on different parts of the specimen; actually 
most of the rings (see below) were less than i*2 mm. wide. The beam was 
limited by two circular holes, so that it was strongly concentrated towards the 
centre; the width to half-intensity would be about i*omm., assuming uniform 
distribution of the electrons. It is well known however that such beams are often 
narrower than the geometry would suggest, owing to the curvature of the lines of 
force near the holes; and this must have been the case here, for rings were observed 
whose half-intensity width was as little as o*6 mm. The width of the rings was 
measured with dividers, and since the edge was never sharp the best estimate was 
made of the half-intensity width by eye. Visual measurements have been shown to 
give good agreement with those made by means of a photometer, and in view of the 
large number of plates to be measured some quick method was necessary. The 
values found are shown in table i. 

lable I. 


Number of 

Half-mtcnsity 
width of rings 

Number of 

Half-intensity 
width of rings 

plates 

(mm.) 

plates 

(mm.) 

3 

0*7 

13 

1*2 

5 

0*8 

3 

i '3 

12 

0-9 

I 

1-4 

39 

1*0 

2 

1-5 

9 

i*i 




All these rings showed patterns undoubtedly due to ordinary platinum. It would 
have been rather difficult to make any certain deductions from these results in view 
of possible variations of the ‘‘geometric” width of the beam with the conditions of 

• W. H. Bragg, X-rays and Crystal Structure ^ p. 133. 
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the discharge if it had not been for a fortunate accident. A number of the plates 
showed, in addition to the rings due to metallic platinum, other extra rings due to 
some substance not yet identified but probably a compound of platinum. These 
extra rings were always sharp even when the rings of normal platinum were not*. 
The measured widths were o*8, 07, o*8, o*8, o*6, o-6, o-6 mean 07 mm. The 
associated rings had widths from 0*8 to 1-2 mm. and in the case of one specimen 
2*0 mm. and 2*2 mm. (on two plates). These last have not been included in the 
above table as the rings were so fuzzy that they could not be identified with complete 
certainty as due to ordinary platinum, though it is highly probable that they were. 
Since there is no reason to suppose that the extra rings, which depend on the 
specimen tested, should occur when the testing apparatus was working in any special 
way, we are entitled to take 07 ± o*i mm. as giving the width of the beam due to 
causes (i) and (2), and to attribute any extra width to cause (3). Thus we can say 
that the majority of the plates show broadening due to the small size of the crystals 
of the spluttered platinum. 

To calculate the amount of this broadening we need to know the shape of the 
intensity curves due to the different causes. If both were error curves the combined 
breadth, J, would be given by 6^ = f where ftj, b^ are the breadths due to the 
separate causes. If both were sharply defined the total breadth would be (ij -f b^ 
and would be sharply defined. The actual beam is certainly not sharply defined at 
the edges. If all the crystals had the same size, the breadth due to this cause would 
have a fairly definite limit, but it is more likely that there is a graduation in sizes. It 
is probable that the tnith lies between the two extreme assumptions. 

Taking the first, a ring of width i-o would have — (o*8)^}, or o*6 mm. 

due to crystal size. 'Fhis corresponds, when A =- o-6 x lo*"® (which is an average 
value), to iV 9*6 unit cubes. 

On the second assumption the same ring gives a width of i*o — 0'8 or 0*2 mm., 
which gives N =- 28. 

For a width of 1-5 mm. the two methods give N = 4*5 and 8*i respectively. 
Thus we may say that the majority of the rings were caused by crystals with about 
20 unit cubes in the side, and a few by some with only about 6. 

§3. RINGS OF PLATINUM DIOXIDE 

In addition to the patterns which can be referred to platinum itself, others 
occurred when the spluttering was done in oxygen at a low or moderate voltage (less 
than 2000). Rings were obtained which there is reason to attribute to platinum 
dioxide. They were often quite sharp, especially when the platinum was spluttered 
below 900 V, averaging under 0*9 mm. At higher voltages they became very diffuse. 
Two rings were much stronger than any of the others, and these alone appeared 
distinct in the diffuse pattern, apart from some very faint rings farther out. The 
width varied from 1*5 to 2*6 mm., and the mean was 2*i. This corresponds to a size 

• The following are the spacings corresponding to the main rings of this pattern (unit, lo-* cm.): 
4*4, 3* o 6 (s.), 2- o 6 (ms.), 1*73,1*31 and many smaller. 

PHYS. SOC. XLV, 3 
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of about 1*6 X 10“^ cm. for the small crystals. With the exception of one plate 
having rings 1*3 mm. wide there is nothing between these very diffuse rings and the 
sharp rings described above. This pattern was only found when the spluttering was 
in oxygen. On heating to 225° C. it passed into normal platinum, not orientated. 

§4. ORIENTED FILMS 

Variation in intensity round the circumference of the rings implies that the small 
crystals were not arranged at random. Examples of these are shown in figures 2 and 
3. The extent of the orientation varies very much, from the case, such as that shown 
in figure 3, where the rings are almost reduced to isolated spots, to other more 
numerous cases in which there is a hardly perceptible difference of intensity along 
the circumference of some of the rings. The general nature of the orientation 
observable is in all cases the same, namely, that a single type of crystal plane is 
parallel to the free surface of the blank on which the platinum has been spluttered, 
the orientation being at random round the normal to this surface. In such a case the 
ring corresponding to the orientated plane will show a maximum of intensity in a 
direction normal to the surface. The rings corresponding to other planes will show 
maxima in different directions as can be seen from the figure, in which O, the centre 


c 



of the rings, is the point in which the incident rays would meet the plate, AB is the 
intersection of the plane of the specimen, and the dotted lines represent the inter¬ 
sections of the Bragg planes with the plate. The intensity-maximum at C is due to 
planes which are (nearly) parallel to AB, The angle ifj between the radii corre¬ 
sponding to the directions of maximum intensity of different rings is equal to the 
angle between the Bragg planes corresponding to these rings. Thus we have 


cos^ = 


J 1 J 2 f ^1^2 + 44 


where (jikili), are the Miller indices of the Bragg planes causing the rings at 
C and Z). Although the general nature of the orientation is always the same, the 
preferred plane differs in different cases. In the course of the investigation of 
catalytic activity 93 specimens in all were tested; of these 32 showed appreciable 
orientation (see table 2). 




PHYSICAL SOCIETY, VOL. 45, PT. 3 (THOMSON, STUART AND MURISON) 



Figure 2. (100), Cubic face parallel to face of specimen. 



Figure 3. (iii). Octahedral face parallel to face of specimen. 


[To fact page 2^ 
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Tables 3 and 4 give typical measurements from some of the specimens and 
show agreement between the calculated and observed directions of the maxima on 
the various rings. The error in determining the position of the maxima depends 
greatly upon the extent to which the intensity is concentrated, but is seldom less 
than 2° or 3°, so that the agreement is as good as can be expected. 


Table 2. 


f^umber 
of plates 

Number of specimens 

Face parallel to 
blank surface 

16 

4 On quartz 

7 On glass 

2 On molybdenum 

(100), cube 

II 

3 On quartz 

5 On glass 

3 On molybdenum 

(ill), octahedral 

5 

3 On glass 

I On molybdenum 

(110) 

5 

2 On glass 

(100) and (420) 

5 

2 I on glass 

I on quartz 

f (hi) and (no) 
i with (100) and (331) 

1 in one case 


Table 3. Plate of November 9, 1931. Cube face parallel to surface. 


(hjk) 

± observed 

± 4 > calculated 

(ill) 

C, 60° (too black to measure exactly) 


(200) 

0" 

(220) 

(311) 

45'’ 

25”, 70° 

45” 

25•2^ 72*5® 

(222) 

60" 

54-7” 

{400) 

0” 

0° 

(331) 

C. so'" 

46-5°, 76-7° 

(420) 

C. 30“ 

26-6°, 63-4° 

(Sit) 

C. 20" I 

i5-8% 78-9° 


Table 4. Plate of July 19, 1932. Octahedral face parallel to surface. 


Wk) 

± </> observed (mean) 

± ^ calculated 

(ill) 

o^ 68° 

0°, 70*5” 

(200) 

52 " 

54*7” 

(220) 

37" 

29*5 , 58 * 5 ” 

( 311 ) 

30 ^ 60° 

(222) 

0° 

0° 

(331) 

22° 

22*0°, 48-5° 

(420) 

40° 

39*2° 


26-2 
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§5. DISCUSSION OF RESULTS 

It is probable that the orientation, when it occurs, is a thermal effect produced 
during or after the deposition of the platinum. As the main object of the research 
was an investigation of the catalytic properties of the films, with which their 
orientation shows no connection, no special attempt was made to investigate the 
temperature conditions, but it was noticeable that the films which showed orienta¬ 
tion were usually those which had been prepared at high voltages and current, and 
for which the cathode had been visibly hot. It is probable that the orientation occurs 
best over a definite range of temperature. Strong orientations occurred in two or 
three cases in which the cathode was at a white heat, but in one case when the 
cathode was dazzlingly bright no orientation was observed. 

The blanks used were of three materials, molybdenum, quartz and glass. The 
quartz and glass blanks were cleaned in fresh aqua regia for some time before use, 
rinsed with distilled water, and dried on clean filter paper. The molybdenum was 
polished with Bluebell polish rinsed in alcohol, and rubbed on cotton wool. There 
was no correlation observable between the nature of the blank and the orientation, 
either in the frequency in which the orientation occurred or in the preferred plane. 
This is shown in table 2. It is doubtful if the nature of the gas has any marked 
effect on the types of orientation, all of which have been found with argon, and 
though the oxygen films show only the octahedral type and the nitrogen only the 
cubic type it is doubtful if much weight should be assigned to these differences, as 
voltage and pressure conditions were such that comparatively few of the films 
showed orientation at all. When several photographs were taken from one specimen 
the orientation shown was always the same, so that the state of the film is fairly 
uniform over the surface of the specimen, which was usually about i cm. x i cm. 
It should be emphasized that what we have here is not the formation of a film con¬ 
sisting of a single crystal as found in the early experiments of one of the authors* * * § 
and investigated recently by Trillat and Hirschf. Our films are analogous to those 
studied by KirchnerJ, who however does not appear to have found more than one 
kind of orientation for each of the substances which he tested. 

The diffraction patterns from a single crystal, as one of us has shown §, are of 
quite a different character. A very interesting question, and one which the present 
research does not answer, is—what determines the face which takes up the pre¬ 
ferred position parallel to the surface of the blank.? If it were a question of pure 
chance we should expect that, since the cubic and octahedral faces are both common, 
the usual type of pattern would be a mixture of the two, but in fact this is very rare 
if it ever occurs. It appears as if some feature in the conditions determines the face. 
The most obvious is the temperature, but for the reason stated we have no evidence 
on this pomt. It would be a matter of great interest to investigate further in this 

• G. P. T., Proc, R, 5.117, 600 (1928). 

t 7. de Phys. Ill, 1932, p. 185. 

t Z.f. Phys, 76, 576 (1932). 

§ G. P. T., R, S, 138, i (1931). 
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direction, and the present results are offered merely as an indication of what xnay be 
expected. Their value lies in the number of specimens which have been tested and 
the wide range of conditions, which have resulted in a variety of patterns being 
found. They represent a by-product from another research and are in no sense 
exhaustive. 

The relation of the ring pattern to the catalytic activity of the film, which was the 
main object of the research, will be discussed in a forthcoming paper with Prof. G. I. 
Finch and others, but it may be remarked here that the size of the crystals appears 
to have no connection with the activity, which depends on the nature of the film. 
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DISCUSSION 

Prof. E. V. Appleton. I wondered, on looking at the diagram of the apparatus, 
why a cold-cathode discharge was used in preference to a thermionic source with 
high vacuum conditions. The presence of gas may make it easier to get a well 
defined electron beam, as in modern cathode-ray oscillographs, but is it not possible 
that the presence of gas at the same time affected the surface of the specimen? 

Dr M. C. Johnson. As the size of the particles in the surface films proved to be 
so small, whereas cathode-sputtered material has previously been expected to be of 
larger colloidal dimensions, would the authors give any detail of the method of 
deposition adopted to secure such small crystals? It is known that films deposited 
from a stream of separated atoms of metallic vapour can consist of minute crystals, 
which grow by the surface migration of adsorbed atoms. Have the crystals described 
in this paper grown similarly, or is their final size determined by their size as multi- 
atomic aggregates before striking the surface? If the cathode particles are as large 
as they have generally been supposed to be, and yet form deposits whose individual 
particles are smaller than those which grow after being deposited from purely 
atomic streams, the structure of the surface film seems independent of all history 
before impact and may depend on the temperature and smoothness of the target 
above. 

Prof. G. I. Finch. As regards § 3, in the course of recent experiments Mr A. G. 
Quarrell and I have found that the definition of the diffraction rings due to cathod- 
ically sputtered platinum dioxide, and hence the crystal-size, depends in the main 
upon, and decreases with, the rate of deposition. We have observed a similar effect 
with both sputtered and evaporated metal films, provided the receiver was cool. 



388 G. P. Thomsony Norman Stuart and C. A. Murison 

Heating the receiver usually brought about a growth of the crystal-size in the 
deposited film and frequently resulted in orientation. Thus it does not seem that the 
crystal-size can be properly ascribed to the discharge characteristics, except in so far 
as these may afford a measure of the rate of deposition. At the end of § 5 the view 
is expressed that the size of the crystals appears to have no connection with the 
(catalytic) activity. Messrs Coles, Quarrell and I have, however, recently carried 
out further experiments, the results of which strongly suggest that crystal-size and 
activity are in fact intimately associated with each other. In collaboration with Dr 
Hodge**^ and Dr Thompsonf I have shown that metals are sputtered as atoms. 

With regard to Prof. Appleton’s question concerning the cold cathode, Mr 
Quarrell and I prefer this type of discharge tube for the range of accelerating voltages 
we require (15-80 kV.) on account of its simplicity and the avoidance of light- 
fogging of the photographic plate. In conjunction with the cold cathode we also 
employ a diode which acts as a current-limiting device. It will be readily seen that 
the combination of a cold-cathode discharge tube supplied through a saturated 
diode combines the advantages of both the cold and hot-cathode types of discharge 
tubes without their disadvantages, and renders simple the attainment of a perfectly 
steady accelerating voltage. 

Authors’ reply. In reply to Prof. Appleton: The gas-filled tube is on the whole 
easier to control than the hot-filament tube. We have never observed any effect of 
gas on the specimen, possibly because the impact of the cathode rays cleans the 
surface, though effects have of course been observed with slow electrons. 

In reply to Dr M. C. Johnson: The experimental conditions of deposition were 
not intentionally designed to produce films with any particular crystal-size. 
Sputtering was carried out with a platinum wire cathode of length 5-5 cm. and 
diameter about 0*75 mm. The films were usually deposited on to either glass or 
quartz-plate receivers, optically flat and polished. Molybdenum and silver blocks, 
also polished, were used at one time and gave the same results. Films sputtered in 
oxygen at the lowest possible discharge currents and potentials were found to give 
very sharp diffraction patterns of oxide. At high currents of the order of 10 mA. 
and potential of the order of 1800 V., very diffuse patterns were obtained. These 
results might be explained by analogy with the connection between crystal-size 
and rate of growth in solution. In this case the rate of sputtering would be the 
controlling factor. 

As Prof. Finch has said, it is now generally accepted that sputtering takes place 
by individual atoms, so there is nothing surprising in the final aggregates being small. 
Probably heat treatment, when it occurs, makes them grow larger. As regards the 
influence of particle-size on activity, the statement was only meant to apply to the 
range of size considered in this paper, and more especially to the platinum particles. 


♦ Pooc, R, S.y A. 124, 303 (1929). 


t Proc, R, S., A. 129, 315 (1930)- 
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ABSTRACT, A series of weekly measurements of the maximum ionization content of the 
Kennelly-Heaviside region of the ionosphere is reported and discussed. The ionization is 
found to be 2*2 times as intense on a summer noon as on a winter noon, and, in general, 
slightly less in 1932 than in 1931. This reduction is considered to be probably due to the 
approach of sunspot minimum and, together with other evidence, suggests that the 
ionizing agency from the sun varies by as much as 60 per cent during the ii-year solar 
period. Although ultra-violet light is accepted as the major ionizing agency, thunder¬ 
storms most probably constitute one of the subsidiary causes. The possibility that 
thunderstorms might cause upper-atmospheric ionization has been previously suggested 
by C. T. R. Wilson. 


§1. INTRODUCTION 

I N a recent paper* we have described an experimental method of estimating the 
maximum ionic content of the Kennelly-Heaviside region of the ionosphere. The 
possibility of making such a determination arises as follows. If we project 
vertically upwards wireless waves of gradually increasing frequency (and therefore 
gradually shorter wave-length) we find that for a certain critical frequency penetra¬ 
tion of the Kennelly-Heaviside region takes place, and reflection begins from an 
upper region in which the ionization is usually more intense. Such penetration is 
therefore indicated by a discontinuity in the curve in which equivalent height is 
plotted as a function of electric wave frequency. From this curve the critical 
frequency at which the penetration of the lower region begins is found by inspec¬ 
tion, and from this value the maximum ionization content of the region is deduced. 

§2. THE RELATION BETWEEN MAXIMUM IONIZATION AND 
CRITICAL PENETRATION FREQUENCY 

The way in which the maximum ionization is estimated when the critical 
penetration frequency is known has been previously discussed at length for the case 
in which the ionization consists of electrons and also for the case when it consists of 
ions of molecular mass, so that only a word or two of explanation is required here. 
Although the problem cannot as yet be fully dealt with in terms of a wave treatment, 
as opposed to a simple ray treatment, we assume that reflection at vertical incidence 
takes place at the level at which the refractive index is equal to zero. Thus if we 
find the frequency which just penetrates, say, the lower region, we assume that for 

• Proc, R, S., A. 187 , 36 (1932). 



390 E. V. Appleton and R. Naismith 

frequencies just less than this the refractive index is reduced to zero at the level of 
maximum ionization. For this condition we have, as has previously been shown 


]\J — 3 '^ f2 

iVmax - , 


where Nmhx is the ionic (or electronic) content per cm?, e and m are the charge and 
mass respectively of an ion (or electron), and / is the critical penetration frequency. 
The relation between Nm&x and /is shown in figure i, the broken curve referring to 
ions (oxygen atoms) and the continuous curve to electrons. 
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In the present paper we are not concerned with the absolute values of A^max but 
only with its variation. 

§3. WEEKLY MEASUREMENTS OF MAXIMUM IONIZATION 

In our previous work the measurements of the maximum ionization in the 
Kennelly-Heaviside layer were made over the whole 24-hours for selected winter, 
spring and summer days. These measurements showed that the ionization is a 
maximum about noon and falls off steadily as sunset approaches. The ionization 
continues to fall rapidly after sunset until an almost stationary night value is 
reached. Before and during ground sunrise the value of A/^max increases rapidly, and 
after sunrise more slowly, until the maximum noon value is again reached. We have 
pointed out that the general diurnal variation curves with their marked correlation 
with sunset and sunrise leave little doubt that the chief agency responsible for the 
ionization is of solar origin and travels through the earth’s atmosphere in straight 
lines. We have also given reasons, based on the observations made by one of us 
during the solar eclipse of 1927, for concluding that this agency is ultra-violet light. 
That this view is substantially correct has been shown by the observations made 
by Dr J. Henderson in Canada, and by others, during the eclipse of the sun on 
August 31, 1932. 
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But in discussing our measurements of diurnal variation we pointed out that 
although there was a seasonal variation, the ionization at summer noon being about 
2 \ times that at winter noon, we had encountered many days when the ionization 
appeared to be in excess of the normal seasonal value. We also recorded that on a 
number of nights the ionization in the lower region actually may increase at a time 
when any solar radiation propagated rectilinearly could not possibly be reaching the 
area immediately over the place of measurement. 

In order to investigate the possible subsidiary ionizing agencies for E region we 
have made weekly estimates of the ionization throughout a period of nearly two 
years, from January 1931 to November 1932. These have all been made at the 
Radio Research Station, Slough, with signals from the emitting station at the 
National Physical Laboratory. 'Phe measurements were made every week on either 
Thursday or Friday round about noon. 



In figure 2 the variation of the square of the critical frequency (which is propor¬ 
tional to maximum ionization content and may be translated into such values with 
the aid of figure i) is shown over the whole period of observation. It will be noted 
that the seasonal variation is clearly marked, the ionization being more intense on a 
summer noon than on a winter noon. In our previous work on this subject we were 
led, from a comparison of the average results obtained on summer and winter days, 
to conclude that the summer-noon ionization was of the order of 2*9 times that on a 
winter noon. The more extensive data now available and shown in figure 2, how¬ 
ever, show that abnormally high values of ionization are very frequently encountered 
in summer, so that if we wish to consider the undisturbed seasonal variation it is 
preferable not to take average values but to assess it from the general trend of the 
curve*. If we do this we find a somewhat lower figure for the ratio of summer to 
winter ionization, of the order of 2*2, 

* We shall discuss more fully our reasons for doing this later in the paper, when we consider the 
possible nature of the sources of this abnormally high ionization. 
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If we compare the results obtained in 1931 with those obtained in 1932 we find 
that the general level of ionization is lower in the latter series. This is most easily 
seen by a comparison of the spring and autumn values. We have reasons, which 
we shall explain later, for excluding the summer values from such a comparison. It 
is not possible to give an exact figure for the average reduction from 1931 to 1932, 
but the diminution is probably of the order of 10 to 15 per cent. It is natural to 
associate this with the general fall in solar activity in the sequence of the solar cycle, 
since the last sunspot maximum was in 1928 and the succeeding sunspot minimum 
is expected in 1933-4. 

If work in future years confirms this variation with the sunspot cycle, and we are 
able to ascribe it even only in part to the ultra-violet light from the sun, it will 
follow that such radiation varies with solar activity over a wider range than does the 
so-called solar constant. 

In this connexion it is interesting to recall that L. W. Austin and I. G. Wymore’**' 
have shown that the signals from Nauen, received at Washington, arc approxi¬ 
mately 1*8 times as intense at sunspot maximum as at sunspot minimum. Since 
waves of 13,000 metres arc used in this case we can safely assume that the Kennelly- 
lleaviside layer is the reflecting region in question. Using G. N. Watson’s theory of 
the propagation of waves between two reflecting spherical surfaces, one of the 
authorsf has shown that the result obtained by Austin and Wymore may be 
interpreted as indicating that the conductivity of the lower reflecting layer is 
I *6 times as great at sunspot maximum as at sunspot minimum. Such a variation of 
ionization is clearly not incompatible with the change we have noted between the 
ionization in 1931 and that in 1932J. 

In such terrestrial measurements of the intensity of the sun’s ultra-violet light 
as have been published we do not, at present, find any support for the view that such 
radiations vary with sunspot activity. G. Pettit § has measured the ratio of the 
ultra-violet radiation transmitted by silver (A 0*32^1) to the green light transmitted 
by gold (Ao‘5/x) on many days since 1924, and although the early observations 
seemed to indicate that this ratio varies with solar activity it is now considered that 
the variations observed are more probably due to changes in the atmosphere. 
Further work is necessary before it is possible to assess from ground measurements 
how much of the variation is due to terrestrial causes, such as changes in the 
amount of ozone, and how much is really due to changes in solar emission. 

It is also of interest to compare the above measurements of critical frequency 
which were made in South-East England with those which we have deduced from 
the series of measurements of equivalent heights at different frequencies made at 

♦ Proc. Inst. Rad. Eng. 16, 166 (1928). 

t E. V. A. International Research Council Second Report on Solar and Terrestrial Relationships^ 

p. 16 (1929). 

i Although we are inclined to interpret our results as indicating quite a substantial variation in the 
sun’s ultra-violet light during the solar period, it should be mentioned that the fact that the variation 
of solar control over radio transmission during this period increases with latitude suggests that 
charged particles must also be taken into account. 

§ International Research Council Third Report on Solar and Terrestrial Relationships ^ p. 105 (1931). 
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the Bureau of Standards, Washington, and communicated to us by Science Service, 
U.S.A. 

Unfortunately, measurements in Washington are made not at local noon but at 
a time which is two to three hours after mid-day, so that the comparison has to be 
made with caution. We have, however, compared our measurements of noon 
ionization with the American measurements of afternoon ionization, and find them 
to be of the same order of magnitude when corresponding periods are compared, so 
that we may conclude that noon ionization in Washington is on the average greater 
than noon ionization in England. This result is readily explained if we assume that 
the ionizing agency is ultra-violet light, and remember that Washington is situated 
in latitude 38*8° N whereas our measurements were made in latitude 51*5® N. 

§4. THE CAUSES OF ABNORMAL IONIZATION 

Although it is clear that the major source of daytime ionization for the lower 
region is ultra-violet light, evidence has been steadily accumulating which indicates 
that it is necessary to take other possible causes into account to explain departures of 
the ionization from the normaf seasonal and diurnal values. Much of this evidence 
has accrued from observations made at night when, the level of normal ionization 
being low, departures from it are readily recognized. For example, in 1930 it was 
pointed out by one of us*, as a result of a long series of measurements of the 
equivalent height of E region, that on some occasions ‘‘either the recombination of 
ions is prevented or there is some ionizing agent present which can influence the 
dark side of the earth.’* The same matter was mentioned in our paper referred to 
above where we conclude that “there is some agency which produces nocturnal 
ionization beyond the ordinary amount constituting the residue from the day-time.” 
Schafer and Goodallf and RanziJ have also noted the same effects and arrived at 
similar conclusions. Notable interest, however, is to be attached to the work of 
Ranzi, since he has suggested that this source of nocturnal ionization is possibly 
connected with the troposphere. From a series of observations on 330 occasions 
Ranzi concludes that the abnormal night ionization in region E is associated with 
the presence of barometric depressions either at the point of observation or at a 
place to the north of it. This result is of special importance in connexion with the 
reasons advanced, as far back as 1924, by C. T. R. Wilson for concluding that 
thunderclouds contribute ionization to the atmospheric conducting layer, in the 
form of either intense ionization currents or lightning flashes. It is therefore of 
interest to test a fairly substantial set of data to see whether there is evidence that 
thunderstorms constitute the essential link in the correlation between barometric 
depressions and abnormal ionization. Our data for the period January 1931 to 
November 1932 were handed to Mr F. E. Lutkin for general statistical examination. 
He called our attention to a note which he had communicated to the Superintendent 
of the Radio Research Station on September 2, 1932. In this note he had reported 

• E. V. A., Proc, R, 5 ., A. 120, 567 (1930). 
t Proc. Inst. Rad. Eng. 20, 1131 (1932). 
t Ranzi, Nature, 130, 368 (1932). 
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abnormal shortening of the skipped distance for i5-mc./sec. waves which had been 
observed by a British wireless amateur, Mr E. R. Peach, in the thunderstorm con¬ 
ditions of August 18-19, 1932, and had suggested that this might indicate specially 
intense ionization, in the ionosphere, associated with local thunderstorms. It will be 
seen from figure 2 that the critical frequency on August 18 was in fact very high. In 
a further note dated September 12, Mr Lutkin had remarked on the high value of 
critical frequency, the low attenuation of i5-mc./sec. signals, and the high thunder¬ 
storm activity which had marked the preceding day, September ii. 

In order to test these points further, he then compared our data with thunder¬ 
storm reports, and found such a close relation between days of high critical fre¬ 
quency and days of British thunderstorms that he undertook a detailed comparison 
of the data for the period January i to July 31, 1932, with a “ thunderstorni index 
figure” derived as follows. During this period observations on the distribution of 
European sources of atmospherics were made at Slough for half-an-hour near 
i3h G.m.t. each week day. The peak amplitudes of all atmospherics recorded in 
this operation as coming from sources within 3000 km. were summed to form the 
thunderstorm index figure. The relation between ionization density in E region and 
this thunderstorm index was found to be represented by a correlation coefficient so 
high as 0*75. The comparison was not carried further because of the interruption of 
the direction-finding work after July and the relative inadequacy of sampling before 
January. It is, however, noteworthy that the occasions of abnormal ionization of E 
region in thunderstorm conditions on the dates in August and September already 
mentioned and a similar occasion on October ii are not included in the period for 
which the high correlation coefficient was obtained. 

In view of the above conclusion we are now inclined to attach special importance 
to a series of signal-intensity measurements made by Dr J. Hollingworth and one of 
us on signals from the station of St Assise (A == I4>350 m.) received at Slough. These 
observations were such that it was possible to deduce the values of both ground 
wave and down-coming wave. One afternoon in May 1929 a thunderstorm area 
passed between the two stations when observations were in progress, and it was 
noticed that when the area reached the great circle joining the stations, atmospheric 
absorption became so pronounced that the reflected wave was undetectable. 
Although this is only an isolated case we believe it to be evidence of intense ioniza¬ 
tion at a considerable height, since the absorptive and refractive influence of 
ionization only become of importance when the pressure is so reduced that the time 
between two collisions of an ion with gas molecules is of the order of the electric 
wave frequency. 

As we have already recorded, we have frequently found that a magnetic storm 
has been accompanied by abnormally high ionization in the lower region, though a 
correlation is by no means invariably found. We can only say that if there is a very 
big magnetic storm the ionization in region E is increased. In this connexion it is 
important to note that when from any cause, such as a magnetic storm or thunder¬ 
storm, J?-region ionization is increased, there is not usually a corresponding increase 
in region JP. In fact we have on some days found conditions the reverse of normal, 
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JF-region ionization being greater than that in F region. We can therefore safely 
conclude that the agency or agencies which cause such abnormal ionization in 
region E is not the same as the agency (i.e. ultra-violet light) which ionizes both E 
and F regions in the normal manner. 

The known influence of solar activity in terrestrial magnetism, which is shown 
by recurrence tendencies connected with the solar rotation-period of 27 days, 
naturally suggests the examination of our maximum ionization data for such 
recurrence tendencies. It has already been shown by various writers that periodo- 
gram analysis of long-distance signal-intensity data show evidence of such a 
periodicity corresponding to solar rotation. In this connexion it should, however, be 
pointed out that signal intensity is often an ambiguous index of ionospheric ioniza¬ 
tion, for it is well known that increase of ionization may, owing to absorption 
limitation, result in a reduction of signal intensity, whereas in other cases such an 
increase, by the removal of electron-limitation, may cause just the reverse result. 
No such objection applies to ionospheric-ionization measurements for the lower 
region as deduced from the critical penetration frequency, so that such data are of 
the type most suitable for comparison with other geophysical data. But although an 
examination of the smooth curve drawn through the weekly values does give a 
slight suggestion of a recurrence tendency with a period of 27 days, we do not believe 
that the data are sufficiently detailed for this result to be accepted with confidence. 
It is quite clear that daily readings are necessary, and it is hoped that it will be 
possible to obtain them in the future. 
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APPENDIX 

In a paper previously referred to* C. T. R. Wilson discussed the effects of 
thunderclouds on the rarefied regions of the upper atmosphere. Even if there were 
no ionized regions due to other causes, Wilson showed that the electric forces due to 
thunderclouds were sufficient to cause one. Also, he showed that if an ionized 


• DisctisHon on ionization in the atmosphere^ Nov. z8,1924. See Proc, Phys, Soc. 37 ,32 D. (1925). 
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region already existed the electric forces between such a layer and the thundercloud 
would produce ionization by collision, so that discharges between the cloud and the 
layer would probably take place. 

It is of interest to consider in greater detail the processes pictured by Wilson, 
taking into account the variation of air pressure between the cloud and the layer. In 
doing so we shall be obliged, to some extent, to idealize the problem. We shall 
assume that the layer consists of highly-ionized air and plays the part of the filament 
in a large-scale diode, the positive head of the thundercloud acting as the corre¬ 
sponding anode. The actual state of affairs is shown inverted in the accompanying 
figure. 
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Figure 3. 

Let i be the current per unit area flowing in the direction of the height h. If (Tq 
is the pressure of the air at the level of the layer, the pressure a at height h is equal 
to where H is of the order of 10 km. Let E be the electric force,/) the space- 

charge density, and k the ionic mobility at any height. If we assume that the 
mobility is proportional to the pressure, k is equal to where is the mobility 

of the ions at the level of the ionized layer. 

From Poisson’s equation we have 


dEjdh — ^TTp 

.(0- 

Also the equation of current continuity may be written 



.(2). 

, dE ± 7 rie^l^ 
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.(3). 

or - £0=* (pVH - i) 

.(4). 

where E^ is the field at the surface of the layer. If the current 
limited, Eq^ is equal to zero, so that we have 

is space-charg( 


.( 5 ). 


as the representative space-charge equation. 

To make an estimate of the vertical current we assume that the field near the 
thundercloud is, say, i/io of the sparking value, that is 10 e.s.u./cm.; we take H as 
10 km. and h as 80 km. The value of is most uncertain, but if the pressure of the 
air at 80 km. is of the order of o-oz mm., must be at least 10^ e.s.u. Thus i 
calculated from (5) is 1*3 x e.s.u. or 4*3 x A./cm? 
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If the field increases two-fold this current is increased four times. But on the 
other hand the estimate is probably a high one, in view of the fact that we have 
considered the positive charge on the cloud to act as an infinite plane. According to 
Wilson’s theory of the maintenance of the earth’s electric charge and the air-earth 
current we are to regard thunderstorms as supplying positive ions to the upper 
layer, where they diffuse all over the globe and become the downward current in 
regions where there are no thunderstorms. We can, however, easily see how a 
thundercloud can contribute the J A. of current which the 2000 thunderstorms, in 
action at once, are required to supply in order to maintain the whole downward 
air-earth current of 1000 A. 

It should be noted that either in the thunderstorm case or in the fine-weather 
case there are to be found space charges both near the ground and near the layer. It 
is easily shown that there is a certain height at which the space charge is a minimum. 
From (2) and (5) we have, eliminating £*, 
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which expression is a minimum when = 2, that is to say about 7 km. below the 
layer boundary. 

It is also of interest to follow up Wilson’s suggestion that the ionization current 
between the layer and the upper part of the cloud will be augmented by ionization 
by collision. This should most readily take place where the ratio of the electric 
force to the pressure is a maximum, that is to say, where is a maximum. 

With the aid of (5) it is easily shown that this condition obtains at A = 07 //, or at a 
distance of 7 km. below the layer. 

Let us compare the values of Eja at this height of 7 km. and also at the top of the 
thundercloud where h == 80 km. 

We have, on substitution, 



= 27. 


In other words, when the field near the cloud is only i /ay of the sparking value, the 
field at a distance of 7 km. from the layer has reached sparking value and the 
production of intense ionization currents takes place. This result suggests that 
perhaps the first effect of a thunderstorm would be to produce a subsidiary region 
of ionization about 7 km. or so below the Kennelly-Heaviside layer. 

The electric charge required to give the increased ionization observed is con¬ 
siderable. The volume in question cannot be much less than i km? and a simple 
calculation from the wireless data shows that the electric density must be of the 
order of 100 coulombs (of electrons) per km? or 10® coulombs (of ions) per km? The 
simple discharge of the positive head of a thundercloud into the upper layer is 
evidently not sufficient to produce such intense local ionization, and it is clear that 
the electric charges must be considerably augmented in some way by the processes 
of ionization by collision. 
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DISCUSSION 

Prof. S. Chapman. I am much interested in the authors’ estimate of the varia¬ 
tion of ionization in the E layer in the course of the sunspot-cycle; it is of the same 
order as the sunspot-cycle variation in amplitude of the solar diurnal variation of 
terrestrial magnetism. The corresponding lunar diurnal magnetic variation, on the 
other hand, shows a much smaller dependence on the sunspot epoch, and for long 
I have interpreted this as indicating that there are different ionizing agents in the 
two regions in which these magnetic variations arise. I hope that radio evidence 
bearing on this difference will in time become available. 

Dr D. Owen. It appears from the formula on which the disseminations of 
maximum ionization content are based that an estimate should be attainable of the 
thickness of the lower or E layer of the ionosphere. According to the interpretation 
given on the first page of the paper, as the critical frequency of the electric waves 
rises, so the reflecting stratum concerned gets higher. If, then, the time of the 
double journey is measured for a series of frequencies up to that required for 
penetration of the layer, the depth of this should be deducible. It would be 
interesting to know if the authors could give an estimate of the thickness obtained 
in this way, and of its dependence on time of day or the seasons of the year. 

Mr F. E. Lutkin. In connection with the seasonal variation in ionization of the 
E region as shown in figure 2, while at first sight the annual variation immediately 
drives one to attribute this to changes in the sun’s zenith distance, in view of the 
close correlation, mentioned in the text, between the thunderstorm index figure and 
ionization for each day irrespective of abnormality, I would suggest that some at 
least of the seasonal variation may be attributed to the seasonal variation of thunder¬ 
storm activity. The fact that the mean summer (July-August) level of the thunder¬ 
storm index amounts to 3*1 of the winter (November-December) value is in itself 
significant. The higher ionization at Washington, referred to in the paper, might also 
be looked for in view of its proximity to the West Indian tropical thunderstorm belt. 

Authors’ reply. The agreement between our estimate of the variation of ioniza¬ 
tion in region E over the sunspot cycle with that previously calculated by Professor 
Chapman for the corresponding variation in conductivity of the layer responsible 
for the solar diurnal magnetic variation is perhaps one further example of the 
gratifying way in which the results obtained by magnetic and wireless methods are 
converging. Curves in which equivalent height is plotted against electric wave 
frequency can be drawn, so that it is possible to.estimate the depth of penetration as 
suggested by Dr Owen* but as yet no data are available which would enable one to 
decide whether this depth varies diurnally and seasonally. We certainly agree with 
Mr Lutkin that it is not improbable that thunderstorms may be contributing to the 
seasonal variation of ionization. But in this connection it must be remembered that 
during the solar eclipse in Canada on August 31, 1932, Dr J. Henderson found that 
the temporary withdrawal of the sun’s ultra-violet light caused a 60 per cent re¬ 
duction of the ionization in region E. 

• See Proc, Phys, Soc. 42, 336 (1930). 
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AN AUTOMATIC RECORDING METHOD FOR WIRE- 
LESS INVESTIGATIONS OF THE IONOSPHERE 

By J. A. RATCLIFFE, M.A. and E. L. C. WHITE, B.A. 

Cavendish Laboratory, Cambridge 

Communicated by Prof, E, V, Appleton^ FJR..S.^ January ii, 1933, Read February 3, 1933. 

ABSTRACT, An apparatus for continuous automatic recording of the equivalent height 
of wireless echoes returned from the ionosphere is described. The Breit and Tuve method 
is employed, and both the transmitter and the time base at the receiver are synchronized 
with the a.c. mains. Some specimen records are reproduced and are used to illustrate the 
normal diurnal variation of equivalent height. Attention is directed to a common abnormal 
occurrence of increase of ionization in the lower or E region during the hours of darkness, 
without a corresponding increase m the upper or F region. Reasons are given for supposing 
that this may be due to the ionizing action of storm clouds, as suggested by C. T. R. Wilson. 


§1. INTRODUCTION 

D uring the last few years much information has been obtained about the 
electrical condition of the ionosphere**^ by interpreting wireless signals 
returned from it. The two most useful methods have been the frequency- 
change method of Appleton and Barnett and the echo method of Breit and Tuve. 
The results have generally been obtained during rather infrequent ‘‘ all night runs,’* 
in which photographic records of the effective height of the deviating regions were 
made at intervals of ten or fifteen minutes. The results showed considerable variation 
from night to night and it is difficult to know what should be taken as typical of the 
normal night behaviour and what should be taken as abnormal. As is usually the 
case with geophysical phenomena, it is necessary to observe contii^uously and daily 
in order to deduce the normal behaviour. Clearly this is impossible unless an 
automatic recording apparatus is devised which will work without attention for long 
periods at a time. A short preliminary account of such an apparatus, for making 
automatic records of the effective height of the reffecting regions in the ionosphere, 
has already been given^*\ The present paper is a full account of this apparatus to¬ 
gether with a discussion of some of the more important results which have so far 
been obtained from the automatic recordsf. 

• The terni “ionosphere*' has been suggested to denote the ionized regions of the upper atmo¬ 
sphere. 

f While the work now to be described was being carried out some other preliminary reports of 
similar work have been published*3). 
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§2. APPARATUS 

A method of continuous visual observation, which however did not give auto¬ 
matic records, has already been described by one of the present authors^*\ The 
present method is, in principle, the same as the visual method, with some important 
modifications required to make it yield automatic photographic records. 

The Breit and Tuve echo method is employed. 

A transmitter is caused to emit short wave-trains of radio-frequency at regular 
intervals of sec. The duration of the wave-trains, or pulses, is io“^ sec. On 
arrival at a nearby receiver (about i| km. from the transmitter) the wave-trains are 
amplified and rectified, and the resulting direct current pulses are applied to the 
vertically deflecting plates of a cathode-ray oscillograph, to the horizontal deflecting 
plates of which a linear time base, synchronized with the frequency of occurrence of 
the pulses, is applied. As a result, a stationary pattern of the form shown in figure i 



Time or equivalent height 

Fig. I. Appearance of stationary pattern on oscillograph screen. 

G, ground wave; R, reflected wave (echo). 

appears on the oscillograph screen, owing to persistence of vision. The peak marked 
G corresponds to the reception of the ground wave, and occurs simultaneously with 
the emission of the pulse from the transmitter, the time of travel over the distance 
of I ^ km. between transmitter and receiver being negligible. The peak marked R 
represents the reception of the signal after it has been returned from the ionized 
regions of the upper atmosphere, with a time lag of a few milliseconds. From the 
time lag t the equivalent height h' of the ionized region responsible for the return of 
the ray may be deduced from the relation h' ^ c being velocity of light in free 
space. 1 he displacement of the peak R from the peak G is thus proportional to the 
equivalent height of the deviating region; and if we slowly draw out the pattern in 
a vertical direction, shall have immediately a graphical representation of the 
changes of equivalent height of the deviating region with the time of day. 

This is accomplished by forming an image of the pattern on a strip of photo¬ 
graphic paper which is moved at about one inch per hour in a vertical direction. The 
receiver is arranged to saturate for large signals, so that for all intensities of the signal 
greater than a certain limiting value the tips of the peaks G and R lie on the same 
horizontal line. An image of this line is formed on a slit covering the photographic 
film, figure 2. 

The chief feature of the present apparatus, as distinct from that previously 
described, is the method of synchronization of the oscillograph time base with the 
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transmission of the pulses. For automatic operation, when the apparatus is left to 
itself for as much as twelve hours at a time, this synchronization must be of a much 
higher order than that previously achieved by means of a flashing-neon lamp circuit. 

Practically perfect synchronization has been attained by using the same a.-c. 
supply mains to control both the generation of the pulses and the oscillograph time 
base. The method of control at the transmitter and receiver will now be described. 



Fig. 2. Optical arrangement for photographic recording. O, oscillograph screen; L, lens; 55 , slit; 
FF, bromide paper film, driven past 55 by the rotating drum £>; F, image of echo pattern 
formed by L. 



Fig. 3. Circuit of transmitter. Cj, 01 /aF; C3, 0 01 /aF; L2, 016 H\ 5000 O; 7 %, thyratron; 

Ki, pulse-amplifier; F,, modulator; V^y oscillator. 

Transmitter, The transmitter consists of a valve oscillator Fg, figure 3, arranged 
in a simple Hartley circuit, controlled by the modulator in series with it. The grid 
of Fg is normally so negative that no anode current can flow in Fg and Fg, but at 
7r\,-sec. intervals its potential is made zero for an interval of lO”^ sec., thus allowing 
the transmitter to radiate for this short time. 

The required short unidirectional pulses on the grid of Fg are generated by the 
thyratron Th and its associated circuit. The potentials of the anode and grid of the 
thyratron are varied at the frequency of the a.c. supply but the potential of the grid 
is caused to lag about 90° behind that of the anode by means of the inductance 
and resistance , so that the arc strikes when the anode potential is near its maximum 

value. When striking occurs, almost the whole of this potential is suddenly thrown 
across jRg, and excites free oscillations in the circuit Cg Lg (completed by Th and 
Cl). The constants are so chosen that the first half oscillation occupies about 
10*^ sec., and the damping, combined with the excessive negative bias on Fg, is 
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sufficient to prevent the further oscillations from having any effect, figure 4. The 
half oscillation is amplified by Fj and applied to the grid of Fg. 

The length of the pulses can be altered to suit any purpose by adjustment of the 
constants C^, whereas the frequency of occurrence is determined by that of the 
a.c. mains (50 per sec.). 



Fig. 4. Production of short pulse from heavily damped oscillation in circuit figure 3. 

All filaments in the transmitter are fed from the a.c. supply and the two h.t. 
supplies are derived from rectifiers. Also, the grid bias for Fg is obtained, in effect, 
from the h.t. for F^, so that the whole apparatus runs entirely off the a.c. mains. 
As it contains no mechanical moving parts it requires no attention whatever, and has 
often been left running for three or four days continuously. Its starting and stopping 
may easily be controlled automatically by a time switch. 

The transmitting aerial consists of a half-wave horizontal aerial supported at 
a height of 45 ft., and fed by a single-wire transmission line, adjusted as described 
by E;veritt and Byrne^^\ 

Receiver. The signals are received on a loop aerial, or a horizontal aerial, to which 
reaction is applied by an entirely independent valve. This considerably increases the 
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sensitivity vtithout introducing valve “noise.” A screen-grid valve in conjunction 
with a local oscillator is used to convert the signal to a frequency of no kc./sec., at 
which it is amplified by a three-stage resistance-capacity-coupled screen-grid inter- 
mediate-frequency amplifier, with band-pass filters for the input and output. The 
damping and coupling in the filters is arranged to give sensibly uniform amplifica¬ 
tion for frequencies from 100-120 kc./sec. The output filter feeds a push-pull grid 
detector stage and Fg, figure 5. The advantages of this system are that it responds 
to very high modulation frequencies, and gives no appreciable amount of inter¬ 
mediate-frequency current in the anode circuit. 



Fig. 5. Circuit diagram of time base and of final stages of receiver, Vg, Push-Pull rectifier; 

Vg, Fio, L.F. Amplifiers; Fu, R, C, Time-base generating circuit; F^, Time-base amplifier; 

Vis, Calibration-oscillation synchronizer; ^14 y Calibration-oscillation generator. 

The rectified output has the form of short unidirectional pulses similar to those 
used for modulating the transmitter, and after amplification by two resistance 
coupled low frequency stages Fg and Fjo it is applied to the vertically deflecting 
plates S, S of the oscillograph. The pulses arriving at the grid of Fjq are negative, so 
that if the h.-t. supply for this valve is limited to about 60 volts or less a small echo 
suffices to reduce the anode current to zero and produce the maximum deflection, 
and any increase of intensity cannot increase the deflection. This is the “saturation 
device ” mentioned above. 

Synchronized time base. The synchronized linear time base is provided by a 
battery of 150 volts charging a o*i-/xF condenser C through a o*5-f2 resistance /?, 
figure 5. While it is rising through the first 15 volts the potential across the condenser 
is practically proportional to the time, and this potential is amplified by Fjg and 
applied to the plates T, T of the oscillograph controlling the horizontal deflection. 
The condenser C is arranged to be rapidly discharged by the valve Vn once during 
each cycle of the a.c. supply, which is the same supply as that controlling the 
thyratron at the transmitter. This discharge takes place during part of the positive 
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half-cycle of the a.c. supply to the grid of During the rest of the cycle this 
grid is so negative that no anode current can flow, negative grid bias being supplied 
by the battery, so that the rate of charging of C is unaffected by the presence of 
the valve The time scale can be made as open as desired by suitably altering 
C and R, When it is made very open the spot traverses the oscillograph screen in 
a small fraction of a cycle and remains at the end of its trace for the remainder of the 
cycle, owing to flow of grid current which occurs in as soon as the potential 
across C is equal to the potential of the bias battery; eventually C is again dis¬ 
charged by F|i. The time base is calibrated, both for uniformity and for absolute 
rate of movement, by the low-frequency oscillator F14 which has a frequency of 
750 per sec., and is synchronized to the 15th harmonic of the a.c. by F13, so that 
when the switch K is closed a stationary sine wave would be seen on the oscillograph 
if it were not for the saturating device (i.e. the low anode-potential on which 
flattens the positive half-cycles. Thus a broken line is photographed on to the film 
through the slit. These calibration lines are automatically registered on the films for 
a few seconds at each hour, serving also as timing marks. The period of the broken 
line is ^ sec., corresponding to an equivalent height of \ c or 200 km. 

The camera consists simply of a revolving drum round which the film passes 
immediately behind a slit about i mm. wide. An ordinary achromatic camera lens 
of focal length 5 in. and nominal aperture f /6 is used to form an image of the 
oscillograph pattern on the slit, at a magnification of about unity (see figure 2 above). 
The film used is sq-mm. paper bromide film. The drum is driven through reduction 
gears, by a synchronous a.c. motor, to ensure constant speed, so that the film speed 
is about I in./hr. 

A Cossor cathode-ray oscillograph with a “photographic-type*^ screen is em¬ 
ployed, and with only 400 volts on the anode it is found to give ample intensity. 
Under these working conditions the life of the tube, even when run continuously, 
is found to be very satisfactory. 

§3. DISCUSSION OF RECORDS OBTAINED 

Normal behaviour. The main object of taking automatic records of the kind 
described here is to discover what is the normal type of variation of the equivalent 
height with time of day, and how this variation alters throughout the year. It is also 
possible that the occurrence of days showing a departure from the normal type may 
be correlated with the occurrence of other geophysical phenomena, such as magnetic 
storms. At present the apparatus has not been operating for a sufficient time for 
yearly variations to be investigated or for extended correlations with other pheno¬ 
mena to be attempted. Sufficient records have been obtained, however, to indicate 
clearly what is to be considered as normal behaviour, and to point to a very common 
type of abnormal behaviour. 

The plate shows some typical records obtained with the apparatus here described. 
A in the plate is a reproduction of a night-time record obtained on ist~2nd June 1932 
on a wave-length of 100 m. It starts at 1800 G.m.t. and finishes at 0830 G.m.t. The 
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hours are marked by the vertical calibration lines. These lines also serve as a 
calibration for effective height. The distance between the ends of two successive 
dashes in a line corresponds to an effective height of 200 km., as is indicated at the 
side of the record. 

This record gives an example of what we have found to be the normal summer¬ 
time behaviour on this wave-length. During the day reflection takes place from the 
E region at an equivalent height of about 120 km. This is seen on the record between 
1810 and 2100 hours. Multiple reflections from this region give marks on the record 
corresponding to equivalent heights which are integral multiples of 120 km. (e.g. 
between 1850 and 2100 hours). At about 1830 hours reflection from an effective 
height of about 260 km. becomes apparent {F region). An overlap between the E 
and F regions usually occurs; if it appears to be absent a stronger transmitter would 
probably show it up. Finally the E reflection vanishes completely and we are left 
with the F reflection alone. The time of this final transfer from J? to F is 2100 hours. 

Whenever the E region is recorded its height is nearly 125 km.; the extreme 
limits recorded over two months’ observations on this wave-length are 114 and 
138 km. This indicates the existence of a sharply defined layer at this height. The 
effective height does not increase appreciably before the E region gives place to the 
F region. On records obtained with this wave-length there is no doubt about the 
discontinuity of the jump from the E to the F region. It is always recorded as a 
discontinuity as shown in A in the plate, and has never been recorded as a gradual 
increase of height. This is important in view of doubts which have recently been cast 
on the two-layer hypothesis of the ionosphere*. 

When reflection from the F region is properly established the effective height of 
the region rises gradually to about 280 km., and then the echo splits into two com¬ 
ponents having different effective heights, as shown at 2330 hours. The uppermost 
of these (F") then rises rapidly to about 500 km. and finally disappears at about 
0210 hours. In the record of the plate the other component (F') of the split echo 
remains throughout the night. This occurs only under suitable conditions of wave¬ 
length and ionization. A more usual behaviour is for the lower component to rise 
rapidly to an effective height of about 500 km. and then to disappear an hour or two 
later than the upper component. This behaviour is shown in record B in which F^ 
ceases to be reflected at 2220 and F' ceases to be reflected at oiiof. 

There is next an interval during which no reflection takes place. About 30 
minutes before sunrise, reflection of F' once more begins, at first at a great effective 
height (500 km.), but the effective height decreases rapidly. About an hour after¬ 
wards F" appears and decreases in height to coalesce with F'. In C in the plate the 
drop of F' is seen at 0645 and that of F** at 0715. In this record F^ appears to rise 
again and come down finally at 0815. In A in the plate the drop of F** occurs at 

♦ It is, however, noticeable that, with records obtained recently on a wave-length of 175 m., there 
are distinct signs of a gradual change in effective height from the F region to the E region near sunrise. 

t In 5 , C and D in the plate the dotted nature of the records is due to the fact that a special 
polarized receiver was used, which vas switched so as to receive only F' or F*, The dashed line at 
the top of the record is made by an indicating device. An account of this receiver will be published 
elsewhere; for the purposes of the present paper the broken lines should be imagined to be completed. 
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0330 hours. An hour or two after sunrise, which here occurred at 0350, the effective 
height of the F region has dropped to about 260 km., and the E region at 125 km. 
begins to appear, and remains throughout the day. 

The most interesting feature of this normal daily behaviour is the splitting of the 
echo from the F region. This behaviour is similar to that previously described by 
Appleton and Builder^"^^ and ascribed by them to the effect of the steady magnetic 
field of the earth. It is supposed that, during the night, the electron-density in the 
F region decreases until it is no longer sufficient to reduce the refractive index to 
zero for one of the elliptically polarized waves, which may be propagated, according 
to the magneto-ionic theory, so that this wave will cease to be reflected (disappearance 
of F"), There will still be enough electrons, however, to reflect the other elliptically 
polarized wave F\ and the recombination has to proceed for about another hour 
before this in turn ceases to be reflected. 

It may be shown that the refractive indices and /jl^ become zero for the two 
waves for the following values of critical electron density N. 

fio o when AT ^ N„ 

fie" o when iV ^ • 

2 4 ^ 2 ] pj 

Here [Iq and refer to the ordinary wave, and and to the extraordinary wave, 
w, e are mass and charge of electron, 
p the angular frequency of the wave, and 
/>! ^ Hejmc where H is the earth’s field in gauss. 

I'he time interval /, between the vanishing of F" and F' therefore gives us the time 
which must elapse for the maximum electron-density in the ionosphere to change 
from Nq to Np . If this decrease is due to the recombination of positive and negative 
ions with a recombination coefficient a it may be shown that 

N, No' ■ 

Thus from the observed time t taken from the records it is possible to calculate a. 
The results so far obtained show that the time interval t is somewhat variable. The 
variability may be due to the fact that the maximum of ionization does not occur at 
the same height from night to night, so that the pressure and hence the recombina¬ 
tion coefficient is different on different nights, or it may be due to the fact that, even 
during the night, some hitherto unknown cause of ionization is present^"*. The order 
of magnitude of this variation is from 20 min. to 3 hr. and the mean time is about i hr. 
for a wave-length of 100 m. This gives a == 1-5 x io~®. In view of the uncertainty of 
our knowledge of the atmospheric pressure at these heights and of the magnitude 
of the recombination coefficient at low pressures, a comparison of this value with 
the theoretically predicted value would not seem to serve any useful purpose. 

• It may be that effects of this kind are correlated with the abnormal behaviour described on 
the next page. 
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However, this value agrees fairly well with that of 9 x io~® found by Eckersley 
by quite a different method*. 

An interesting feature of the splitting phenomenon is the very great effective 
height which the two echoes attain before they ultimately vanish. In interpreting 
this phenomenon it must be remembered that the effective height depends on the 
group velocity of the waves. In the presence of a steady magnetic field the group 
velocity is related in a complicated way to the phase velocity, but it can be shown 
that even in the general case the group velocity is approximately equal to the reci¬ 
procal of the phase velocity. At the highest point of the trajectory, where the 
ionization-density reaches the critical value, the phase velocity is very great and the 
group velocity is therefore very small. The total time of travel of the group is there¬ 
fore determined, to a large extent, by the geometrical distance over which the electron 
density is nearly critical. When the wave is just on the point of penetrating the F 
region entirely, reflection takes from a point where AT is a maximum and the ioniza¬ 
tion-gradient is gradual. A considerable length of the geometrical path is then 
traversed with the ionization-density nearly critical and with the group velocity 
abnormally small, so that the tcftal time is considerably lengthened. When there are 
more than enough electrons to reflect the wave, reflection takes place from a point 
where the gradient of ionization is sharper and only a short length of the geometrical 
path lies in the region of critical ionic density, and hence of small group velocity, so 
that the group retardation effect is less noticeable. There must, of course, be an 
increase of geometrical path in going from the place where the ionization is not 
critical to the place where it is critical; but this increase is probably much smaller 
than the apparent increase due to the low group velocity. The present experimental 
method does not enable this increase in geometrical height to be determined. 

Abnormal behaviour. It has been pointed out above that on most records for these 
wave-lengths the A-region echo disappears and gives way to the F-region echo 
round about sunset, and appears again round about sunrise. This we call the “nor¬ 
mal “ behaviour. On several occasions, however, it has been observed that after the 
E echo has disappeared in the usual way near sunset, it has reappeared for a few hours 
round about midnightf. It has then disappeared again and reappeared at sunrise in 
the normal way. In the typical cases there is always an interval between the dis¬ 
appearance of the normal E echo at sunset and the appearance of the abnormal echo. 
It appears that this must imply an increase in the F-region ionization during the 
nudnight hours. This cannot be due to any ionizing influence which is propagated 
rectilinearly from the sun, for sunset at a height of 100 km. occurs 40 min. after 
ground sunset. Now from the correlation between sunrise and the incidence of the 
normal E echo in the early morning, it is fairly certain that the normal F-region 
ionization is produced by something which is propagated rectilinearly from the sun, 

• Although, for comparison with Eckersley’s value, we have here calculated the recombination 
coefficient a, it is by no means certain that the electrons are lost by recombination; they may be 
rendered ineffective by attachment to neutral molecules. 

t Similar observations have been recorded by Appleton and Naismith<®>, Schafer and Goodall< 7 ), 
and Ran2i<®>. 



4 o8 J. a. Ratcliffe and E. L. C. White 

either ultra-violet light or uncharged corpuscles. There thus appears to be reason 
for supposing that the abnormal E ionization and the normal E ionization are due to 
different causes. This supposition receives support in another way from our 
records. The incidence of the normal E region at sunrise is always closely correlated 
with an increase of the ionization of the F region. This is shown, for example, in the 
record A in the plate in which the appearance of the E region is preceded by a 
joining together of the two components of the split F echo and by a marked decrease 
in the effective height of the F echo as a whole. It looks as though the ionization 
of both the F region and the normal E region is increased simultaneously by an 
ionizing agent propagated rectilinearly from the sun. It is quite different, however, 
with the abnormal E region, as it appears from some of the records that the 
increase of ionization which is responsible for the appearance of this region is not 
accompanied by a corresponding increase of ionization in the F region. Thus in D 
in the plate reflection of the F echoes ceased at 2415 and 0205 and began again at 0715 
and 0745 in the ordinary way. It seems fairly certain that between 0205 and 0715 
there were not enough electrons in the F region to produce reflections. It is, however, 
found that between 0330 and 0530 reflection took place from the E region with such 
intensity that four reflections were recorded, and this without any reappearance of the 
F region echo. The E region had therefore been ionized to a density sufficient to give 
an echo, without any apparent increase in the F-region ionization. There seem to be 
two possible explanations of this occurrence. Either the abnormal E region is ionized 
by some influence which comes from outside the atmosphere and is capable of 
passing through the F region without ionizing it, or the ionization is produced by 
some source situated below the E region, so that its influence will be felt by the 
E region more strongly than by the F region. If the first of these alternatives is 
supposed correct it must further be supposed that the ionizing agent is not pro¬ 
pagated rectilinearly from the sun. A stream of charged particles coming from the 
sun and deviated by the earth’s magnetic field so as to reach the dark side of the 
earth is a possible source of ionization of this kind. Such a stream would produce 
the most intense ionization near the end of its range, and so might ionize the E region 
without ionizing the F region. It has been supposed that the ionization due to such 
a stream is responsible for magnetic storms, and so it seems reasonable to look for a 
correlation between magnetic storms and the occurrence of the midnight E region. 
Over the limited period during which the apparatus has been running it has not 
been possible to find any such correlation. 

When we discussed with Prof. C, T. R. Wilson the second possibility, a terres¬ 
trial source of ionization, he pointed out to us that such a source was probably 
available in thunder clouds and shower clouds. In a discussion at the Physical 
Societyon ionization in the atmosphere he stated that “if there were no already 
existing conducting layer there is little doubt that a thunder-cloud would itself cause 
ionization in the upper atmosphere.” He discussed two possible mechanisms by 
which the thunder cloud or shower cloud might produce ionization in the ionosphere, 
(i) The electric field due to the electric moment of the cloud may itself produce 
ionization at heights above 80 km. where the pressure is sufficiently low; and (2) by 



Recording method for wireless investigations of the ionosphere 409 

its accelerating action on charged particles the electric held of a thunder cloud may 
produce very penetrating corpuscular radiation, which in turn may produce ioniza¬ 
tion in the ionosphere. It appears that clouds of this t5rpe may provide just such a 
terrestrial source of ionization as our experiments seem to indicate. In looking for 
a correlation between the occurrence of the abnormal E region and thunder clouds 
or shower clouds it is important to remember the following points stressed by Prof. 
Wilson. “ The vertical electric force at a point (at a height of 60 km.) may not be due 
solely to a thunder cloud vertically below it; all thunder clouds within a considerable 
area will contribute to it.” “It is possible that the electrical field of a large rain 
cloud, which would not be regarded as a thunder cloud, may be strong enough to 
cause discharge in the atmosphere above it.” 

The suggestion that storm clouds may be responsible for ionizing the lower 
region during the hours of darkness receives further support from Ranzi’s observa¬ 
tion that the appearance of the “ abnormal E region ” is correlated with the occur¬ 
rence of meteorological low pressure conditions. Our results entirely confirm his 
observations and seem to show an even closer correlation with thunderstorms and 
heavy rainfall. The observed feet that the associated storm centres may be some 
distance removed from the place of observation, suggests the possibility that the 
extra ionization produced by the storm may spread by diffusion in the E region. 

It is of special interest to notice that the echo from the abnormal E region in the 
night is much less absorbed than that from the normal E region in the da5rtime, as is 
evidenced by the large number of multiply reflected echoes which are received at 
night with sufficient intensity to be recorded. In spite of this, however, both types 
of reflection occur at approximately the same height. The explanation of these facts 
may be along two different lines; either the difference in absorption is due mainly to 
a change in the temperature of the ionosphere between day and night (the absorption 
depending on the collisional frequency and hence on the temperature), or the tem¬ 
perature remains roughly constant and the ionization-distribution changes, so that 
there is less ionization in the night-time in an absorbing region situated beneath the 
deviating region. The latter type of explanation would agree with a suggestion 
previously made, on quite different evidence, by Appleton and Ratcliffe^*®\ 
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DISCUSSION 

Mr R. Naismith. The rather sudden appearance of triple echoes from the 
E region, shown as D in the plate, suggests a very rapid increase in ionization. 
I should like to ask the authors whether they consider that the electric field due 
to the electric moment of a cloud and its accelerating action on charged particles 
could, under comparatively normal conditions (i.e. with no well-marked storm 
centre within a considerable area of the observing site) in these latitudes at mid¬ 
winter produce such a sudden increase in the ionization of /? region. It is perhaps 
unfortunate that the record chosen to illustrate the appearance of abnormal E echoes 
was taken on December i4*-is, 1932. On that particular occasion the largest 
magnetic disturbance of recent months took place, which strongly suggests that 
the abnormal ionization in E on this occasion was due to increased magnetic 
activity. It will be appreciated that the time of sunset (quoted at the foot of 
page 407) at a height of 100 km. will vary with the declination of the sun. 

Mr F. E. I^UTKiN. Mr Naismith has expressed doubts whether the record of 
abnormal night ionization in E layer, shown in record D for December 14, 1932, 
should be associated in midwinter with thunderstorm activity, and I must confess 
to surprise at finding a similar abnormality in E during the extensive anticyclonic 
conditions of January 25. Ranzi states that the majority of his cases of midnight E 
are associated with a depression at or to the north of his Italian station, and the 
authors express agreement with his findings. May I, therefore, suggest a mechanism 
which will hold good for Ranzi’s general condition and also for the winter cases 
quoted above. A depression to the north of Italy is associated with a meteorological 
front, a region of sharp temperature-contrast, where warm moist air is being forced 
up over cold air extending out over the Mediterranean. Because the area is over 
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sea, associated electrical phenomena will probably occur chiefly during the night 
hours. Similar low-pressure areas to the north or north-west of the British station 
will have similar fronts extending over the near Atlantic. Although no marked 
depression lay over the north of England on either of the dates referred to above, 
extensive frontal systems existed in the north Atlantic, and since the frequency of 
thunderstorms over sea areas varies very little with season there would be equal 
probability of finding night E from this cause all the year round, and doubts in 
connexion with the winter season disappear. I therefore suggest the possibility 
that midnight E indicates an electrically active front over the sea within some 
1000 km. of the recording station. Whether the longitudinal distance of the front 
from the station bears any relationship to the hour at which E is recorded might 
be worthy of investigation. 

Dr M. Taylor. The very elegant recording method described in the paper is 
likely to prove extremely valuable in wireless investigations of the ionosphere. On 
the theoretical side I think it would be very helpful if the authors would indicate 
the principles on which their theoretical discussion of group velocity is based. 
Prof. Appleton has discussed the meaning of group velocity in an ionized medium 
without the complications of two refractive indices introduced by an external 
magnetic field, and we are accustomed to the independence of the ordinary and 
extraordinary waves in a doubly refracting crystal in which the two refractive 
indices are constant. But in a medium of varying ionization under the action of 
an external magnetic field the refractive indices change continuously, and the 
ordinary and extraordinary waves, when they reach a place of different ionization, 
will each split up and produce an ordinary and extraordinary wave with refractive 
indices corresponding to the new ionization-density. Thus the ordinary and extra¬ 
ordinary waves cannot, without further investigation, be regarded as pursuing 
independent paths, as they may in a doubly refracting crystal, and this resplitting 
complicates the meaning of group velocity in the ionosphere. Hitherto I have 
looked upon the experimental results regarding split echoes of long delay, which 
the authors describe, as giving empirical evidence as to the nature of group velocity, 
which awaited theoretical explanation, rather than as experimental confirmations 
of properties of the medium predicted by theory. It would be very interesting if 
the authors could tell us shortly how to show that “the group velocity is approxi¬ 
mately equal to the reciprocal of the phase velocity.” 

Dr D. Owen. I think the Society is to be congratulated on the succession of 
interesting papers on the ionosphere recently presented by several workers in this 
field. The progress made in the technique of measurement is indeed remarkable, 
and has been duly followed by a stream of very interesting information. 

As to the effect of thunderstorms on the ionization of the E layer, is it con¬ 
sidered possible that there is an actual transference of ions, from a layer 10 km. 
from the earth to the E layer at, say, 100 km.? If so a considerable time-lag would 
seem to be required, and may perhaps have been observed. 
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Authors* reply. It does not seem to us that the sudden appearance of an echo 
from the E region necessarily implies a rapid increase of ionization, as suggested 
by Mr Naismith; the appearance of the multiple echoes simultaneously probably 
indicates merely an absence of absorption, as is mentioned in our last paragraph. 
The time given for sunset at lOo km. is only meant to be a rough value. We are 
aware of the effect of the sun*s declination, and are obtaining some interesting 
results in this connexion by recording the time of commencement of the F echo 
throughout the year. 

With reference to the remarks of several speakers as to the possible mechanisms 
of ionization of the abnormal E region, it will be clear from the paper that at present 
we are only suggesting possibilities, and a complete discussion must be postponed 
until further data are available. If, however, the phenomenon is to be ascribed to 
occurrences in the lower atmosphere, it seems reasonable to suppose that rain-cloud 
action of the type suggested by C. T. R. Wilson is the chief mechanism, and that 
any state of affairs which leads to the production of this type of cloud may be 
correlated with the phenomenon. In particular, if meteorological fronts prove to 
be correlated with the effects we have described, it must be in virtue of the fact 
that the appropriate type of cloud occurs in the frontal region. We are well aware 
of the importance of such fronts, and are engaged in exploring their connexion with 
our phenomenon; Ranzi himself* drew attention to their effect on wireless signals. 

We are aware that the record of December 14-15 coincided with an intense 
magnetic disturbance as well as with an extremely deep meteorological depression, 
and so far as this record alone is concerned either of our explanations may be the 
correct one. 

Dr Taylor’s remarks raise two points in which we have been specially interested. 
The first is that a single pulse sent into the ionosphere is often returned as two 
discrete pulses and not as a single broadened pulse such as might be expected from 
the ‘‘splitting and resplitting” argument which she outlines. Although we con¬ 
sider that there are theoretical reasons for expecting this behaviour when the 
properties of the medium change slowly with distance, it is sufficient to take it, 
from the point of view of this paper, as an experimental fact as she suggests. It 
then seems necessary to suppose that the original group is propagated, at each 
point in the medium, as two independent groups. I'his brings us to the second 
point: “What is the group velocity in a magneto-ionic medium with constant 
ionic density.?” In a uniform medium of this kind the ordinary conception of 
group velocity holds, and the group refractive index /x' is given in terms of the 
phase refractive index fi by the usual expression 

=i^+pdp 

where p is the angular frequency of the wave. In the absence of the magnetic field 

• Nuovo Cimento, 8 , 98 (1931). 
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the factor in the bracket is unity and ft' == In the presence of the magnetic 
field the magnitude of the factor can be estimated under any given conditions by 
sketching the curve of ft® against N for the frequencies + Ap and p — dp 
and performing the differentiation numerically. We have developed simple rules 
for sketching the curves of ft® against Ny and using these we find, for the wave¬ 
lengths here considered, that the factor is of the order unity except near ft == o, 
and then it becomes large. Near ft = o, however, the factor ft~^ itself becomes 
considerably larger and dominates the expression, so that, to a first approximation, 
we may take ft' equal to ft”-^ for all values of ft ; and in particular ft' is very large 
when ft is small, which is the deduction used in the paper. 

In reply to Dr Owen: we have not yet sufficient data to decide which of the 
mechanisms suggested by Prof. C. T. R. Wilson is most important in the ionization 
of the ionosphere by storm clouds. It seems fairly certain that an actual trans¬ 
ference of ions from the cloud to the E region is not so important as the production 
of ionization in, or near, the E region by the field of the cloud or by penetrating 
radiation produced by the cloud. 



414 


536.212.3:677.6 

THE TRANSMISSION OF HEAT THROUGH 

FABRICS^ 

By M. C. MARSH, M.A., Ph.D., F.Inst.P., Wool Industries 
Research Association, Leeds 

Communicated by Dr S, G, Barker, December 9, 1932. Read Febraury 17, 1933 

ABSTRACT. The results obtained in earlier papers^'**^ have been analyzed to determine 
the effects of air permeability and of perforations on the thermal insulating properties 
of fabrics. It is subsequently shown that there is a heat-interchange between the con¬ 
vection currents and the fabric which is important in considering the flow of heat through 
such insulators. 


§ I. INTRODUCTION 

A large number of thermal insulators, such as textile fabrics, are permeable 
to air and allow the transmission of radiant heat through their interstices. 
.. Such insulators generally have not a smooth surface, due to the interlacing 
of the constituent yam, and thus the measurement of surface temperatures as 
ordinarily understood is not possible. Because of their compressible nature, their 
power of thermal transmission is changed by such compression as would occur 
during testing in the usual type of thermal-conductivity apparatus. 

The thermal insulating properties of fabrics have been studied by the author^*’ 
by means of an apparatus involving two horizontal concentric cylinders maintained 
at different constant temperatures, in which the sample of fabric under test was 
supported as freely as possible in the resulting annular space in the form of an 
intermediate concentric cylinder. Guard rings eliminated end effects, and due 
experimental precautions were taken. 

The following were the dimensions of the apparatus. In every case a length 
of 25-0 cm. is used. The diameter of the hot inner cylinder is 5*50 cm. giving an 
area of 431 cm? The outer boundary is 1270 cm. in diameter internally and, unless 
otherwise stated, is considered as blackened. 

The results obtained for a very wide range of fabrics were expressed in terms of 
thermal insulating value (T.I.V.), i.e. the percentage reduction of heat flow caused 
by the fabric under the specified test conditions. The thickness of each fabric under 
a definite load per square centimetre was measured by means of an instrument 
previously described The air permeability and percentage hole-area (light 
transmission) were also determined. The thermal insulating values when plotted 
against thickness presented a series of points which were found to lie on a band on 
either side of a straight line which did not pass through the origin. This diagram 
was taken as a basis of discussion and it was suggested that the deviation of the 
points from the mean line is due to the differences in air permeability and light- 

• This paper forms part of a thesis approved for the degree of Doctor of Philosophy in the 
University of London. 
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transmission, which allow different amounts of air and of radiant heat to pass 
through the fabrics. In the previous paper on thermal transmission of fabrics this 
suggestion was not applied to the results obtained except in a general way. The 
object of the present paper is to test the validity of this suggestion in the light of 
the results obtained and to discuss the theories which may be involved. 

It should be noted that, throughout, hygroscopic equilibrium is assumed, and 
thus no heat is transferred by evaporation at the warmer, and condensation at the 
cooler, places. 


§a. EXPERIMENTAL RESULTS 

The results recorded for various fabrics in the previous papers have been 
examined to find the effects of air permeability and percentage hole-area (as 
measured by light-transmission) on the total heat-flow. As the fabrics were different 
in structure, material, emissivity and surface roughness (which is thought to cause 
increased convection from the surface), it is not to be expected that the thickness, 
hole-area and air permeability cited above will explain the whole of the phenomena 
of heat-transmission. This conclusion was confirmed for single results or groups of 
results, and no definite conclusions could be reached in this way. 



Figure i. 

As a fairly large number of results were available (about 130) it was decided 
to use a statistical method for their treatment. It was very necessary, however, to 
exercise caution in avoiding the employment of groups containing very small 
numbers of results. The thermal insulating values were plotted against the thickness, 
and this diagram, figure i, formed the basis of the andysis. The best straight line 
was drawn through the points by the simple method due to Awbery^'*^ This 
method consists essentially in finding the “centre of mass” of all the points and 
then determining what might be called the “mean gradient”* of the line joining 

• For the actual process used in finding the mean gradient, reference should be made to Awbery’s 
paper. 
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each point to the centre of mass. The “best” line has a gradient equal to the value 
so obtained, and passes through the centre of mass. 

Such a line was drawn on the diagram and a series of other lines parallel to it 
were added at regular intervals, dividing the points up into groups according to 
their distance from the best line. If the theory suggested above for heat flow and 
its dependence on air permeability and hole-area is correct, the fabrics corre¬ 
sponding to the points lying in the lowest groups should have the highest per¬ 
meability and percentage hole-area, and vice versa» Each point was therefore 
identified to its corresponding fabric and recorded in its appropriate group together 
with the full particulars of the fabric represented by it. 

On taking the mean permeability and light-transmission for each group, the 
general trend of the results could be seen. It was found that intervals of i per cent 
in thermal insulating value gave erratic means and were therefore too small, but 
intervals of 2 per cent were satisfactory. Larger intervals would have given too 
few groups. 

The best line may be considered as the relation between thermal insulating value 
and thickness for average fabrics. The other lines parallel to it relate to fabrics 
which, for a given thickness, differ in thermal insulating value from an average 
fabric by a certain number of units; i.e. they are fabrics in which there is a certain 
difference in heat-flow. It is, therefore, possible to assign to each group a mean 
excess heat-flow above the average which will henceforth be referred to as excess 
heat flow. It is a convenient quantity to consider in interpreting the physical 
meaning of the results obtained. 

Table i shows the results of this analysis. The figures shown in brackets are 
the mean values given by such small groups that no significance beyond general 
trend can be attributed to them. 

Table i 




Mean air per- 


Interval (in 
thermal-insulating- 
value units) 

Excess of heat- 
flow above mean 
(W.) 

meability of all 
points within the 
interval (cm? per 
cm? per sec. per cm. 

Mean percentage 
hght-transmission 
of all points within 
the interval 



head of water) 


— 8 to — 6 

•538 

(915) 

(36-2) 

~ 6 to — 4 

•38s 

680 

17-9 

— 4 to — 2 

•231 

230 

8-4 

— 2 to 0 

•077 

104 

4-2 

0 to 2 

- -077 

99 

4-2 

2 to 4 

- -231 

79 

4-2 

4 to 6 

- -385 

(28) 

( 4 - 6 ) 




The full-line curves in figures 2 and 3 show the relation between excess heat- 
flow and air permeability and percentage hole-area respectively. They show that 
there is a definite increase in heat-flow with increase in these quantities. Thus the 
early suggestions as to the curves of the variations of the points from the mean line 
on the (thickness, thermal insulating value) curve were feasible. 
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An attempt to anal)«e the result in the reverse way, i.e. by taking groups of 
values of the air permeability and percentage hole-area and finding the mean error 
from the best line for each group, was not so useful as it gave one or two very large 
groups and several very small ones. This method therefore is not considered here. 

The most distinctive feature of the curves is that each is made up of two parts 
of very different gradients. This is especially marked in figure 3, which shows that 
for several groups the average percentage hole-area is practically constant. The 
increase in heat-flow in this part must therefore be due wholly to the air currents 
through the fabrics. It will be seen from figure 2 that in this region there is 
approximately a linear relation between the excess heat-flow and air permeability. 



Figure 2. 
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It is necessary to explain the significance of the two parts of the curves and the 
very pronounced change in gradient, which is too great to be due to experimental 
errors. It is possible to suggest many mechanisms, but the one given below is 
the only one by which the author has been able to obtain any explanation of the 
bends in the curve. 


§3. DISCUSSION OF RESULTS 

In the curves for excess heat-flow against air permeability and hole-area 
respectively, shown in figures 2 and 3, the effects of air-flow and radiation are 
combined. It is necessary to separate these two effects. The radiation effect will 
be treated first, as its effects are more simply calculated and hence the air per¬ 
meability effect may be deduced. 

Suppose a hot body is giving off R units of heat per second towards a cold R 

boundary in front of which is a screen pierced with holes amounting to n per cent n 

of its area, and which has a temperature intermediate between the two. It is then 
obvious that «i?/ioo units of heat per second are transmitted directly through the 

28-2 






4i8 


M. C. Marsh 


holes in the screen to the cold outer boundary. Gregory has shown that as 
regards radiation a fabric behaves very nearly like a black body, so that for insulators 
such as these the small amount of radiant heat which may pass through the fabric, 
suffering one or two reflections in the process, is not significant. Attention may 
therefore be confined to direct transmission through the holes. The heat transmitted 
is proportional to the percentage hole area w, and R will subsequently be shown 
to be also a function of ti. As far as could be ascertained the literature contains no 
records of work, either theoretical or practical, on radiation from a body through 
a perforated screen to a cold boundary. The following method of consideration has 
therefore been adopted. It a hot body is radiating heat in an enclosed space, the 
distance of the colder boundary walls of such enclosure from the radiating body has 
no effect on the quantity of heat radiated. The outer boundary can therefore be 
moved for purposes of calculation to any convenient position. In the case of a 
perforated screen and the outer boundary considered here, it is possible to bring 
them into coincidence and so produce a composite boundary with patches at 
screen and boundary temperatures. If the absolute temperature of the hot body 
be To, that of the inner surface of the screen 2 \, and that of the cold outer boundary 
7*2, the conditions obtaining will be that (lOO - n) per cent of the surface is at 
and n per cent at 

Two methods may be considered for calculating the radiation from this surface. 
I'he radiation might be calculated from the fourth power of the mean temperature. 
This is incorrect since each element of area radiates according to its own absolute 
temperature and not in proportion to the mean temperature of the total area. It is 
therefore necessary to consider each infinitesimal area separately, and the individual 
radiations should then be summed and meaned. In the present case this process is 
simple and gives 


R - SAV jj’o'*- 

/lOO - n\ 


\ 100 / 



(I) 


where E is the emissivity, a the Stefan-Boltzmann constant and S the area of the 
radiating surface. This expression (i) assumes that the insulator and the outer 
boundary are both equivalent to black bodies, which assumption is true in this case. 
Thus the heat transmitted directly by radiation through the holes is 


nR 

loo’ 


which "“a in* - r.*- ( " ) 7-.< 

lOO ( ” V 100 / ^ Viooy ^ 


The two unknowns in this equation are E and Tj. It is possible to obtain 
approximate values of the emissivity by a consideration of the heat-loss by radiation 
from the bare cylinder, which can be calculated from Stefan’s law. Taking a as 
I 36 ^ io“^2 cal./cm?-sec. and the cold boundary at i2° C., i.e. according to the 
conditions of experiment, table 2 has been calculated for a black inner cylinder. 


Table 2 


Temperature-difference (° C.) 

0° 

5“1 

10° 

15 “ 

20° 

25° 

30“ 

Temperature of inner cylinder (° C.) 

12^^ 

17° 

22° 

27° 

32° 

37 ° 

42 “ 

Heat-loss, calculated (W.) 

0 

117 

2*39 

3-68 

5*05 

6*48 

796 
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Thus for a temperature-difference of 25° C., the heat lost by radiation if the 
cylinder was black was 648 W. Curves were given in the author^s previous papers 
for total heat-loss from the cylinder when the cold receiving surface was bright, 
and alternatively when it was black. At 25® C. the curve shows that the difference 
between the total heat-flows in the two cases amounts to about 27 W., and this 
must all be due to radiation; and since only radiation is affected by surface con¬ 
ditions this factor accounts for at least 27 W. It is not likely to account for much 
more, so that the emissivity may be taken as 27/6*5 = 0*42. This is of the same 
order as that obtained for paints with metallic bases 

The only unknown quantity left from the equation above is 7 \, and since it is 
unlikely to be below 25"" C. or above 35° C., a mean value of 30° C. or 303® K. 
has been taken for purposes of calculation. The difference from such a value is 
relatively small. The calculated values are shown by the dotted curve in figure 3, 
which indicates nothing which would account for the bend in the excess-heat-flow 
curves. 

Attention must therefore be directed to the (excess heat flow, air permeability) 
curve in figure 2. Since the relationship between the radiation effect and percentage 
hole-area is known, the radiation through the holes for each group can be calculated 
from the mean percentage hole-area. By subtraction of this value from the excess 
heat-flow, the effect due to the air permeability can be found. The result is shown 
on the dotted curve in figure 2. The distinct bend of the curve still remains, and 
it is therefore in this part of the excess heat-flow that the explanation of this bend 
is to be sought. 

In considering the flow of heat by convection through the fabric, it is first 
necessary to know the general form of the air current through the fabric. A model 
was therefore made consisting of two concentric tubes of the same diameter as the 
original apparatus, but only 8 cm. long. One end of the pair of tubes was closed 
by a metal plate and the other by a glass window, all joints being made airtight. 
The fabric was supported on a cylindrical metal framework which was mounted 
concentrically with the other cylinders and made air-tight contact at its ends with 
the metal plate and window respectively. Thus there was no passage for the air 
between the inner and outer annular spaces except through the fabric. After the 
inner cylinder had been heated from the inside for some time, puffs of smoke were 
admitted at various places near the inner cylinder, and the paths of the smoke were 
carefully watched. The general impression of the observations is shown diagram- 
matically in figure 4. The continuation of the smoke streams in the space between 
the inner cylinder and the fabric could not be very well observed, owing to the fact 
that there is another convection system of a similar nature in this space, and it is 
impossible to separate the two. 

It has been suggested that a convection system of the type illustrated could 
not be obtained if the inner and outer cylinders had uniform temperatures through¬ 
out their circumferences. While this may be strictly true, the differences in tem¬ 
perature between the various parts of the cylinders must be very small owing to the 
thickness of the walls and the methods of heating and cooling. 
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As the air percolates through the fabric, there is a transfer of heat between the 
air-stream and the solid insulator, and it will now be shown that the bend in the 
curve is due to this interchange of heat. In the attempt to do this mathematically 
two difficulties are at once encountered. One is that the exact law of heat-transfer 
from the air to the solid is not known. The other is that, if a simple law be assumed, 
the number of variables depending on each other renders the integration difficult. 
The present discussion is therefore not quantitative. It has been shown that the 
convection results in an outward flow of air through the upper part of the fabric, 
which is in the form of a horizontal cylinder in the experiments, and an inward 
flow through the lower part. It may also be safely assumed that the temperature 
of the fabric is between that of the cool air coming to the hot cylinder from below 
and that of the heated air leaving the cylinder at the top. Considering first the 
upper half, we note that the effect of the heat-transfer here is to cool the air and 
thus to diminish the total heat flowing out from the hot cylinder. In the lower half. 



the effect of the heat-transfer is to heat the air stream. This means that there is an 
increase in heat flowing towards the hot cylinder, which again is equivalent to a 
diminution of heat flowing away from the cylinder. It is clear, therefore, that in 
both halves of the fabric, as the transfer of heat between the air stream and fabric 
becomes larger, the total heat-flow will become smaller. 

The effect of the heat-transfer on the fabric must also be considered, since the 
total heat-flow depends to some extent on the temperature of the fabric. The 
consideration given above shows that the upper half of the fabric will be heated and 
the lower half cooled as a result of the heat-transfer. The two effects will thus 
neutralize each other to a large extent. 

In the case of textile fabrics, those of open texture (i.e. having a large number 
of holes and therefore a high value for light transmission) possess high permeability 
for air. The stream of hot air can thus pass directly through such holes without 
impedance, and hence the transfer of heat from the hot air to the insulator will be 
small, since the facilities for heat-transfer will be small. As the degree of such 
perforation decreases, as indicated by decreasing values of percentage hole-area, 
there comes a critical point when direct transmission of air is no longer possible, 
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so that in percolating through the material the air will follow a more or less devious 
path through the interstices. In this way the heat-transfer from moving air stream 
to fabric is greatly increased. If the texture is made still closer and therefore the 
hole-area still further decreased below this critical value, then obviously the heat- 
flow through the fabric should be less than that indicated by extrapolation from 
the part of the curve showing higher permeability values. It would therefore be 
expected that these two sets of conditions, more or less gradating into each other, 
which are obtained on either side of the critical value, will be indicated in the curve 
for air permeability and excess heat-flow by a distinct bend. In figure z such a 
bend actually does occur and is seen in the neighbourhood of 150 cm? per sec. 
per cm? per cm. head of water pressure. 

Inspection of fabrics has shown that, in general, those whose permeabilities 
are higher than 150 units exhibit distinct holes in the texture, whilst those below 
this value rarely allow any direct transmission of light. 

The change in the slope of the air permeability curve as indicated above is 
therefore attributed to the change in the mode of heat-transfer between the stream 
of air and the material, when the closer structure of the fabrics interferes with the 
free air-flow so that it changes its mode of percolation from direct to devious. Thus in 
consideration of heat-flow through air-permeable substances, the mutual influence 
of heat conditions and interchange of heat between the pervious fabric and the air 
stream is of importance. 

Awbery^^\ in a discussion of heat-conduction through a granular substance 
dispersed in a medium of different conductivity, refers to the effect of heat- 
interchange between the two components. He states that this interchange would 
cause deviation from certain relatively simple laws, but gives no mathematical 
analysis of the effect. This is a parallel case to that discussed in the present paper. 

§4. HEAT-LOSS FROM THE BARE CYLINDER 

In the discussion given in the previous section, it has been assumed that con¬ 
vection and radiation play a considerable part in the transfer of heat between the 
hot inner and the cooler outer cylinders. In order to check the validity of this 
assumption, the heat losses from the bare cylinder by conduction, convection, and 
radiation have been calculated. The results are shown in the curve, figure 5, from 
which it will be seen that the convection and radiation effects are both larger than 
the conduction effect. There can be no very great change in the relative magnitude 
of these effects when a fabric is introduced, and hence the assumptions used in this 
paper may be taken as justifiable. A few words are appended on the calculations. 

The conduction was calculated from the concentric-cylinder formulae, with a 
value of the thermal conductivity at 25° C. interpolated from those given by Kaye 
and Laby at 0® C. and 100° C. As the conduction is proportional to the temperature- 
difference 9 a straight line may be drawn through the origin and any calculated point. 

The only available information relating to convection from horizontal 
cylinders assumes that they are in an infinite volume of the cooling medium. In 
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the present case, however, the cylinder is enclosed concentrically in another nearly 
2\ times its diameter. With such an interspace there will be an approach to free-air 
conditions. The results of calculations made on that basis, however, will probably 
be too large, since the air approaching the cylinder will not have cooled down to the 
temperature of the outer tube. The heat-loss by convection from a horizontal 
cylinder has been found by many workers to be proportional to the {-power of 
the temperature-excess above the surrounding air, and also to the area of the 
cylinder. The factor in the equation connecting the heat-loss with these quantities 
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depends on the diameter of the cylinder, and from a table given by Griffiths and 
Davis a curve has been plotted from which it was deduced that, for a cylinder- 
diameter of 5-50 cm., the above-mentioned factor has a value of 5-3 x lO"*. Table 3 
shows values calculated thus for the heat loss by convection for various temperature 
differences. 

Table 3 

Temperature-diffeience 9 (°C.) 1 5 10 15 20 25 30 

Heat-loss by convection (W.) 0 096 0 72 170 2-91 4-04 5-35 672 

A similar table has already been given for the heat-loss by radiation, and these 
figures, multiplied by the emissivity which was found to be about 0-42, are plotted 
in figure 5 along with the conduction and convection values. Figure 5 also shows 




The transmission of heat through fabrics 423 

the total heat-loss found by experiment as being rather less than the total of the 
three calculated components. This no doubt is largely due to the actual convection 
value being less than that calculated^ owing to the assumptions regarding free-air 
conditions being hardly realized. 

When the logarithm of the total heat-loss is plotted against temperature- 
difference it is found to give a straight line. The slope of this line would indicate 
that total heat-loss is proportional to 
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DISCUSSION 

Mr J. H. Awbery. The paper gives a very interesting analysis, but I suggest that 
it may have read too much into the data. What is really known about the thermal 
insulating value as a function of permeability, after correction for radiation effects, 
is shown in the dotted curve of figure 2. 

Consider now the apparatus set up without any fabric. There would be convec¬ 
tion currents carrying heat from the inner to the outer cylinder. If a very open 
net of fabric is now inserted, it will make but little difference to the currents, and 
therefore to the heat-transfer. This is precisely what is found above permeabilities 
of about 170 units. Now reduce the permeability further, by using a finer mesh, 
and the currents are damped. They will carry less heat from one cylinder to the 
other, and this conclusion is quite independent of any knowledge of the detailed 
mechanism of heat-transfer at the fabric itself. The deduction is quite in accord 
with the curve, figure 2, and whilst it is independent of any considerations relative 
to heat-exchange at the fabric, it by no means proves that Mr Marsh's further 
conclusions are wrong. It only appears to render them superfluous. 

Author's reply. Mr Awbery’s explanation of the effect of air permeability on 
the thermal insulating value of a fabric is one that naturally occurs on the inspection 
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of the dotted curve in figure 2. It assumes, however, that fabrics which have a 
permeability above 150-170 units are open nets which have little or no effect on 
convection currents, while those below have a much closer structure which causes 
the currents to be damped. This arbitrary division is certainly not supported in 
practice. Many quite “solid** fabrics have a higher permeability than this, and 
to be termed a net a fabric would have to have a permeability of at least 1000 units. 
I should like to quote two experimental results to show that high-permeability 
fabrics can alTect the convection currents and hence the heat flow. In the course 
of the smoke experiments described in the paper, a fabric with a permeability of 
about 800 units was used and this was found to have an effect on the convection 
currents which could be very easily observed. Further, I have shown that when 
a very open wire gauze cylinder (91 per cent, hole area) was inserted, the total 
heat flow was reduced by 3 per cent. The permeability of the gauze would be 
practically infinite. I regret therefore that I cannot agree that the explanation of 
the bend on the dotted curve of figure 2 is as simple as Mr Awbery suggests. 
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ABSTRACT. An electromagnet suitable for many branches of research work is described. 
Special attention is paid to the construction of the coils, which are cooled by the circulation 
of oil. Some tests and experiments with a magnetic potentiometer are described. 


§ I. INTRODUCTION 


AN electromagnet was required for the investigation of the thermal and 
f \ magnetic properties of ferromagnetic substances. Enquiry showed that few 
A 1 l standardized magnets suitable for research purposes are made in England, 
whilst the present cost of many magnets of foreign manufacture is prohibitive. It 
was therefore decided to make the magnet here described, the construction being 
carried out in the Engineering Workshop at University College, London, by kind 
permission of Prof. E. G. Coker, F.R.S. 

While it is not suggested that the design of the yoke and pole pieces of this 
magnet is particularly original, it is thought that some details of its manufacture 
will be of interest to other workers. At the same time it is felt that the effective 
arrangements made for the cooling of the magnetizing coils warrant some detailed 
description of them. 


§2. DETAILS OF CONSTRUCTION 

The constructional details of the magnet are given in figure i. The yoke and 
pole-pieces, shown in figure 2, were of forged dead mild steel supplied by The 
English Steel Corporation, Sheffield. The steel was remarkably soft and easy to 
machine, having a Brinell hardness number of no. The relevant magnetic data, 
obtained with a ring specimen of this steel, are given in table i. 


H (Gauss) 
B 

H (Gauss) 
B 


2-5 

4900 


Table i. 

5*0 10*0 20*0 30-0 

9300 12300 13600 15500 

50*0 
16600 


40*0 

16200 



426 L. F. Bates and B. J. Lloyd-Evans 

The yoke was first planed all over and the holes for the pole pieces were bored. 
These two holes were finished at one setting with a broad tool acting practically 
as a scraper, the yoke being carried from the saddle of a lathe. The pole pieces, 
4 in. in diameter, were then fitted to the bores by lapping. 

The pole-tips are held to the pole pieces by central bolts which may be replaced 
by tubular bolts for certain experiments in magneto-optics. The use of separate 
pole-tips is not ideal from the point of view of prevention of magnetic leakage, 
but is necessary to allow of the provision of different shapes and special alloys for 
these tips. 



Figure I. General arrangement and details of electromagnet. 


The ideal shape for a fixed pole piece is, of course, a taper, but it was decided 
to make cylindrical pole pieces so that the width of the air gap might be more easily 
adjustable. A square thread, five to the inch, was cut on the outer end of each 
pole piece, engaging with a knurled brass handwheel held axially by a split cast-iron 
distance ring. The maximum axial adjustment on each pole piece is 2 in. A circular 
scale graduated in 200 parts on each handwheel allows the setting to be controlled 
to 0*001 in. 

To prevent the pole pieces from turning, the lower ends of the eye-bolts, seen 
in figure 2, are machined to fit into holes in phosphor bronze keys engaging in 
suitable keyways in the pole pieces. These keys also limit the amount of the travel. 
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and the handwheels are kept comparatively small to prevent the keys or surfaces 
from being scored in case any foreign matter finds its way between the sliding 
surfaces. A half turn of an eye-bolt serves to lock the position of the corresponding 
pole piece. To preserve the micrometer adjustments of the handwheels from un¬ 
necessary wear, it is not intended that adjustment of the air gap should be made 
when the current is flowing. 

Turntable, For certain experiments on crystals it is necessary to rotate the 
magnet through a measured angle about a vertical central axis. The yoke is therefore 
mounted on a cast-iron base-plate turning on a central pin in the manner of the 
slide-rest of a lathe. The amount of rotation is measured with a scale and vernier 
seen in figure 2 and made by Messrs Vinter, Dyer’s Buildings, Holbom, W.C. i. 

The upper and lower plates of the turntable bed over the outermost | in. only, 
in order to reduce friction to a minimum, with the result that the whole magnetic 
system can be rotated comfortably by hand. 

Magnetizing-coils; formers. Each coil former consists essentially of a central 
brass tube carrying two annular side cheeks, or boxes of brass, and enclosed by a 
copper wrapper plate so as to form a drum. This is oil-tight except at the uppermost 
part, where a well is formed, and through which the two electrical leads are 
taken. 

In the actual design, to save time in pattern-making, the cheeks of the formers 
were built up, but experience showed that the outer sections of the cheeks could 
be more easily constructed in the form of castings. This improved design is therefore 
incorporated in figure i. The whole of the coil former was built up and fitted, and 
the appropriate portions were tinned before any wire was wound on. Thus the only 
joints to be made after the wire was in place were the circumferential joints between 
the wrapper plate and the outer rings of the side cheeks. 

On reference to figures 3^ and 3 b which, of course, are pictures of the built-up 
former, it is seen that in the inner plate of each cheek there are three concentric 
rings of holes and a spacing ring. The latter prevents the radial flow of oil as 
described below, and as seen in figure 3 a, to which reference is now made. 

The oil is led in by a duct, seen in figure 4, to the innermost set of holes from 
which it flows axially, i.e. parallel to the lines of magnetic induction, to the opposite 
cheek through passages seen in figure 5 and described below. It now flows radially 
to the middle set of holes seen in figure 3 6, and, further radial flow being prevented 
by the spacing ring, the oil now passes through these holes, axially crossing the 
windings to tlie middle set of holes in the first cheek, shown in figure It now 
flows radially to the outermost set of holes, and thence again axially across the 
windings to reach the outer annulus of figure 36. From here it flows through a 
duct, not visible in figure 4, to the cooling system. 

The insulation of the former consists on one side of a single disc of Paxolin 
in. thick, while on the opposite side three discs are used. The outer pair here 
are each ^ in. thick, while the central disc is only ^ in. thick, being cut away 
radially for a width of i\ in., to admit the passage of a strip of copper, ^ in. thick, 
which acts as the electrical connexion or ingoing lead to the innermost layer of the 
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coil. The insulation over the central brass tube consists of a cylinder of Paxolin 

in. thick, split axially as it had to be put in position in halves. 

In the course of the manufacture, the inner brass plate of one of the side cheeks 
was marked off and the sets of holes, each J in. in diameter, were drilled at one 
setting in all four brass plates and the eight Paxolin discs. As may be seen from 
figures 3 a or 3 ft, no holes are drilled opposite the ingoing lead. The holes in the 
side cheeks and the corresponding insulation are kept in line by a tubular bushing 
in one of the holes. 

The formers have an internal axial length of 5I in. and a radial dimension of 
4^ in. 

Winding of the coils. It was decided to use double-cotton-covered copper wire 
of no. 12 s.w.g., so that with a current of 20 A. a total of about 61,000 amp^re- 
tums is available. The winding was put on in uniform layers until it lay flush with 
the inner edges of any one of the three sets of holes. Axial bars of red fibre, 
I in. X in. in section, were then placed between corresponding pairs of holes 
in the two cheeks of the former in order to leave an axial set of passages for the oil. 
The bars were held temporarily in position by thread as shown in figure 5, and more 
turns were wound on. 

When the final layer was in place a turn of red fibre sheet in. thick and 
5^ in. wide was wrapped around the completed coil in order to protect the winding 
from heat during the soldering of the wrapper plate. The final layer of wire failed 
to extend right across the former, so as to ensure that the last turn was almost 
vertically below the outgoing terminal to the coil. Both terminals were mounted 
in a hollow block of teak fitted in the brass well, which served to accommodate to 
some extent the expansion of the oil when the latter became heated. 

Each coil has its own gear wheel, pump and section of the cooler, as shown in 
figure I, the pumps being driven by an external motor. The relief taps shown at the 
top of the cooler allow for the release of any air collected in the cooling system, and 
for the release of oil, in case the level rises too high in the well at the top of the coil. 

Transformer oil, B30, supplied by the Vacuum Oil Co., was used, but before 
each former was filled, dry air was drawn through the path normally taken by the 
oil, a heating current of some 5 A. being maintained through the coils to remove 
as far as possible any moisture from the cotton insulation; this precaution is most 
essential. Each former contained approximately one gallon of oil, and this was 
forced through the cooling system about once per minute. 

Each coil contains approximately 125 lb. of wire, and the total weight of the 
magnet and its attachments is about 600 lb. The complete magnet is shown in 
figure 6. 


§3. PERFORMANCE 

The magnet can be operated at 20 A. for considerable periods. Some idea of its 
performance may be gained from the following details. In table 2 are given the 
values of the axial field mid-way between two flat pole-tips, tapered from 97 to 
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8*4 cm. in diameter, with a gap of 1*5 cm. between them and the stated currents 
supplied to the coils. 

Table 2 

Current (A.) i*o 3*5 5*0 8 0 15*0 23-0 

Field (G.) 2776 9030 11x00 13200 15250 16710 

With the same pole-tips and a constant current of 20 A., the field mid-way 
between them varied with the width of the gap as set forth in table 3. 

Table 3 

Gap (cm.) 1*035 181 4*005 7*015 10*30 

Field (G.) 19110 15060 9750 6620 4836 

With the same pole-tips and a constant current of 20 A. the variation of the 
axial field with position in the gap was investigated. Some results for stated gaps 
are given in table 4. 

Table 4 


Gap 

(cm.) 

Axial field 
at pole surface 

Axial field 
mid-way 
between poles 

4 

9835 

9780 

6 

7890 

7500 

8 

6890 

5990 

10 

6400 

492s 


With conical pole-tips, having an included angle of 120° and base 4 in. in 
diameter, whose ends were flat over an area i cm. in diameter, a mean field of 
32,500 G. was obtained over an area of 12*6 mm? when the gap was 0*5 cm. and 
a current of 20 A. was employed. 

Flux-losses. To obtain a measure of the flux-losses, a single loop of insulated 
wire was wound tightly on the yoke, or on the pole piece, and was coimected to 
a flux-meter. The reading of the latter was recorded when the magnet current was 
reduced from 20 A. to zero, allowance being made for residual magnetism. With 
flat, non-tapered, pole-tips 0*85 cm. apart the data of table 5 were obtained when 
the loop was placed along the pole piece at the stated distances from the gap, i.e. 
from the pole-face. 

Table 5 

Position of loop (cm.) 0*05 i*o 2*o 3*0 4*0 5*05 

Total flux through loop 1*406 1*525 1*604 1*653 1*693 i’ 7 S 7 

(Maxwells x 10^) 

When the loop was in position at 5*05 cm. it was as close as possible to the 
coil-face. Consequently, in these tests, the ratio of the flux crossing the gap to the 
flux crossing the iron just at the exit from the coils was o*8o. The total flux over 
each portion of the yoke inclined at 45° to the horizontal was 2*18 x 10^ Maxwells. 
When the data of table 5 are plotted the graph obtained shows a point of inflexion 
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for the loop in the position 2-5 cm. from the pole-face. This distance is practically 
equal to the distance at which the minimum value of , shown in figures 7 and 8, 
occurs. 




Mean position of potentiometer {cm.) 

Figure 7. Variation of //^ with position on the pole piece. Plane pole-tips. Gap adjusted. 



Mean position of potentiometer {cm.) 

Figure 8. Variation of Hg. with position on pole piece. Plane pole-tips. Gap i*i8 cm. 

Current adjusted. 
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Tests with a mimetic potentiometer. Some further interesting information was 
obtained by the use of a simple form of magnetic potentiometer*. This was made 
by taking an ebonite rod 5 mm. in diameter, with a small hole running axially 
through it, and winding upon it a solenoid of fine enamelled wire for a length of 
about 5 cm. To protect the wire a layer of cotton thread was wound upon the 
solenoid, and the ends of the solenoid and the cotton were secured with touches 
of hard wax. The ebonite rod was now placed in hot water and the portion on 
which the solenoid was wound was bent into a semicircular arch around a reel. 

On removal from the water, the ends of the ebonite rod were pushed through two 
holes in a small ebonite plate, so that the ends of the semicircle were flush with 
the lower surface of the plate. The semicircular piece, or half-ring, of ebonite was 
then cemented in position. 

The wire of those portions of the solenoid which projected beyond the lower 
surface of the plate was unwound until the lowest turn on each side was flush with 
this surface. Any surplus ebonite rod was carefully filed away. The wire from one 
end of the solenoid was then threaded through the axial hole in the ebonite, so 
that the ends of the solenoid were now close together. These ends were cemented 
into a groove cut in the side of the plate, and stouter wires, to serve as leads, were 
soldered to them. 

It was found advisable to remove as much as possible of the portions of the 
plate outside the semicircle, so that one could clearly gauge the outer limits of the 
solenoid. Thus, finally, a magnetic potentiometer consisting of a uniformly wound 
coil of semicircular shape, with about 450 turns each about 20 mm? in area, was 
obtained, the external diameter of the ring being 2*4 cm. 

The ends of the coil were connected to a sensitive moving-coil ballistic galvano¬ 
meter of long period, and the potentiometer was used to measure the field actually 
acting upon various portions of the yoke and pole pieces. The potentiometer was 
placed on a part of the magnet where the field was to be measured, with the lower 
surface of the ebonite plate immediately in contact with the iron, and with the axis 
of the solenoid in the same plane as the direction of the field on the iron. On 
sudden removal of the potentiometer to a field-free region a deflection of the 
galvanometer resulted. This deflection was a measure of the difference in magnetic 
potential between the two points in the iron immediately below the centres of the 
lowest turns on the solenoid, and, therefore, of the mean field in the region between 
these points; in what follows this field is denoted by Hg;, The potentiometer was if* 
calibrated by removing it from a uniform magnetic field, such as existed between 
flat pole-tips when a small current flowed through the magnet coils, the field being 
measured by a flux-meter. 

With the pole-tips 8*4 cm. in diameter, a gap of 1*043 ^^* ^ current of 20 A. 

through the magnet coils, giving a field of 18,800 G. in the gap, the value of JEfa, 
over the horizontal portions of the pole pieces at a mean distance of 4*5 cm. from 
the edge of the gap was 356 G. On the middle of the sloping portion of this pole-tip, 
the value of Hj. parallel to the sloping metal face was 750 G., while on the middle 

• Cf. W. Woltnan, Arch, Elektrot, 19 , 385 (1928). W. Rogowski and W. Steinhaus, Ibid, 1 , 

141 (1912). A. P. Chattock, Phtl, Mag. 24 , 94 (1887). 
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of the vertical portion of the yoke it was 130, on the inclined portion of the yoke 69, 
and on the middle of the base about 5 G. 

With flat pole-tips 10 cm. in diameter, a gap of 0-93 cm. and a current of 20 A. 
giving a field of 15,000 G. in the gap, the base value of was about 3 G, With 
these tips we also obtained the sets of curves shown in figures 7 and 8. In figure 7 
are plotted the values of for various mean positions of the magnetic potentio¬ 
meter along the horizontal portions of one of the pole pieces, the current being 
usually maintained at 20 A. and measurements made with a series of gaps. The 
vertical line on the right of the figure represents the edge of the pole-tip, and the 
line on the left represents the face of the coil. The field in the gap is recorded for 
each curve. 

It was impossible, without using a much smaller potentiometer, to obtain values 
of Hgc for regions nearer the gap. Indeed, in using the instrument close to a gap 
some skill in effecting the sudden removal was necessary, or the potentiometer 
would have been plunged into the huge field around the gap and false readings 
would have been obtained. Again, in fields which were very non-uniform the 
inevitable slight lack of uniformity in the winding of the potentiometer produced 
marked effects; the deflections on opposite sides of zero showed considerable 
differences in some cases. Mean values were always taken. Therefore it is not 
suggested that these curves are highly accurate. It is considered, however, that 
they give an interesting picture of the way in which the field actually acting upon 
the pole pieces varies, and that the results should be of assistance in choosing alloys 
for special pole-tips. 

Figure 8 shows how the field on the pole piece varied with position when the 
gap was kept fixed and the current in the magnet coils adjusted to give different 
values of the field in the gap. In both figures 7 and 8 the curves for high fields in 
the gap show very pronounced minima. The minima disappear completely when 
the fields in the gap are small. The curves suggest that with a magnet such as is 
described here, pole-tips of alloys of high permeability should be at least 3 cm. thick 
for the production of most intense fields. 

These measurements were checked with another potentiometer of slightly larger 
span, wound with two layers of wire, in all about 900 turns. The differences between 
readings on opposite sides of zero were much more pronounced than for the first 
potentiometer, but, on plotting the mean values as before, we obtained identical 
curves. 
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DISCUSSION 

Mr R. S. Whipple said that the method of cooling seemed to be efficient and 
might serve for other instruments also. He asked what magnetic flux was attainable? 

Mr J. Guild enquired how the magnetic flux compared with that of an electro¬ 
magnet of the du Bois type for the same size of gap? 

Prof. A. O. Rankine asked what was the saving in cost of production effected 
by the authors? 

Dr L. F. Bates. The maximum flux so far obtained is 32,500 Gauss with a 
gap of 0*5 cm. between conical pole-tips having an included angle of 120° and 
base 4 in. in diameter, the ends being flat over an area i cm. in diameter; obviously, 
this flux could have been greatly increased by reducing the width of the air gap. 
The values of the magnetic flux compare very favourably with those recorded for 
a large magnet of the du Bois type. An interesting table of the comparative per¬ 
formances of several diflFerent types of electromagnet will be found in the latest 
edition of Miiller-Pouillet’s Lehrbuch der Physiky 4 , 418. We have not at¬ 
tempted to establish records, but have made a magnet which we consider particu¬ 
larly suitable for use in certain researches that one of us has in hand, and very 
suitable for general purposes. The approximate cost of the magnet was £100, of 
which ^50 was expended on labour; the saving was therefore estimated to be 
about overhead charges being, of course, very small. 
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ABSTRACT, The spurious ring exhibited by fluorescent screens used for the observation 
of electrons is explained as being due to total internal reflection of the light at the upper 
surface of the glass block of the screen. The theoretical intensity-distribution is deduced 
and is compared with experiment by the use of a specially designed photometer. The 
experimental results agree well with the theory. 


F luorescent screens used for the observation of electrons always show a ring 
round the bombarded spot, known as “the spurious ring.” In general this 
ring has a very sharp inner edge, and gradually fades away on the outer side. 
It is usually explained as being due to light from the central spot which has suffered 
internal reflection in the glass and has returned to the material of the screen, whence 
it is scattered by the particles in all directions. 

According to this theory, the inner edge of the spurious ring corresponds to the 
ray which is just totally internally reflected at the upper surface of the glass. 



According to this theory, light from the point of bombardment Ay figure i, is 
totally internally reflected at B, and strikes the material of the screen again at C, 
whence it is scattered in all directions. Thus, no matter in what direction the screen 
be viewed, the point C is observed bright. Rotation of the diagram about AD 
produces the spurious ring of radius AC. 

Some of the light scattered from C is again internally reflected, as at either B 
or E in the diagram: in fact every point (such as C) on the first spurious ring gives 
rise to another complete ring round that point. The envelope of these secondary 
rings is a circle round ADy of radius AF. This is a possible explanation of the 
second spurious ring which is sometimes seen, but the sharpness of the second 
ring, when it is observed, would lead one to think that some of the light is not 
scattered at C but regularly reflected up to Ey whence it is reflected again to Fy 
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where it is scattered by the particles of the screen. This explanation of the second 
spurious ring leads one to expect a sharper second ring than one would expect from 
the first explanation, and makes it easier to account for the third spurious ring 
which is sometimes observed. 

If 6 be the angle of reflection, D the diameter of the spurious ring, and t the 
thickness of the glass, then AC = \D and clearly tan 6 = Dj^t. 

But for the critical angle of total internal reflection sin d = ijft where fi is the 
refractive index of the glass. 

Thus ^ = cosec tan-i^^ = ^(i 4 - 

Thus a measurement of D and t gives us a value of /i. These measurements were 
carried out for four screens, the thicknesses being measured with a micrometer 
screw gauge and the diameters of the rings by means of a pair of dividers. 

To check the theory, the refractive indices of the glass blocks used for the screens 
were obtained in the usual way, by focusing a microscope first on the material of 
the screen, seen through the glass, and then on the upper surface of the glass, and 
thus getting the apparent thickness T of each of the screens in turn. The true 
thickness t being already known, the refractive index was obtained from the relation 

t 

M = y- 

In all cases the refractive indices of any one screen, as obtained by these two 
separate methods, agreed to within the limits of experimental error. 

The results are given in the table. Screen A was willemite floated on in water- 
glass solution. Screens B, C, D, were zinc blendes spread on with a solution of 
Canada balsam in xylol. 



Screen A 

Screen B 

Screen C 

Screen D 

Thickness t (cm.) 

0*84 

0*78 

0-765 

0-77 

Ring-diameter D (cm.) 

3*1 

2.7 

26 

2*6 

from these 

1*47 

1*53 

1*54 

i‘S 5 

/i from optical method 

1*50 

1*51 

1*52 

i*Si 


Two points of interest remain. One is that the light, after its one internal 
reflection, is able to reach the material of the screens (which is of course outside 
the glass block) and be scattered by it. The scattering material must therefore be 
in good optical contact with this second (lower) surface. The explanation of this 
lies in the fact that the material of the screen is held in position by an adhesive, 
either waterglass or Canada balsam, in which the particles of the screen are em¬ 
bedded. For the purposes of the light, these adhesives constitute practically an 
extension of the glass (as both materials have refractive indices of about the same 
value as that of glass) so that the particles of the material of the screen are optically 
in the glass, and hence can be acted on by the light. 

The second point is to see whether theory can predict the approximate intensity- 
distribution, and particularly the sharp inner edge of the ring. In carrying out this 
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investigation three assumptions are made: (^j) The particles are sufficiently 
separated from one another as not to interfere with each other. Thus a cosine law 
of distribution of energy with angle is not involved. (6) The particles emit light 
in all directions. This is rather doubtful, but allowance for the deviation would 
be rather difficult, and the error introduced by making this assumption will 
probably have little effect on the shape of the intensity curve, (c) The light re¬ 
radiated from the ring of course contributes light to other parts of the screen. 
This secondary effect is taken to be negligible. 

We apply Fresnel’s formulae, which for reflection at an angle in a material 
of refractive index n can be written: 


j ^ 7 sin2(^) 

cos <l> }- \/(^* ~ sin*^) 

» ^ cos — sin^<^) 

^ ' sin^^) 

where are reflected amplitudes due to amplitudes plane polarized 

perpendicular to and in the plane of incidence respectively. If / be the reflected 
intensity for unpolarized light 

T A z ^ - sin2<^)\2 /cos ^ \/{n^ — sin*(^)\* 

^ I \w2 cos (f) -f \/(n^ — sin^(f>)) Vcos </> + \/{n^ - sin^^)/ 

Here n is the refractive index of the glass in the direction of travel of the light, 
so that if 6 be the critical angle of total internal reflection, sin 5 =- w, and for values 
of (f) greater than 0 we merely neglect the factors under the root signs and put, 

1 = 2 A,\ 


From figure 2, 


tan <f) - y/2^ 


whence I A^^ 


SznH + V{n^ (»■* + 4<") - r*}) V 
- ^iV(r) say. 


2t - (»•* ^ 4<*) - 

2t f 4 4^*) - rV j 



Figure 2. 
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The solid angle subtended by annulus of width dr at radius r is 

Zirr.dr.cos ^ ... _ trzr.dr.cos (f> 

AB*' • which- 

_ awr.dr.cos®^ 
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The area of the annulus is z-nr.dr. 

Thus if X per unit solid angle be emitted equally in all directions from A per 
second, the amount reaching this area per second, is 

X.2irr.dr.cois^<f>.f (r)lfi, 

where / (r) is the function defined above to allow for the reflection. Thus energy 
per unit area per second, falling at radius r, is 

X. cos* <f> ./ (r)/t« which = ^ f (r). 

Substituting for / (r) we get as a final expression that the intensity at radius r is 
proportional to 

/ J 1 (2tiH - -v/{n* (r* + 4^*) - r*}\* /at -V{n^ (r® + 4f*) - r*}^ 

V* ^ 4/V I Van*/ H V{n* (r* f 4^*) - r*}/ \a/ + \/{n* (r* + 4/'^) - r*}/ )' 

Putting n = 1/1-5 = 0 667 and t - 0-77 cm., we get the theoretical curve shown 
in figure 3. The maximum, where r* w* (r* + 4f*), occurs at r — 1-378 cm., or 
a spurious-ring diameter of a-76cm. When r exceeds this value, i.e. when 
r* > (r* + 4t*), we take the inteasity as being proportional to 2/(r^ -f 4^*)^ 


r 


X 

fir) 
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A 

D 

A 


r Screen 

Figure 3. The photometer. 

The inner edge of the curve rises extraordinarily steeply, and the fall away on 
the other side is gradual, in qualitative agreement with the observed effect. To test 
the agreement quantitatively, a photometer was constructed so that it could slide 
on rails figure 4, parallel to the edge of the screen when the latter was in position 
on the apparatus. I am indebted to Mr Warburton for the design of this photometer 
and for the interpretation of the results obtained by its use. 
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A photometer cube was used and is shown in figure 3. Light from the fluorescent 
screen, rendered parallel by Z), was totally internally reflected in C. Light from 
a small bulb £, after traversing a suitable colour-filter, was collimated and passed 
directly through C and J 5 . The field was observed with a telescope FG. By suitable 
placing of the pinhole eyepiece G a bipartite field could be obtained. The intensity 
of illumination from the bulb F could be reduced by means of an absorption wedge 
whose position could be read on a scale. 

The readings of the wedge for equal illumination of the two halves of the field 
were obtained for various settings of the photometer on its rails (read on another 
scale), i.e. for various distances from the centre spot. The law of the absorption 
wedge being known, these readings could be converted into intensities. 



Figure 4. 

X-X Theoretical curve 

0 0 Curve corrected for finite scanning area 

-^ Experimental curv^e 

One correction has to be made. To obtain sufficient intensity, a large eyepiece- 

aperture was needed. Thus the intensity observed was not the intensity at a point 
but the mean over an area. The correction on this account is most readily effected 
by modifying the theoretical curve to allow for a finite scanning area, taken as 
circular. This correction also was carried out by Mr Warburton, and the theoretical 
curve, the modified curve, and the observed curve are all plotted on one sheet of 
graph paper in figure 4. 
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The experimental values, which are only relative, are adjusted to make the 
maxima coincide. The inner edge agrees well but the outer edge falls away more 
rapidly than the simple theory would indicate. Evidently, one of the assumptions 
made in the theory does not hold quite accurately. 

Summing up, one can say that the theory of the rings here advanced—that they 
are due to reflection of the light emitted from the centre spot by the upper surface 
of the glass—seems adequate to account both for the size of and the intensity- 
distribution in the rings. 

DISCUSSION 

Mr T. B. ViNYCOMB. At the Physical Society’s Exhibition a year ago one of the 
firms of apparatus-makers exhibited an arrangement for measuring the index of 
refraction of a slab of glass by means of this phenomenon. 

Prof, G. P. Thomson. I think the author has done a neat piece of work. This 
effect is very striking and it is curious that it has not been more noticed in the 
literature. It might easily lead an experimenter who was unaware of it to false 
conclusions, but the method of photographic recording by the actual impact of 
the rays obviates the danger. 

Dr W. D. Wright. Surely any doubt as to the cause of the spurious ring 
could have been removed by wetting the outer surface of the cathode tube. This 
would have increased the critical angle and hence the diameter of the ring. 

Mr E. F. Fincham. The phenomenon described in this paper appears to be 
the same as the “halation ring” which is well known in photography. If a small 
source of light is photographed upon an unbacked plate and sufficient exposure is 
given, the image of the source is found to be surrounded by a flare and around 
this is seen a dark zone surrounded again by a bright ring produced in the same 
way as the effect described in this paper. 

Mr J. Guild. The author has effectively traced to its source a phenomenon 
which appears to have been a mystery as well as an annoyance to workers in some 
branches of physics. I cannot help feeling, however, that a special ad hoc investi¬ 
gation of the cause of this halo ought to have been quite uncalled for. It is one 
of these simple and familiar phenomena, many of which are seen “by the wayside” 
in every laboratory, of which the explanations are so immediately obvious as to 
elicit no comment. The halo is not, as one might gather from this paper, specially 
associated with fluorescent screens. It is observed in every case in which there is 
a local concentration of light on a transparent plate with one matt and one smooth 
surface, as, for example, when a small image is focused on a sheet of ground glass 
or of flashed opal. The phenomenon is described, and its contribution to the be¬ 
haviour of pot opal glasses investigated, in a paper by J. S. Preston’**'. 

In so far as the halo is a nuisance to those experimenting in electron-diffraction 
it should be possible to work with an opaque screen and arrange the optical system 
so that the screen is viewed or photographed from the front. 

• Ptoc, Intematimal Illumination Congress, 1, 373 (1931). 



44 ^ V. Htighes 

Mr T. Smith suggested that the spurious ring could be easily distinguished if 
a non-parallel plate were used, non-concentric rings being then rejected. 

Prof. A. F. Pollard. If these spurious rings are troublesome, may I suggest 
a construction of the fluorescent screen which would eliminate them. Make a 
collodion, or better a cellulose acetate, emulsion of the fluorescent crystals and 
cast a film on plate glass. Strip the film in the usual way by lowering the plate 
into water and pick up the film on the shellaced edge of a brass frame. As the 
film loses moisture it will contract and become taut. Paste a paper mask on the 
glass plate of the screen so as to leave a clear space of clean glass in the centre, 
and lower the film upon the paper edging which has been previously painted with 
shellac varnish. When the shellac is dry cut the brass frame free. The screen now 
consists of a thin collodion fluorescent film separated a few hundredths of an inch 
from the supporting glass plate, and internal reflections will not affect it. Diagonal 
airways must of course be cut in the paper edging to allow the escape of the air 
between film and plate during evacuation. 

Author’s reply. In reply to Mr Vinycomb: As far as I am aware, the theo¬ 
retical intensity-distribution in the ring had not previously been deduced or com¬ 
pared with experiment. In reply to Prof. Thomson: It would be convenient if we 
could photograph the images on the screen from the outside of the apparatus, as 
then the vacuum need not be disturbed in plate-changing. The spurious ring 
renders this method of recording undesirable. In reply to Dr Wright: Unless a 
layer of water of thickness comparable with that of the block of glass were used, 
the increase in the diameter of the spurious ring would not be within the limits 
of experimental observation. In reply to Mr Fincham: The “halation ring” in 
photography appears to be due to the same cause as the ring here described. In 
reply to Mr Guild: The explanation of the phenomenon has usually been taken 
for granted, but it was considered desirable to verify our suspicions on the subject 
and demonstrate conclusively that our assumed explanation was correct. Using 
an opaque screen and viewing from the front involves viewing from that side of 
the screen which is in the vacuum. This involves viewing through an observation 
window, and at an angle with the normal to the screen, so as not to interfere with 
the beam. Whilst this suffices for settings preliminary to photographing, it is 
sometimes desirable to take measurements on the screen, which would be difficult 
with a screen viewed in this way. Mr Smith’s suggested arrangement can be shown 
also to distort diffracted rings seen on the screen, and hence to render measurements 
on the screen unreliable. In reply to Prof. Pollard: The screen suggested 
suffers from the drawback that despite the airways through the paper edging, the 
collodion film would probably be sucked off the glass if the vacuum were turned 
on suddenly. As a matter of fact, in practice the spurious ring is not as troublesome 
as one would expect it to be from its intensity. This is probably due to the greater 
sharpness of the true diffracted rings and to the fact that the eye is more sensitive 
to sudden changes of intensity than to the actual magnitude of the intensity. 
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THE DIRECT RECORDING OF RELATIVE INTEN¬ 
SITIES BY MEANS OF A MICROPHOTOMETER 

By N. THOMPSON, B.Sc., Physics Department, The University, Sheffield 

Communicated by Prof, S, R. Milner^ December 3, 1932, and in revised form 

January 25,1933* Read February 17, 1933 

ABSTRACT, A description is given of an addition to the usual form of recording 
microphotometer, which gives a record on which ordinates are linearly proportional to 
light-intensities. Results are quoted to show that the performance of the instrument 
compares favourably with that of the unmodified form. 

I T is well known that with a recording microphotometer of the usual type a curve 
is obtained whose ordinates are not linearly proportional to the intensities of the 
light which caused the blackening of the photographic plate. By measuring the 
record a series of photographic densities are found, and a calibration curve, obtained 
by photometering a set of density marks, must be used to convert these into 
relative intensities. For the most accurate work, where areal rather than peak 
intensities are required, this involves measuring a number of ordinates for each 
line in the spectrum, converting to relative intensities, re-drawing the curve, and 
then obtaining its area with a planimeter. This is seen to entail an immense amount 
of work, which in the past has usually been prohibitive. As a result, peak intensities 
have been used even for comparing lines whose (unresolved) fine structure is 
different, and erroneous results have ensued. As a further result, practically no 
reliable information has been obtained on the relative intensities of bands in a band 
spectrum, where the peak intensity is of very doubtful significance. The apparatus 
to be described, when used in conjunction with such a microphotometer, gives a 
record which shows the relative intensities directly, and thus enables determinations 
of areal intensities to be made merely by using a planimeter. In addition, if a large 
number of lines are to be compared for which the same (intensity, density) calibra¬ 
tion curve is applicable, the apparatus will greatly expedite the process, even when 
the peak intensities are used. 

As a preliminary, we will define a quantity which is a measure of the amount 
of blackening of the photographic plate, and one which, for our purposes, is more 
convenient than the density d which is usually used. This density is defined as d 

log (^o/a), where a is the deflection of the recording galvanometer and Oq is the a, Oq 

maximum value of a, obtained when the light is traversing an unexposed part of 
the photographic plate. The quantity we will use is defined as (oq - fl)K» the 
symbols having the same meaning as before, and this we will refer to as the 
blackening b. The (intensity, blackening) calibration curve is very similar in shape h 
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to the (intensity, density) curve, with the important difference that it is asymptotic 
to the line J = i, instead of going off to infinity; see the plate, (r). 

Suppose now we have an opaque screen, in which is cut a fine slit in the shape 
of an (intensity, blackening) calibration curve, and suppose the spot of light, after 
reflection from the mirror of the recording galvanometer, falls on this in the form 
of a fine line parallel to the axis of intensity (/). This spot is made to lie along the 
line 6 ~~ I when undeflected, and along the line 6 = o when in the position of 
maximum deflection. Then at any instant its intercept on the axis of b will give 
the blackening of that part of the negative which is at that moment being photo- 
metered. Moreover, that portion of the light which emerges through the screen 
in the form of a small spot will have suffered a displacement, the component of 
which parallel to the axis of / will be proportional to the corresponding intensity. 
We therefore only require an optical system which will reproduce this deflection 
parallel to I on the revolving drum, while at the same time taking no account of 
the motion parallel to i, in order to produce a record on which the ordinates are 
proportional to intensities. 



Such a system is shown diagrammatically in figure i. G is the galvanometer 
mirror, S the recording drum of the microphotometer, and D the pierced template 
described above. L is a special lens which is equivalent in its optical properties 
to two cylindrical lenses of different focal lengths, cemented together with the axes 
of the cylinders at right angles. As the axis of the recording drum which was to 
be used was horizontal, there was inserted between G and D an arrangement of 
two right-angled prisms cemented together (i?, figure 2) which had the effect of 
making the galvanometer appear to deflect in a vertical plane. If the drum be made 
to rotate about a vertical axis, this arrangement can, of course, be dispensed with: 
it is shown in figure 2, but not figure i. The template is placed with the axis of 
b vertical. In the vertical plane, L forms an image of G on 5 , so that however 
much the galvanometer deflects, the spot of light is always on the same horizontal 
line on * 5 . In the horizontal plane, L has a shorter focal length, and D and S are 
conjugate foci, so that the movement of the spot on S is proportional to the 
horizontal component of its motion on Z), as required. 

In order to obtain an image of a slit on Z), formed by a beam of light which has 
been reflected from the galvanometer mirror, the following arrangement is used, 
figure 2. A lens B forms an image of a small source of light P on the galvanometer 
mirror G. The light passes through a slit A, so placed that it and the template D 




Direct recording of relative intensities by means of a microphotometer 443 

are also at conjugate foci of the lens B. Figure 2 shows the general layout of the 
whole apparatus. Calculations of the optical system, and repeated trials, showed 
thatthefollowingdimensionsgavethebestperformancei^i? — 27cm.,fiZ)= 138cm., 
GD *= 66*6 cm., DL = 33-3 cm., LS = 100 cm.; the lens L has an aperture 4*5 cm, 
square, and its two focal lengths are 50 and 100 cm. A further item in the optical 
system, not previously mentioned, is a strip of cylindrical lens C, which is mounted 
in the box that houses 5 , and serves to concentrate the light into a finer spot on the 
drum. To enable the instrument to be used in its unmodified form if required, the 
lens L and the template D are mounted together on a geometrical stand, which 
enables them to be rapidly removed and replaced. The same applies to the double¬ 
prism system i?, but the items P, - 4 , and B remain permanently in position. When 
the unmodified form is required, a second source of light, placed near P, is used, 
and R is replaced by a single totally reflecting prism. 



The method of manufacturing the template in the shape of the (intensity, 
blackening) curve is as follows. A set of density marks is obtained on the plate 
in the usual way and photometered with the normal form of the instrument, and 
the (intensity, blackening) curve is drawn on a suitable scale. A piece of aluminium 
foil is obtained, smoothed out by rubbing on a sheet of glass until the surface has 
a high polish, and thinly coated with paraffin wax. By means of a pantagraph giving 
a reduction of i : 5 this wax is then scratched off in the shape of the curve, and the 
foil is immersed in a bath of caustic soda. In about fifteen minutes the foil is etched 
completely through, leaving an edge which can be surprisingly sharp and smooth. 
To adjust the instrument for recording intensities, the template is clamped in a 
holder having screw-controlled traverse and tilting motions, and is moved until 
the undeflected line of light lies along the line i = i. In order to make this adjust¬ 
ment the more accurately, a part of this line is etched through the foil, as are also 
parts of the lines b o and / = o. The appearance of the template is as shown in 
the plate at (c), which is a contact print of an actual template. The position of the 
template having been adjusted, maximum galvanometer deflection is obtained, and 
the magnitude of this is altered by means of a neutral-tinted wedge in the path of 
the microphotometer beam until the line of light lies along 6 ~ o. The recording 
then proceeds in the usual way: the spot of light which passes through the slit in 
the template along / = o traces out on the record a straight line which gives the 
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zero from which the intensities are to be measured. It occasionally happens that 
one template is found to be applicable to a number of photographs taken under 
similar conditions, but in general a separate template must be prepared for each 
plate photometered. If it is not desired to preserve the template, results almost as 
good can be obtained by using smoked glass instead of aluminium foil, with a 
consequent further saving in time. 

The plate shows at {a) and (6) the results obtained by photometering the same 
negative, first with the normal instrument, and secondly by the above method. 
In order to test the accuracy of the method, a record of part of the iron-arc spectrum, 
obtained with the normal photometer, was measured up, and the relative intensities 
of some forty lines were obtained from a calibration curve. A template was pre¬ 
pared from the same curve and the relative intensities were also obtained directly. 
The values of the intensities of each line, as obtained by the two methods, were 
then plotted one against the other. The points should lie on a straight line through 
the origin, and by choosing suitable scales this line can be made to have a slope 
of 45°. The points were found to lie very close to the line, over a range of intensities 
from I to 14 in arbitrary units. As a measure of the errors, the root mean square 
value of the perpendicular distances of the experimental points from the (estimated) 
line of closest fit was calculated; this had the value 0*073, measured in the same 
units as the intensities. For purposes of comparison, a third record was taken 
which was an exact repetition of the first, and the correlation between the intensities 
as found from these two was found in a similar manner. The root-mean-square 
value of the deviations in this case, on the same scale as before, was 0-071. These 
figures, which do not represent unique results, serve to show that the addition of 
this device to a microphotometer does not in any way lessen the accuracy, which 
appears, in fact, to be limited mainly by the irregularities due to plate-grain. This 
same cause renders the adjustment of the maximum deflection a little uncertain, 
and an error in this direction shows up on the record as a non-coincidence of the 
two zeros (i) as given by the broken straight line caused by the light passing through 
the slit along / ^ o, and (ii) as given by the level of the “troughs*' in the record 
itself: see the plate. If the error is but small, it can be shown that the better 
approximation is given by using the broken straight line. Further, the accuracy 
is really greater than the above results would indicate; for it is no longer necessary 
to be content with peak intensities, and a glance at a record will show that the exact 
value of an ordinate is much more difficult to determine at a peak than elsewhere. 

In conclusion, I would like to express my thanks to Messrs Priest and Ashmore, 
of Sheffield, who very kindly provided me with the double cylindrical lens used in 
this work. 

DISCUSSION 

Mr A. Harvey. Since the shape of the (intensity, blackening) curve is a func¬ 
tion of the wave-length it would follow that the template can only be correct for 
one particular wave-length. It would be of interest to know the ranges over which 
the author has succeeded in working with the templates he has used. 
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Mr J. Guild. There is no doubt that for many purposes this very ingenious 
device will prove both useful and efficient. It is desirable, however, to point out 
that if the spectrum under examination is produced with a prism spectrograph, areas 
measured on the author's records will not be proportional to energy except over a 
very short range of spectrum in which the variation of dispersion with wave-length 
can be neglected to within the order of accuracy aimed at in the work. If a greater 
spectral range is embraced the ordinates will require to be corrected for dispersion 
and the curves replotted before their areas are measured. Similar considerations 
apply to spectra produced with gratings of the echelette or echelon type in which 
the Fraunhofer “spectra of the first class" (i.e. the diffraction bands produced by 
a single grating element) are relatively narrow. In fact, in the last-mentioned case, 
correction for the variation in intensity across the band is necessary however 
restricted the wave-length range under investigation. I am sure, however, that 
although it is necessary to bear these limitations in mind there are many cases 
arising in practice where the author's device will be of great assistance to spectro- 
scopists. 

Mr R. S. Whipple. I had the pleasure of seeing the author's device in Sheffield 
a few days ago, and was much impressed with the simplicity of his apparatus. As 
the instruments were arranged it was possible to change from one to the other 
method of recording in the course of a few minutes. I gathered that in practice 
the author generally uses a template made on smoked glass, and that this is a 
simple and satisfactory procedure. It greatly simplifies the technique, and may 
become the method that is generally employed. 

Author's reply. In reply to Mr Harvey: The range over which a template can 
be used depends on the nature of the photographic plate and on the region of the 
spectrum being investigated. The author has made no tests himself, but Lochte- 
Holtgreven* obtained results which indicate that there would be little variation in 
the shape of the curve over a range of 60 A. The range usually quoted in which 
errors due to this cause can be neglected is 20-30 A. 

While I do not claim, in the case of heterochromatic photometry, to have re¬ 
moved the necessity for correcting for dispersion, the procedure involved is not 
quite that indicated by Mr Guild. If it can be shown that the experimentally 
determined (intensity, blackening) curve has the same shape and size over a certain 
range of wave-lengths, no further correction for the variation of the dispersion in 
this range need be made. For suppose the dispersion at one end is twice that at 
the other. With a source of light in which the intensity is independent of the h 

wave-length A, the quantity of light per unit area of photographic plate at A 

one end will be half that at the other, and thus the ordinates on the record will 
be halved. On the other hand, the abscissae will be doubled, on account of the 
increased dispersion, and thus the area will be unaffected. We might note in passing 
that in such a case peak intensities would lead to quite erroneous results. 


• Z./. Phys . 64 ,443 (1930 . 



446 N. Thompson 

If the variation of the experimental (intensity, blackening) curve cannot be 
neglected, suppose we divide the range into a number of smaller regions in which 
this approximation can be made. We must now use a standard lamp for which 
the {I ^, A) relation is known. The spectrum of this lamp is photometered across at 
the mid-points of these sub-regions, and the peak intensities are noted. From the 
known A) relation and the known dispersion the amounts of light falling on 
unit area of the photographic plate at the various points can be calculated. These 
will not agree with the peak intensities, owing to the varying plate sensitivity, and 
the ratios of the former to the latter will give a set of factors by which experi¬ 
mentally determined intensities in each sub-region must be multiplied in order to 
make them comparable with one another. 

As was mentioned above, the size of these sub-regions is of the order of 20 A, 
large enough to include the whole of a single band of most systems. 
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A METHOD FOR THE DETERMINATION OF THE 
THERMAL CONDUCTIVITIES OF ROCKS* 
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East London College 

Communicated by Dr Allan Ferguson^ November 28, 1932. Read March 17, 1933. 

ABSTRACT, The rock specimens are turned as circular cylinders of diameter 5 cm, and 
height 2 cm., and are bisected by a cut made perpendicular to the base along one diameter. 
The top of the cylinder is heated and the temperature-gradient in the specimen is mea¬ 
sured by means of thermocouples held in a mica holder inserted in the cut. The tempera¬ 
ture-distribution and heat-flow in the specimen are each shown to be represented by a 
series containing Bessel and hyperbolic functions. Constants involved in the arguments 
of these functions are shown to be dependent upon the loss of heat from the hot surfaces 
exposed to the air in the apparatus. The determination of these surface heat-losses is 
described. Observations and results are given for four specimens. 

§1. INTRODUCTION 

T he work described in this paper was undertaken at the suggestion of Prof. 
C. H. Lees with the object of developing a method for the determination of 
the thermal conductivities of rock specimens. It was intended that the 
apparatus should be of simple design and that the preparation of specimens should 
not involve drilling. The specimens were turned as circular cylinders about 5 cm. 
in diameter and 2 cm. in height; they were bisected by a cut along a diameter 
perpendicular to the plane surfaces. 

The top of the specimen was heated, and the temperature-gradient in it in the 
steady state was measured with two thermocouples placed between the halves of the 
cylinder. From this gradient, the power input and the value of the total surface 
emissivity obtained in a separate experiment, the conductivity could be calculated. 

§2. DESCRIPTION OF APPARATUS 

The apparatus is shown in figure i. It is made of copper, and stands in a wooden 
box which prevents draughts from aflPecting the readings. The thermocouples and 
power leads coming from the apparatus pass from the wooden box through small 
glass tubes. The base of the cylindrical copper chamber is about 9 cm. in iameter 
and 0*4 cm. thick. There is a circular, plane-topped, raised portion at the centre of 
the base upon which the specimen is fitted. The base carries three ebonite plugs 
D, Ey Fy each pierced by two small holes through which thermocouple wires are 
carried out, and the terminals connected to the heating-coil are mounted upon two 
further ebonite plugs G. 

• Thesis approved for the Degree of Master of Science in the University of London. 
PHY8.80C.XLV, 3 30 
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Between the two semicylinders of rock, when they are upon the raised portion 
of the base, is a mica holder supporting two thermocouples, the wires of which are 
parallel to the base. A thin sheet of mica is cut to the same length as the perpen¬ 
dicular face of a semicylinder, but slightly higher, with one long edge straight. The 
best method was to use a safety-razor blade and a steel rule, the mica being laid 
upon a piece of plane glass. This piece of mica is then laid upon a short length of a 
metre scale, with the straight edge in contact with a straight glass edge fixed to the 
wood as shown in figure 2. The wires of the two thermocouples are then placed on 
the mica, parallel to the straight edge, with their junctions at the centre. The lines 
on the scale allow this to be done quite accurately by eye. The couples are held in 
position during the process of construction by small pieces of sealing-wax run on to 
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Figure 2. 


the wooden holder. Parallelism of the straight edge and the thermocouples having 
been secured and then checked by means of a travelling microscope, a little seccotine 
is smeared carefully along each wire to fix it to the mica. This is allowed to harden, 
the rest of the slip is seccotined, and a second mica slip similar to the first is then 
laid upon the whole, with its straight edge in contact with the glass edge. A second 
piece of metre scale is placed upon the mica and a kilogram weight is then placed 
on the top of this, in order that the holder shall be flat and that excess seccotine shall 
be forced out. After a day or two such a couple-holder may be removed from the 
wooden former. The distances of the couples from the straight edge can be readily 
obsei^ed with a travelling microscope. The couple-holder is then gripped firmly in 
position between the halves of the specimen, with its lower edge in contact with a 
glass plate on which the halves rest, and its upper edge is trimmed to the height of 
the specimen by means of the razor blade. The holder is then ready for use. 

It is fastened between the halves of the specimen by smearing glycerine upon its 
surface and the rectangular faces of the specimen. Glycerine is smeared upon the 
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raised portion of the base and a very thin piece of mica is then placed upon this. 
The use of this piece of mica is explained below. The base of the specimen is also 
smeared with glycerine. It is then slid upon the mica. Thermal contact between the 
specimen and the heating-disc on it is secured in the same way. 

The copper heating-disc is a cylindrical box 5 cm. in diameter and 0-5 cm. thick 
containing a heating coil of nichrome strip wound star-shaped on a mica ring and 
insulated from the disc with thin mica. The sides of the box are thick so that there 
is a wide surface of contact between the lid and the sides to ensure good transfer of 
heat. The lid is held down tightly by six countersunk screws. The ends of the 
nichrome strip are taken out radially through small glass tubes which just slip over 
the nichrome. The leads to the coil are of gauge-36 copper wire and are soldered to 
the nichrome at the points just before they enter the disc. The leads are taken to the 
two terminals mounted on the base. 

The copper cap Ay which is 0*25 cm. thick and 4 cm. high, fits tightly upon the 
base B. Thermal contact between the cap and the base is made by amalgamating 
the edges in contact. Thermocouples are soldered to the heating disc and the cap. 
That on the disc is formed by soldering a copper wire to one end of a diameter and 
a eureka wire to the other end. The couple fitted to the inside of the cap is placed 
halfway up and its leads are taken out through a small ebonite plug let into the side 
of the cap. 

Thermocouples. The thermocouples are of gauge-36 copper and eureka wires. 
The junctions are formed by soldering the scarfed wires together, as fused junctions 
are very liable to fracture and are, in most cases, larger than scarfed joints. The cold 
junctions are made in glass tubes containing mercury, immersed in water in a large 
vacuum-walled * food jar,’ From the cold junctions copper leads run to a four-point 
mercury switch which enables the various couples to be connected to the potentio¬ 
meter. 

The couples were standardized with their cold junctions in a thermos flask con¬ 
taining ice. The hot junctions were enclosed in very thin glass tubes immersed in 
succession in the vapours of boiling carbon tetrachloride, water, and aniline and in 
water at air temperature contained in a thermos flask. The temperature of the water 
was read with a mercury-in-glass thermometer standardized at the National 
Physical Laboratory. The e.m.fs. obtained were read on a Cambridge Scientific 
Instrument Company thermocouple potentiometer and could be read to i/xV. The 
e.m.fs. obtained were used to construct curves of deviation from the standard e.m.f. 
tables given in the International Critical Tables. These deviation curves were then 
used with the standard e.m.f. table to find the temperatures. The couples in one 
mica slip were calibrated before being placed in the mica, and when in position were 
compared in an electric furnace with a calibrated thermocouple. At the tempera¬ 
tures used in experiments with the rock specimens the readings were found to be 
the same as when the couples were enclosed in thin glass tubes for calibration. The 
couples for the mica holders were therefore calibrated in thin glass tubes before 
being mounted, as this was more convenient. 

Mention has been made of a thin sheet of mica placed between the base of the 
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apparatus and the base of the specimen. Cross-coupling of the various thermo¬ 
couples can be effected at the four-point switch, which is used to change from one 
couple to another and serves to check the insulation of the couple; the latter is 
generally good when the apparatus is first set up but a leak develops owing appar¬ 
ently to the glycerine hydrolysing on the mercury-copper surface at the base, where 
traces of a greenish solution appear. As a result, the glycerine on the mica holder 
served as a poor conductor between the lower couple leads and the base. 

On insertion of the thin mica sheet the leak was no longer observed. Mention 
has been made of this as the author has not seen any previous reference to such an 
effect. 


§3. THEORY 

We may consider the specimen to be a cylinder as in figure 4, where v represents 
the temperature-excess of the point jsr, r, d over that of the enclosure. Considering 
a cylinder as above, we have the following boundary conditions. 

When z - o v Oy 

„ Z -== b V Vy 

„ r^a --k.dvjdr hvy 

where A, k are respectively the emissivity and the conductivity of the material. 
Laplace’s equation in cylindrical co-ordinates 




1 dv 1 d^v 
rdr'^r^ dO^ dz^ 


o. 


Since the system is symmetrical about the z azis, the term is zero. 

It can be shown that the solution of this equation is 

V — A'Jq (ar) cosh olz + B'Jq (ar) sinh ouSy 

where A\ B' and a are constants to be found from the boundary conditions and 
Jo (aO is ^ Bessel function of zero order. 

Since v =• o for z 0 the term involving the hyperbolic cosine disappears. 

.*. V B'Jq (ar) sinh ccz. 

^ Kv, 


Atr = a, 

where K = hjk, and, since 


dr 


we have 


^ [Jo (owe)] - a/i (xx), 

*«-/i (*«)/7o (ao) 

which has solutions a^, 013 etc. For the specimens used we can show that 

a,a = 0-33 approximately and -- 3-85, so that since a - 2-5 cm,, 

«i = 0-132, 02 -= 1-53. 

8—CO 

V = 'L B/.Jo (x,r) sinh a,*. 


V will be given by 
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which we may write 

D T / xSinha,sr 
*_i ^8mha,6 

We then have, since v=V when «■= 6, 

F^SJ 5 J,(a.r). 

VaK 


It may be shown* that 
Hence we have 


5 . = 4. 


a,*‘/o («»«)* 


I VaK Ji{ai,r) sinha,^ 
,"i a*'K^ + a,®‘yo («»«)" 1 'sinh a, A’ 


a«oo A 

s ^ 


Dropping suffixes and retaining B, 

V D 7 / \ cosh oar 

The heat conducted over the entire cross section at a height z 


The heat flow across top surface z = bis 

In an experiment we determine Vi and i^g at positions Zi and z^y r being zero in both 
cases, so that 

^ ^ sinh (x2^i 

sinh oib 

The heat flow across the top surface of the specimen is equal to the heat input 
to the heating-disc less the heat emitted from the top and sides of the disc. If we 
take V as the temperature-excess of the disc over the cap, Sq as the area of the top 
and sides, and Aq as the value of the total emissivity for the top and sides, the heat 
flow through the top surfaces is {H — Aq^o F) where H is the heat input to the coil. 
Hence 

H-h^S,V^ 2nka S (oa), 


H-k>S,V 

Vi-Vi 


=- Znka • 


‘ sinh aA ’ 

^ cosh oJ> j . . 
S5.-Tr5—T./i(a«) 


SB 


sinh ocA’ _ 

sinh gg] — sinh gg; ' 
sinhoA 


V,S, 

K 

H 


* MacRobert, Spherical Harmonics, p. 283. 
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Taking, as a first approximation, the first term in each summation we have 

H-h^SoV xlb 




sinh oc i gj — sinh aiZj 
sinh Xib 

Zirka cosh ai6 

~ 2 sinh (zi — Z2) cosh (z^ + z^ 

■nka cosh Xyb. — • ~ ”"g —^ 

sinh Jaj {z^ — z^) cosh ^Oi {Zi + s*) 
When a is small, this reduces to 

H-hoSoV Tta^k 


.(1). 


giving k thus, 




H 


£>2 Zi - Zi 

' Sq V Zj <«2 


.( 2 ). 


wa* Vi — Vi 

Having obtained this approximate value of k we can proceed to take into account 
two terms in each expansion. 

if-h ^ V - ^I'-cosh Oib-Ji («!«) + JSg'.cosh ^b.J^ (oCia) 

^ ® Bi' (sirih — sinh ajZi) + Bg' (sinh Oj^j — sinh 0*22)’ 


where 


B/ = 


Vak 


a*'K^ + a,®Vo (a5a)*sinh a,b' 
'ancelling out the common factor we have finally 

I-hoSoV 


Jj\xia) cosh a^b 1 

r “ "T "T Yro 


Ji (Oja) c osh Ogb 


= 2itak 


+ Oi’ Ji (aia)'8inh xj> ^ «2® Vo (01*0)‘sinh Xgb 

_I_ _I_ sinhoxgi—sinh«, a'2 , i__? sinhiX 22j — sinh XjZg 

+aj'Ji(a^ay sinh 6 ^K^ + Xg^' Ji^Xga) sinh Ogi 

.( 3 ). 

From this equation k may be calculated to a second order of approximation. 
Determination of the values of x,. The quantities aj, oc*, ... satisfy the equation 

Vi («.a ) ^ 

Jt> (M 

Using tables of Jg {x) and Jg (x) we can plot values of x.Jg {x)jji (*) against *, and 
then read off the values of x required to give oci, ocj, etc. The values necessary for 
this are given in another paper by the author*. Further, 

aK = ahjk, 


♦ Page 462 of this volume. 
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and k is readily found from equation (2) while h is found by the method described 
later. 

With the specimens used, the portions of the curve required for the determina¬ 
tion of ai and oc, are shown in figures 3 a and 4a of the above-mentioned paper. 

§4. DETERMINATION OF h 

It will be seen that, in the theory given above, the heat-loss in cal./sec. at a 
surface S is taken as ShV where A is a constant and V is the temperature-excess over 
that of a surrounding enclosure. 

The method of finding h was to support the heating-disc in its usual position in the 
apparatus by means of a small glass tripod. Thermal contact between the legs of the 
tripod and the disc, and between the triangle of the tripod and the base of the 
apparatus, was maintained with glycerine films. Current was then passed through 
the heating coil and, after about an hour, the readings of the disc and cap thermo¬ 
couples were taken at lo-minute intervals. When the difference of these readings 
was constant the final readings were used to find the value of h. 

The heat lost from the disc was due partly to conduction down the glass tripod 
and partly to conduction down the thermocouple wires, in addition to that emitted 
from the surface by convection and radiation. The first two have, of course, to be 
allowed for. 

In the case of the tripod we have to consider the conduction down three 
cylinders. 

The dimensions of the tripod legs were: 
length d — 2*2 cm., 

cross-sectional area q — o-047r cm?, 

perimeter p = 0-417 cm. 

Moreover h = 0-0003, ^ = 0’004, while 

V = 4 - 

Ax X — 0, V = F, so that 


V^A + B .(4). 

At X — df V = o, so that 

o = 4- Bg-</(pft/9*).<» . (5). 

= S = .(6)- 


Hence from equations (4) and (5) we can find A and JB, and using these values 
can find dvjdx and hence —qk.dvjdx for each leg of the tripod. 

To determine the correction for the heat flow along the thermo-wires we write 
V = where v is the temperature at a point on the wire distant x cm. 

from the disc. 

The heat conducted away from the disc by the wire per second 
^ — qk,dvjdx for jc = o 
= ^/{qk.ph).Vn. 
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For copper wire of gauge no. 36, 

\^qk.ph = i-i X io“*. 

For eureka wire of gauge no. 36, 

\/qk,ph ^ 0*3 X 10"^ 

The total loss along the thermocouple leads is 1-4 x cal./sec. 

The heat input having been corrected by these means the value of h is given by 

, __ Correct e d heat i nput _ i _ 

~ (Disc temperature — Cap temperature)' Total surface area of disc 

Readings were taken for various heat inputs. The results are shown graphically 
in figure 3. It will be seen that h is not constant but increases with increase of 
temperature-diflFerence. Consequently in the calculation of k the value of h is read 
from the curve for a temperature-excess equal to the mean of the temperature- 
excesses indicated by the thermocouples in the mica slip. The error introduced by 
this procedure will be small, since equation (2) which gives k fairly accurately is 
independent of a. 

^5. HEAT-LOSS FROM TOP AND SIDES OF HEATINC 5 -DISC 

• The value of h obtained by means of the above experiment is a mean of the 
values of the total emissivities of the top, bottom and sides of the disc. It probably 
corresponds very closely to the value for the sides, as it has been shown* that the 
ratios of the heat-losses by convection from the top, sides and bottom of a body in 
free air are roughly as i: |: I- The value of Aq, i.e. the mean total emissivity of the 
top and sides, will of course be greater than the value of h which is found by the 
tripod method. Some idea of it may be obtained from the following considerations. 

If we have a surface S with a temperature-excess V over that of an enclosure it 
will emit heat from the surface by radiation and convection. Then the heat emitted 

- vhn 

Ti and being the absolute temperatures of the surface and the enclosure, respec¬ 
tively; and — Tq 1\ 

'Faking the figure for the emissivity of a dull copper surface, given by Griffiths 
and Davis*, w^e have 

a = 0T5 X 1-36 10 

In an experiment with the disc resting on a glass tripod we have heat being 
emitted from the top, sides and bottom, and, as has been said above, it has been 
shown that the values of the respective convection losses will be roughly as i 
Taking them as A, |A, Ih we have, in a tripod experiment, if is the horizontal 
surface and S 2 is the vertical surface, that the heat emitted 

- *5, [<r + AF] + 5* [<7 (r,^ - r„^) + pF] 4 s^ - t^*) + pF] 

- a (V - T,*) (2S, f 5 ,) + Ih {2S, f S^) V. 

This in our calculations we put equal to {2S1 -f- Sg) /i"F, obtaining 

To*) + fAF]/F. 

• Food Investigation Boards Special Report^ no. 9. 
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From the top and sides of the disc would be emitted at the same time 
S, [a - To*) ^hV] + S, [a ^ To^) + ihV]. 

To find the mean value of the total emissivity for the top and sides, we put this 
equal to (^i + S^) h^V so that 

Ao = {S, [(7 (n* ~ To^) + hV] + S, [a - T,^) 4 iAF]}/( 5 i + S,) V 
= [a - To^) ( 5 , 4 S,) 4 hV{S, 4 i 5 ,)]/( 5 , 4 S,) V. 

{Ti* — Tq*) can be put equal to ^Tq^{Ti — Tq) if (Ti — Tq) is small compared with Tq, 

In the experiments performed Tq is approximately 290° K, so that 

a(7\*- Tq ^)^2 X io”»x r 

approximately. Hence 

/to = 2 X 10-’® 4 A ( 5 i 4 lS2)l(Si 4 5 a), 

A" ~ 2 X io"“® 4 o*75A. 

Substituting in the expression for A© the values of Si and S2 for the disc used we have 

Ao == 2 X 10"® 4 o-qA. 

Taking a value of A" from the curve obtained from experiments with the disc 
upon the glass tripod we have at 

F-6"C., A" - 1*3 X IO-^ 

A" — 2 / io~® 4 075A = 1*3 X 10’^ 

A = 1*5 X io“^ 

Ao = 2 X io~® 1 “ o-qA ^ 1*6 X 
i.e Aq is approximately 25 per cent larger than A''. 

One might, therefore, obtain values of Ao by adding 25 per cent to the values of 
A" obtained from the tripod experiments. Any inaccuracies due to approximations 
in the above calculations would be of small importance, for with the specimens used 
the heat emitted from the heating-disc is only about 5 per cent of the heat input to 
the specimen. An error of 10 per cent in the value of Ao would, therefore, result in 
an error of about | per cent in the value of A. It was thought that some experimental 
test of this view should be carried out. The method adopted was to coat the lower 
horizontal surface of the disc and the raised portion of the base of the apparatus 
with lampblack. This was done by holding them over the flame of turpentine burning 
on a piece of asbestos wool. A cylindrical paper tube was then constructed from 
drawing-paper. This tube was of the same height as the rock specimen and had a 
diameter slightly smaller than that of the disc. One edge of the tube was seccotined 
lightly and it was fixed to the base of the disc. The tube, with heating-disc fixed on 
the top of it, was then placed in position, as if it were a specimen, upon the raised 
portion of the base of the apparatus. The cap was, of course, fitted, current was 
passed through the heating-coil, and readings of the disc and cap couples were 
taken. It was found that readings could be taken fairly rapidly by raising the tem¬ 
perature quickly to a desired point and then reducing the current to the value 
calculated to give that temperature, readings then proceeding at lo-minute intervals 
for about 40 minutes. 
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The heat emitted from the top and sides was found by subtracting from the 
heat input to the coil, the heat conducted away by the cylinder of air, and that 
radiated from the base of the disc. The correction for the heat conducted down the 
cylinder of air was obtained by means of a calculation similar to those for the glass 
tripod, it being assumed that convection was absent when the heating-disc was 
uppermost. The heat radiated to the base was calculated from the formula 

Sa{T,^-T,% 

a being taken for the lampblack surface as 0-9 of the value for a black body radiator. 

The values of thus obtained are shown on the curve in figure 3. It will be 
seen that the values obtained lie on a curve which approximates to “a 25 per cent 
correction to h" ” curve. 



Difference of temperature between disc and cap (®C.) 


Figure 3. Values of and 

As the approximate calculations support the results obtained from the above 
experiments, the value of Aq used in the calculation of the heat input to the specimen 
in the steady-state experiments was read off the Aq curve obtained from those 
experiments. 

§6. FULFILMENT OF THE CONDITIONS ASSUMED IN THE THEORY 
GIVING THE TEMPERATURE-DISTRIBUTION 
IN THE STEADY STATE 

The theory given postulates a cylinder with an isothermal upper surface. The 
heating-disc, being of copper of fairly thick section and having quite a small 
diameter, complies with this condition. The other boundary condition, that the 
temperature of the base is equal to that of the enclosure, was tested by fitting another 
thermocouple to the base of the apparatus. As the apparatus was first constructed 
the contact between the cap and base was copper-to-copper; with this arrangement 
differences of temperature were observed. Upon amalgamating the surfaces of 
contact of cap and base these differences were greatly reduced and could be ignored 
at the temperatures used. 
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There is also the question of the effect of the couple-holder. The couple-holder, 
being surrounded by a much larger volume of rock, will tend to attain closely the 
temperature-distribution of the larger volume. Any slight differences would affect 
the reading of each couple in the holder by the same amount and the resultant 
temperature-gradient would remain unaltered. That the effect is extremely small 
was confirmed by the readings taken in some earlier experiments. In these the two 
semicylinders were cemented together with Keene's cement, thermocouples being 
embedded in the cement. These cement couple-holders were quite thick, up to 
2 mm., and of course the thermal conductivity of the cement is different from that 
of mica. However, the temperature-gradients obtained with these cement holders 
were, to a close degree of accuracy, the same as those obtained with the mica 
couple-holders. Also, for a given specimen, the same values of k are obtained from 
observations taken with different mica couple-holders. 

The influence of the nuca couple-holder upon the quantity of heat flowing into 
the specimen, and the effect of the specimen not having a circular section, must also 
be considered. The heating disc is circular but the specimens are, of course, not 



Figure 4. Figure 5. 

truly cylindrical. They were originally turned as circular cylinders but when they 
were bisected the portion of the rock lost in the cutting rendered the specimen no 
longer cylindrical. Consequently the heating-disc has a small -part of its lower 
surface which is not in contact with the specimen. Heat is emitted from this portion 
of the base of the disc to the enclosure. 

In addition, there is the fact that the arrangement of specimen and slip consti¬ 
tutes two thermal resistances in parallel. In the case of specimen no. 3, figure 5, the 
heating-disc has a diameter of 5-08 cm., the couple-holder has a thickness of 0-04 cm., 
the area of the top of the slip is 0-20 cm?, the area of the heating-disc is 20*27 cm?, 
and the area of the specimen is 19*66 cm? The area of the lower surface of the 
heating-disc not in contact with the specimen is 0*41 cm? Taking a temperature- 
excess of 8° C. and h = 0*00013 have that heat is emitted from this area at the 
rate of 4 x io~^ cal./sec. At this temperature-excess the heat input to the specimen 
is about 0*5 cal./sec. The correction which would have to be applied is small and 
is, therefore, neglected in practice. If it be assumed that /e == 5 x io~« for the 
specimen and A = i x io~* for the couple-holder, the thermal resistance of i cm. 
of the specimen is 1/0*098 and of the couple-holder 1/0*0002. 

The heat flow down the couple-holder would therefore be about J per cent. In 
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the calculations to find k it is neglected. In the finding of k from a set of steady- 
state observations the mean of the lengths AB and CD is taken as the value of 
the radius of the cylinder. 


§7. EXPERIMENT AND CALCULATIONS TO FIND k 

The apparatus is set up as described. The current is supplied by secondary cells. 
The current passing through the heating-coil is measured by finding the potential- 
drop across a resistance of o-iLl in series with the heating-coil. This potential-drop 
is measured on the thermocouple potentiometer. The potential-difference at the 
terminals on the case is obtained by means of a potential-divider which reduces the 
p.d. to one thousandth of the value at the terminals. The resulting p.d. is then read 
on the thermocouple potentiometer. The power input at the coil terminals can thus 
be found accurately. The value of the heat input to the disc is obtained by correcting 
for the power lost in the copper leads and the heat flow along the leads of the disc 
thermocouple. 

A high resistance, which can be smoothly changed by small amounts, is con¬ 
nected in parallel with the resistance regulating the current. This high resistance 
acts as a convenient vernier control for keeping a constant current. Small current- 
variations can be easily observed on the potentiometer and corrected with this 
device. 

When the current has passed for about 2 hours, readings of the four thermo¬ 
couples are commenced at lo-minute intervals. These are continued until the 
steady state is reached; this takes from about i to 3 hours, depending upon the 
power input. When the steady state has been reached the final readings then taken 
are used to calculate k. One such set of calculations is given for one specimen. 




Specimen no. 3. 

Gabbro. 


Current 

e.m.f. 

Thermocouple readings (mV.) 

---, 

Cold-junction 

temperature 

(A.) 

(V.) 

Disc Upper 

Lower Cap 


0*807 

496 

1733 1*593 

1-205 I-066 

16-82 

Thermocouple temperatures (° C.) 





56-21 5315 

44-53 41-41 



Positions of thermocouples (distance from base, cm.) 

i-Qii 1-524 0-322 


0-00 


Heat input. 

Current, 0-807 A., e.m.f. at case terminals, 4-96 V. 

Heat input to coil, 0*947 cal./sec. 

Heat-loss along thermocouples, o-ooz cal./sec. when V == 14-80° C. 

Heat emitted from top and sides, 0-074 cal./sec. when V — 14-80° C. and 
ho ^ 0*00018. 


Heat input to specimen, 0*871 cal./sec. 
Approximate value of ky 6*2 x 10*”*. 
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Calculation of and «g. 

When V •= 7*43® C., h" = 1-35 x 10-*, 

.% K = 2 - 1 % X 10“®, 

/. aK = 5*47 X 10-®. 


From the curves given in figures 3a and 4a we have, 

Oifl = 0-330, so that 04 = 0-132; 
Oja = 3-85, so that 04 = 1-53, 

Equation (3) may be simplified by certain approximations. 


H-hoSoV 

Vi-Vi 


■' znka. 


Jiictio) coshax^ 

I "I 


/i(ajfl) cosh 036 


Vo(aig) * sinh oLib -f 02^ Vo(«2g) * sinh Ogfr 


I sinh oLiZi — sinh 


+ 


=- znka 


4 - oLi^ * Jq {oLia) * sinh cnib 

T (cr cn~h xh h + *1* JoM sinh a,i JiM 
j, («xa).cosh • 


sinhoggi— sinhogg, 
/sr®+aj,®Vo(“s^) sinhogi 
cosh Og^ 


-inb « ~ -inh T 1 + “1* ^0 (M sinh aiA (sinh aja, - sinh 0*2:*) 

sinh «x.x - sinh aj.* + -fTM * Shh 0^ * i 


The second terms in both numerator and denominator are small compared with 
the first term, that in the numerator being about ,V) per c®nt and that in the de¬ 
nominator 2 per cent of their respective first terms. We can, therefore, write 

Jo MlJo (“*«) = - 2-4, 

since {oliO) is always nearly 0-97 and Jq {ca^a) — — 0-4. The second term in the 
numerator is negligible. 

That in the denominator may be written 




sinh aji 


(sinh — sinh OgSrg). 


We have 


sinh (xjb 

Ji (M = |i - ^ 


. H-KSqV 




= na^kai.i 



l-i 

(¥)' 

‘ cosh OLib 

jsinh oLiZi — sinh cfL^z^ ~ 

■ 2-4 ( 

a,\® sinh <tib , . , . . ' 

»>*>«)} 


This is the equation used for the determination of k. 

Proceeding with the calculation for specimen no. 3, we have that 

H— IT.2-51®.^.0-132 {1 — 0-014} 1-032 

Vi — Og {0-202 — 0-042 — 0-002} * 




1 /_ 
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§8. REVIEW OF RESULTS 

The accuracy of the method is chiefly dependent upon the measurement of the 
distance apart of the couples in the mica holder. In practice the setting up was not 
considered accurate enough if, when a travelling microscope was moved along the 
length of the wire parallel to the long edge of the holder, the point of intersection of 
the cross wires moved off the width of the thermocouple wire. The holders used 
fulfilled this condition, and as the diameter of the wire was 0*019 cm. the error in 
distance apart of the couples can be considered to have a maximum of about 
0*01 cm. As the distance between the couples was usually about i*i to 1*2 cm. one 
can say that an error of less than i per cent is involved on account of the setting up. 
The final results can, therefore, be considered to be accurate to within i per cent. 

The method has, of course, the advantage that the error due to the difference of 
temperature set up in the glycerine layer maintaining thermal contact between the 
hot and cold plates and the specimen is eliminated. 

The rocks used were gabbro, granite, quartz-schist and recrystallized sandstone. 
The sources were as follows: 

Gabbro: from Sligachan, Skye. 

Granite: taken at a depth of 270 ft. from the surface at the Newmay Quarry, 
Aberdeenshire. 

Quartz-schist: from Moine, Sutherland. 

Recrystallized sandstone: Lower Permian, The Old Quarry, Penrith, Cumber¬ 
land. 

In the case of sandstone a different treatment had to be adopted in the fixing 
of the mica couple-holder in the specimen, as the sandstone was permeable to the 
glycerine. Fairly thick shellac varnish was used in place of the glycerine. 

The values of the thermal conductivities found with the apparatus are given in 
the table. 





'I’hermocouple readings (mV.) 

Cold. 

junction 

tempe¬ 

rature 

(•’C.) 

Den¬ 

sity 

(Km./ 

cm?) 

Distances from base (cm.) 

Mean 


Specimen 

Current 

(A.) 

e.m.f. 

(V.) 

Disc 

Upper 

Lower 

Cap 

Disc 

— 

Upper 

Lower 

Cap 

temp¬ 

erature 

of 

apeci- 

men 

(“C) 

k 

Gabbro 

o*6oo 

o-8i8 

371 

5*00 

1*049 

1793 

0*951 

1*615 

0-765 

1-263 

0*688 

1-115 

16*18 

17*10 

3-10 

1*91 

1*41 

0-34 

0*00 

36*2 

49-9 

0*0061 

0*0059 

Granite 

0*607 

0*813 

3*69 

4-99 

0-922 

1-633 

o*86o 

1-515 

0*700 

1*217 

0-635 

1-093 

15-54 

15*72 

2-58 

1*91 

1-52 

0*32 

0*00 

33-7 

47-0 

0*0081 

o*oo8i 

Quartz-schist 

0*605 

0*798 

373 

4*98 

0-883 

1*410 

0*828 

1-312 

0-703 

1*092 

0-650 

0-996 

16*42 

15*96 

2-58 

1*91 

1*41 

0-34 

0*00 

34-2 

43-6 

0*0097 

0*0096 

Sandstone, 

recrystallized 

o*6o8 

0*793 

370 

4*86 

0*978 

1*509 

0*912 

1-382 

0*802 

1*200 

0-723 

1-056 

16*30 

i6*86 

2*40 

1*91 

1*49 

0*41 

0*00 

46*6 

0*0110 

0*0113 



A method for the detemUnatim of the thermal conductivities of Pocks 461 

Comparison with the results obtained by other observers is rather difficult. 
Widely differing values have been observed for specimens of the same name but 
which may vary considerably in their composition. 

Gabbro was used by Tadakora''^. He found the conductivities of homeblende 
gabbro taken from two provinces in Japan. For a specimen from the Province of 
Chikuzen the value was 0 0072 while from the Province of Awadi the value was 
0*0043, both taken at room temperatures. 

Granite was used by Poolef and he gives a value of 6 x lo:^ The present values 
are much higher, but this is probably due to difference in composition. The amount 
of quartz, which probably governs the conductivity by both the quantity present 
and its orientation in the specimen, can, in granite, vary by from 20 per cent to 
50 per cent. Poole does not state the source of his specimen. 

Quartz-schist is a “sheared quartzite.” In this, the quartzite has been crushed 
by folding movements and the quartz consists of small crystalline fragments of 
irregular shape with interlocking margins. Some white mica is also contained in 
crystalline flakes. One might, therefore, expect lower values than those obtained for 
quartzite. EnsorJ gives the thermal conductivity of quartzite at 0° C. as 0*0149, 
which agrees with this expectation. 

Previous values for sandstone are considerably lower than the values found, 
being about 3 x iO“® at air temperatures. The specimen used in this work is of 
recrystallized sandstone. The Encyclopaedia Britannica states in the section on 
quartzites that “where sandstones are altered by intrusive rocks they are often con¬ 
verted into pure quartzite, the heat evidently occasioning the deposit of interstitial 
quartz.” Recrystallized sandstone undergoes such forces in its formation, and it is 
interesting to note that the values of the thermal conductivity observed are of the 
same order as those for quartzite. 

The directions of the variations in the conductivities at the different tempera¬ 
tures agree with those found by previous observers. On account of the limited 
range no value of a temperature coefficient of thermal conductivity can be given. 
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TABLES TO FACILITATE THE CALCULATION 
OF THE TEMPERATURE-DISTRIBUTION IN 

A CYLINDER 

By H. a. NANCARROW, M.Sc., A.Inst.P., Research Student, 

East London College 

Communicated by Dr Allan Ferguson^ November 28, 1932. Read March 17, 1933. 

ABSTRACT, The temperature-distribution, in the case of a cylinder heated at its top 
surface and whose convex surface is exposed to air at the same temperature as that of the 
base of the cylinder, has been considered by Byerley. The present paper gives curves and 
a table which can be used for finding constants occurring in the expression for the tem¬ 
perature-distribution . 


T he cases in which the temperature-distribution in a circular cylinder sym¬ 
metrically heated may be expressed in terms of Bessel functions may be 
classified, in accordance with Byerley's^ suggestions, as follows. 

{a) The convex surface and base of a cylinder of radius a and length b are kept 
at zero temperature, and the temperature at each point of the top surface is a given 
function of the distance r of the point from the centre of the surface, (i) The base 
is kept at zero temperature and the convex surface is impervious to heat, the top 
surface being as in (a), (c) The base is kept at zero temperature and the convex 
surface of the cylinder is exposed to a gas at zero temperature, the top surface 
being as in (a). 

The solution of each of these problems is given by 




= A 


sinh (fjLi g) 
sinh {fjLi h) * 


Jo {f^i 0 + -^2 


si nh {1x2 z) 
sinh 


1 .... 


Where Jq is the Bessel function of zero order, z the height of a point above the 
base, Aiy A2t ... constants to be determined by the distribution of temperature 
over the upper surface, and /xg, ... are in each case the roots of an equation, 
namely 


for (a) 

7 o (m«) = 0. 

for (ft) 

Ji (h^) = 0. 

for (f) 

kixaji (/xfl) - ah Jo {fia) = o, 


where A is the emissivity of the surface and k is the thermal conductivity of the 
material of the cylinder. 


• W. E. Byerley, Fourier Series and Spherical Harmonicst p. 226 (1902). 
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3 * 


Figure i. 
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The roots of (a) and (6) have been tabulated*, and the lower values are repro¬ 
duced in table i. 

Table i. 

Roots of/o (*) = O 2-405. 5 520, 8-654, 11-792, 14-931, 18-071, 21-212 

Roots of 7 i {x) - 0 3-832, 7-016, 10-173, 13-324, 16-471, 19-616, 22760 

There appear to be no tables of the roots of equation (r). As this case frequently 
occurs in practice, the author is following the suggestion of Prof. C. H. Lees, that 
tables and curves for the determination of its roots would be useful. 



Figure 2. 

The equation may be written 

where x = fia and K = ahik. 

If, therefore, values of xjt W/To (*) are calculated from tables of Ji (») and 
* G. N. Watson, Theory of Bessel Functions, p. 666 (1922); Jahnke, Funktionentafdn, p. ni 

(1909)- 
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/o W and plotted against x\ the values of x which make x Jx {x)IJo (x) equal to K 
may be found by interpolation or by inspection of the curves. The values of 
X Jx (^)//o (^) are given in table 2 over the range x o to x = 15 at small intervals 
within the ranges likely to be required in practice. 

The values when plotted give the curve shown in figure i. It is, of course, dis¬ 
continuous, with breaks occurring at the roots of /o (^) ”= and crosses the x axis 
at the roots of Jx (a?) o. Each portion gives a value of /x satisfying the equation. 
The portions over which small intervals have been taken are shown on an enlarged 
scale in figures 2, 3, 4, 5, 6 and 7. Figures 3 a and are portions of the curve 
used in work* with some rock specimens. 

Table 2. 


X 


X 

xJi (x) 

/o(x) 

X 

xJt (X) 

Jo ( x ) 

0-00 

0-00 

2*20 

11-083 

8*00 

10*936 

•01 

•00005 

2*4048 

00 

8*20 

17*310 

•02 

•00020 

2-5P 

- 25-64 

8-40 

32*890 

•03 

•00045 

2-75 

- 7137 

8-6537 

00 

•04 

•00080 

3*00 

- 3*911 

9*00 

- 24*442 

•05 

•00125 

3-25 

- 2-355 

9*25 

- 13*125 

•06 

•00180 

3*50 

— 1-268 

9*50 

- 7*795 

•07 

•00245 

3*75 

- 0*310 

9*75 

- 4*393 

•08 

•00320 

3-8317 

0-000 

10*00 

- 1-769 

•09 

•00405 

3-85 

0*0703 

10-1735 

0*000 

•10 

•00501 

3*90 

0*2644 

10*20 

0*2705 

•15 

•0113 

3*95 

0*4624 

10*25 

0*7830 

•20 

•0201 

4*00 

0*6651 

10*30 

1*3053 

*25 

•0315 

405 

0*8738 

10-35 

1*8305 

•30 

•0455 

4*10 

1*0894 

10*40 

2*3704 

•35 

•0622 

4*15 

1*3132 

10*60 

4-7138 

•40 

•0816 

4*20 

1-5464 

10*80 

7-5563 

•45 

•1039 

4*40 

2*6069 

11*00 

11*360 

•50 

•1291 

4* 60 

3-9850 

11*20 

17*167 

•55 

•1573 

4-80 

5*9592 

11*40 

28*111 

•60 

•i886 

5*00 

9*2222 

11*60 

60*314 

•65 

•2243 

5*10 

11*967 

11*7915 

00 

•70 

•2614 

5*20 

16*182 

12*00 

- 56*21 

•75 

•3031 

5*40 

45*252 

12*25 

- 24*32 

•80 

•3487 

5*5201 

00 

12*50 

- 14*08 

•85 

*3984 

5*75 

- 24-06 

12*75 

— 8*448 

•90 

•4524 

5*85 

- 16-58 

13 00 

- 4*418 

•95 

•5112 

6-00 

- 1103 

13*25 

— 0*981 

1^00 

•5751 

625 

- 6-474 

13*3237 

0*000 

1-05 

•6444 

650 

- 3-843 

13*35 

0*3511 

I’lO 

•7197 

6*75 

- 1-873 

13*40 

I*02I6 

i-iS 

*8018 

7*00 

— 0-109 

13*45 

1*7000 

1-20 

*8909 

70156 

0*000 

13*50 

2*3892 

I-2S 

•9882 

7*05 

0*2421 

13*55 

3*0937 

1*30 

I 0944 

7*10 1 

0*5971 

13*60 

3*8i6o 

1*35 

1*2117 

715 i 

0*9577 

13*80 

6*9886 

1-40 

1-3385 

7*20 

1*3257 

14*00 

10*916 

1*45 

1-4792 

7*25 

1*7028 

14*20 

16-333 

i-SO 

1-6351 

7*30 

2*0913 

14*40 

25*022 

I‘60 

1-9976 

7*35 

2*4935 

14*60 

42*998 

i^8o 

3-0789 

7*40 

2*9116 

14*80 

112*92 

2-00 

2^10 

5-2719 

7-1627 

7*6o 

7*8o 

4*8092 

7*2910 

14*9309 

00 


• See page 447 of this volume. 
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A NOTE ON THE KERR CELL 

By E. E. WRIGHT, B.Sc., Baird Television Limited. 

Communicated hy Prof, G, Temple^ December 31,1932. Read March 17, 1933. 

ABSTRACT. The distortion due to the curvature of the (light, voltage) characteristic of a 
Kerr cell is discussed, and an expression giving the amplitudes of the Fourier components 
of the light-variation due to a pure alternating potential applied to the cell is obtained. Sets 
of curves showing the variation of percentage of second and third harmonic with bias and 
amplitude of the applied alternating potential are given. The working conditions for mini¬ 
mum distortion obtained from these curves agree with those used in practice. 

§1. INTRODUCTION 

The equation of the (light, voltage) characteristic of a Kerr cell* is 

. 

where L is the intensity of the light passed by the cell, e the potential applied to the L, e 

cell, and V the potential at which L is first a maximum. F is a constant for the cell. V 

It is obvious from this equation that the light-variations are not proportional to 
the variations of the applied voltage, although by working on a suitable part of the 
characteristic and keeping the range of variation of e small the changes in L may be 
made nearly proportional to the changes in e. 

It is the object of this note to investigate this distortion due to the curvature of 
the characteristic. 

§2. THEORY 

If a pure alternating potential a cos wt superimposed on a steady biasing potential 


b is applied to the cell, the light-intensity is given by b 

r • ^ (tt /b + a COS , v 

-pr—)} .W 

Now L is clearly an even function of time, hence 

00 

L^Aq+ 2 AnCosncut .(3), n 

n^l 

, /I “ f"^" • 2 facoswA*) , / \ A 

where (2 V - V - . 

and ^„= I2V-T-jfcosmoAdf .(5). 


♦ W. D. Wright, Proc. Phys. Soc. 44 , 325 (1932). 
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The magnitudes of A ^... determine the nature and extent of the distortion 

and in particular the expression looA^lAi (called “the percentage of second 
harmonic”) is a convenient measure of the distortion. Thus in sound-recording it is 
usually reckoned that 5 per cent of second harmonic is the maximum distortion 
tolerable. 

Now equation (5) may be written 
I r® 

An = - \ cos (a j 3 cos<)i + y cos 2(^) cos .(6), 

where <l> — wt a = (6® + tt/P 

j 3 = zabTr/V^ and y = a^irjzV^ 

It can easily be proved that* 

+00 

exp{jA:(jy-j->)}= E .(8), 



where( jc) is a Bessel coefficient of order m. So that putting y^i exp {i 6 ) and 
using the relationf 

= .( 9 ), 

we obtain 

00 

exp {ix cos = /o W + 2 E (x;) cos mB .(lo). 

m=*l 

Therefore An is the real part of 

f*|7„(i3) + 2 S^«>7^(i3)cosmy,(y) f 2 »VA(y)cos2A^}cos«.^.4 


exp(ia) 7o(^)7o(y)|^ ^ cos n<f>,d<f> 

+ /o(y)|^»'‘ 7 ^ 03 )|" ^ cos /X(^ cos . 


+ 7 o (j 3 ) E Jx (y) f * cos 2A<^ cos 

Jir'^ 

f E E i>"*^JuiP)Jx{Y)\ - cos 2\<f> cos cos n(f).d<l> .(ii). 

Of the integrals in this expression the first is zero; the second is (— i) when /x== n, 
otherwise it is zero; the third is (- i) when zX == n, otherwise it is zero; and the last 
is (~ i) each time any of the following conditions are fulfilled: 


zA + ju, = «, zA + « = /X and fi + n=^zX. 

Otherwise it is zero. 

With these conditions it is a simple matter to pick out an expression for Af^ for 
any particular value of n . 


• Watson, Theory of Bessel Functions^ p. 14. 
t Ibid, p. 15, 
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Thus: 

= cos a Ui (y) Ui m - J» m) - h (y) i/s iP) - h m A 

+ 7«(y){7.(^-/u(j8)}...] 

+ 8 in a L/o (y) J, (^) + J, (y) {J, (/3) - J. (jS)} - /* (y) {J, ((3) - /. (^)}.. 

A = cos « L/o (y) 7, (^) - 7, (y) {7, (iS) + 7, (jS)} + 7, (y) {7, + 7„ (i3)}...] A, 

+ 8m a [7, (y) {7„ (^) + J, (fi)} - 73 (y) {7, (jS) + 73 (jS)} 

+ 7.(y){78(i8) + 7is(i5)}...]. 

A = cos a Ux (y) t/i (^) + 7« «S)} + 7» (y) t/s (i3) - 7* m) A, 

■ -7*(y){7»(i8)-7jS(W-] 

- sin a [7„ (y) 7, (p) + J, (y) {7^ (fi) - J, (^)} _ (y) { 7 . (jS) - {^} +...], 

and so on. 

Now in any practical use of these series the maximum value of y is about 0*25 
and that of p is about 2 , so that the series converge very rapidly, two terms of each 
being sufficient to give their sums to about four figures. Bessel coefficients are 
tabulated at the end of Watson’s Theory of Bessel Functions and have been plotted by 
Hague 

The value of is comparatively unimportant, but it may be found by an 
analysis very similar to the above. 


§3, RESULTS 

Figures i and 2 show the percentage of second harmonic for various values of 
the amplitude of the applied voltage and the bias. In considering these curves it 
must be remembered that the percentage of second harmonic is not the only factor 
to be considered; for if the cell is used over a range in which the characteristic is 



Figure 1. Percentage of second harmonic plotted against amplitude of the applied 
voltage at various bias voltages. 

• Froc. Phys. Soc, 29 , 211 (1917). 
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nearly symmetrical about the centre point the even harmonics will be small com¬ 
pared with the odd harmonics. For this reason an additional curve, figure 3, showing 
the relation between the percentage of third harmonic and the amplitude of the 
applied voltage when the biasing voltage is 07 is given. 



Fig. 2. Percentage of second harmonic plotted against bias at various values of the 
amplitude of the applied voltage. 

Amplitude (V.) 



Fig. 3. Percentage of third harmonic plotted against amplitude of the applied voltage 
at a bias voltage of 0*7 V. 

These curves support the conclusions of W. D. Wright* that for sound-recording 
a biasing voltage of about 07 and a maximum amplitude of just over o*i V. should 
be used. In television the need for large contrast has to be satisfied at the price of 
distortion, so that a biasing voltage of about o-6 and amplitudes up to 0*4 V. are 
used, giving about 20 per cent of second harmonic and 9 per cent of third harmonic. 
Fortunately the eye is not very sensitive to this shade-distortion. 

• Loc, cit. 
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DISCUSSION 

Prof. A. O, Rankine referred to the author’s statement on page 472 that W. D. 
Wright had found the optimum biasing voltage to be 0*7, and asked whether this 
result was obtained by trial, or by calculation from equation (i). 

Dr W. D. Wright. I am afraid I cannot claim the credit that has been attributed 
to me for the values of the biasing and modulating voltages used in sound-recording. 
They originated in a paper by Zworykin, Lynn and Hanna* to which I referred in 
my paper on the Kerr cell and they were based on the same criterion as that used by 
the author of the present paper, namely that not more than 5 per cent of second 
harmonic is tolerable. The agreement found is therefore to be expected. 

Author’s reply. I imagine that the conditions under discussion were initially 
arrived at merely by noticing that the characteristic curve is substantially straight 
between o-6 V. and o-8 V. 

* Tfaiu. Soc, Motion Picture Engineers^ 12, 748 (1928). 



474 


535 - 4 ^ 

AN EXPERIMENT BEARING ON TALBOTTS BANDS 

By the late A. CHRISTOPHER G. BEACH, B.Sc., A.Inst.P., 

Chelsea Polytechnic 

Received November 19, 1931*. Read in title March 17, 1933. 

ABSTRACT. The author discusses the form of diffraction pattern observed in a spectro¬ 
scope when a point of light is produced on the slit of the collimator, and an aperture in 
which the upper or lower half is covered with a retarding plate is between the collimator 
and telescope. He uses the bands so produced as a means to explain Talbotts bands, and 
shows how the method helps to find the best aperture-width to exhibit them. A description 
of the experimental methods and photographs of the effect are given. 

§1. INTRODUCTION 

T a L B o t’s bands are produced in a spectroscope if white light is sent through it 
and half the beam is made to pass through a retarding plate of some trans¬ 
parent material, provided that the edge of the retarding plate is parallel to 
the slit and that the plate is inserted from the red side of the spectrum if placed 
between the collimator lens and the telescope objective, or from the other side if 
placed at the eyepiece. In order to get sharp bands there is a definite relation be¬ 
tween the angular dispersion of the prism, the rate of change of phase-retardation 
produced by the plate, and the width of beam. The bands were discovered by Fox 
Talbot in 1837 and were explained by Airy, and later by Stokes. These two treat¬ 
ments are mathematical and are based on Fourier’s analysis. In 1904 Schuster 
suggested an explanation based on the pulse theory of white light and, as a result, 
Talbot’s bands have been considered to prove the pulse theory. Another method 
of explanation, which does not require the ptilse theory, is that given by A. W. 
Porterf, who compares the arrangement to a two-aperture echelon grating. 

During the summer of 1928 the author carried out some experiments the result 
of which also was to show that the pulse theory was not necessary to explain these 
bands. The method adopted, and shown in figure 2, was to focus the image of an 
electric-lamp filament L on the slit of a spectroscope and so to produce a point 
source of light at the focus of the collimator lens. When this point is viewed through 
the spectroscope the continuous spectrum is seen reduced to a horizontal line. If 
now the retarding plate F and aperture are placed as for Talbot’s bands but rotated 
in their plane through 90°, a diffraction pattern is seen of oblique lines crossing the 
horizontal axis of symmetry and these oblique lines are cut into short lengths by 
dark bands nearly parallel to the axis. 

• The Council regret the delay in publication of this paper, occasioned by the sudden and 
lamented death of the author. The paper in its original form was part of a thesis for B.Sc. by research, 
t Preston, Theory of Light. Edited by A, W. Porter, p, 330 (5th edition). 
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Any point on this pattern can be considered as being produced by two displace¬ 
ments, one in the plane of the deviation, due to the spectroscope, and the other 
perpendicular to this, due to the diffraction pattern. The rate of change of these 
displacements with change of wave-length depends in the first case on the constants 
of the prism or grating, in the second on the rate of change of phase-retardation 
produced by the film and on the aperture-width, so that the slope of a line depends 
on the relative values of these two rates of change. If now the aperture is given such 
a width that the lines are at 45°, the two rates of change are equal and the aperture 
is the best to show Talbot’s bands. 

A series of points can be taken along the axis of symmetry of the spectra which 
are in the same condition of intensity of illumination. (As will be shown in the 
theory it is best to choose the points of jzero illumination, as the zero-illumination 
lines are straight.) Let these points be considered as zero-displacement points, then 
on one side of each there is positive displacement for both axes and on the other 
there is negative displacement. Now turn the aperture and film through 90° in the 
plane of the film. This brings both sets of displacements into one axis. If the film 
is turned one way the displacements oppose each other and therefore sum to zero. 
This gives Talbot’s bands. If the film is turned the other way they supplement each 
other and no bands can be produced. 

■> 1 : =1' I 1 

w 

Figure I. Figure 2. 

On looking at the literature on the subject, the author found that N. K. Sethi 
had published in 1920* a description of somewhat similar oblique bands produced 
by a different optical arrangement. His method, figure i, was to project the image 
of a slit E on to the slit of the spectroscope and then to place the aperture and 
retarding plate F close to the projection lens. The resulting effect at the slit of the 
spectroscope was analysed by the spectroscope and gave a similar diffraction 
pattern. The author has continued his experiments and now publishes them because 
his arrangement has advantages over Sethi’s in that the development from the oblique 
bands to Talbot’s bands can be carried out in a more logical and straightforward 
manner and, further, the method gives a means of determining quickly the best 
aperture-width. 



§2. THEORY 

In the mathematical discussion which follows the theory of the oblique bands 
is first considered, as these bands have an interest of their own. The results are then 
developed to show their bearing on Talbot’s bands. The discussion depends on the 
theory of a rectangular aperture, and the usual textbook proofs are assumed but are 
developed further or by Afferent methods where such a course is helpful. 


• Phys, Rev. 16 , 519-5^5 (1920). 
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In each method an expression is obtained for the amplitude of the oscillations 
in a given direction. To change this expression into intensity it must be squared. 

Let monochromatic light of wave-length A pass normally through a rectangular 
aperture of sides e, e', in the XY plane, figure 4. 

In order to find the amplitude a of the oscillations in a direction OP let 0 be the 
angle which OP makes with its projection on the YZ plane and 0 ' be the angle which 
this projection makes with the OZ axis. Then by the usual methods 


a==A 


sin® sin<D' 


( 0 . 


where 0, <D' are phase differences and are of the form 

- 27 re sin 0 
2<D = - ^5- 


( 2 ). 


A 


m 


y\cii^ 

Figure 3. 



We shall only have to consider the variation in amplitude and intensity with 
variation of direction in one plane, say the XZ plane, and therefore O' and 6 ' can 
be considered fixed while 0 and 6 are variables. If, in addition, our aperture is a 
long narrow aperture or slit and our plane is perpendicular to this and passes through 
its centre. 


, sinO 


(3). 


where A is the amplitude in the direction OZ. 

The variation of a with 0 can be shown to pass through maximum, zero and 
minimum values by differentiating equation (3), but it is of interest to discuss this 
by means of a vector diagram, as such a diagram can be used to develop the theory 
of a long aperture in which half the aperture is covered by a transparent plate with 
its edge parallel to the long side of the aperture. Let the XZ plane cut the centre 
of the aperture. To find the effect in a direction OP in this plane, divide up the 
width e of the aperture into strip elements parallel to the Y axis. The amplitude of 
the disturbance in the given direction is the same for each strip, but the phase 
changes gradually in passing from one edge of the aperture to the other. Let this 
change be 2O. Then 


20 = 


lire sin 6 

^ X~ 


(2). 


To add these disturbances by means of a vector diagram, let a vector of magnitude 
m represent the disturbances received from each strip of the aperture and be drawn 







An experiment bearing on Talbot's bands 477 


as a radius of m units within an angle AOB equal to zO in a circle with centre 0 , as 
in figure 5. Let N be the total number of vectors. Then 


Nm^A 


( 4 ). 


and A is the effect in a direction P if all the disturbances arrive in the same phase. 

If the vectors are not in the same phase but are spread over an angle 2O we com¬ 
bine the effects in pairs from two equal angles dif> at equal angles ^ but on opposite 
sides of the bisector of AOB. 

The number of vectors n within the angle is and their combined 

effect is Nmd(ftj2^. The resultant along OR of the vectors contained in each pair of 
angles is 


iNm 

2 < 1 > 


cos 




and integrating over the range 2d> we have 

{^Nm ,,, 


or, writing A for NtUy 


Ntn sin O 

a = —^ -, 

<D ’ 

A sinO 




<D 


(5). 


It will be seen that iVm /0 gets smaller at each cycle and therefore the mairima get 
smaller, and also that the resultant is zero each time OB completes a revolution— 
i.e. when 4 > = n^-n, where has the values 1, 2, 3, etc. 

To apply this method to the case where half the aperture is covered by a trans¬ 
parent plate, let the plate increase the optical path by S, If this increased path is 
expressed in wave-lengths of the particular light the path is increased by 8/A wave¬ 
lengths, which may not be a whole number. In general there is thus a p^e-differ- 
ence of a between the light which just misses the edge and that which just passes 
through the plate. 

Let figure 6 represent this. Each half of the vector diagram of the aperture has 
a maximum resultant of ^A when 0 = 0, but the resultants are separated by an 
angle a. The final resultant is found by projecting R and R' on to a line which bisects 
the angle between them. This gives 

a = 2(iA cos Ja), 
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and in general when <I» is not zero the angle between the resultants is a + <I>, and then 

A sin ^ a + <I>\ 

_*_ i>r\a _ 1 


/A sint4> a-t-v\ 

. 

It will be seen that the resultant is zero in the vector diagram when the two com¬ 
ponent resultants oppose each other: i.e. 

ROR' = a + O = TT, 


or when each of these component resultants is zero: i.e. when 

AOC - 27r, COB - 27T. 


In the first case 
and in the second 


cos J (a + == o, 

si n _ 


If the retardation is such that there is no phase-difference between the two halves, 
then the effect is the same as if no plate were present. If on the other hand a = tt, 
then when O == o the amplitude is zero but it gradually increases with increasing O. 




These two conditions are shown in figures 7 and 8, where the intensity is plotted 
against the angle O. Figure 7 shows the condition when there is no phase-difference 
and figure 8 when there is a phase-difference of tt between the two beams. The dotted 
curves are intensity curves for an aperture equal to half the given aperture, but the 
intensity ordinates are increased so as to make comparison easier. It will be seen 
that the maxima in figure 8 occur on each side between Jtt and tt. The positions in 
which they lie are found by differentiating equation (6) and then equating to zero. 
It is generally shown that O = tan gives the position of the maxima for a simple 
aperture as in figure 7. Applying this method for the other case, figure 8, we have 
<l> ^ tan 10, 

In considering the case of white light, in order to make the discussion more 
precise let us suppose that white light radiates from a point and is then made parallel 
by a lens, after which it passes through a narrow horizontal aperture and is then 
spread out by a prism into a horizontal spectrum. This spectrum can be brought to 
a focus in some plane by a lens. There will be a diffraction pattern symmetrically 
arranged above and below a horizontal narrow continuous spectrum which stretches 
from red to violet; this line corresponds to the condition that d = o. As there is a 
simple aperture the diffraction pattern consists of light and dark bands nearly 
parallel to the central band but slowly converging in the direction of the violet end, 
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because if A is decreasing in equation (2) sin d must also decrease for any given value 
ofO. 

If now half the aperture be covered by a plate or film of thickness Si placed Si 
with its edge horizontal, there is a difference of optical path between the two halves 
of the beam amounting to Si {fi - i); and expressing this difference in wave-lengths 
as before we have 

Ni^Siif.^i)IX .(7). Ni 

In this equation Si is a constant, (/x — i) increases about 4 per cent in passing along 
the spectrum from red to violet, but A becomes halved in the same range. The result 
is that the difference in phase passes rapidly through cycles from 0 to 27 r as we pass 
along the spectrum. This is chiefly due to the variation of A. The result is that the 
diffraction lines are tilted and cross the axis of symmetry for those wave-lengths 
for which a = 0. In addition, the condition that sin o must be taken into 

account. It will be seen that this is independent of A and corresponds to the con¬ 
dition that the angles AOC and CiOB are each equal to 2tt in the vector diagram 
and therefore have no resultants. This condition gives dark bands corresponding 
to the 2nd, 4th, etc. bands of the plane aperture, and they run right along the system 
from end to end. 

To apply these arguments to Talbot’s bands: let a system of bands as described 
be produced by inserting a horizontal aperture and plate in a spectroscope as in 
figure 2, The width of the aperture and the thickness of the plate are so adjusted 
that the oblique bands are at 45 ° where they cross the central axis. Let 0 be measured 
from a horizontal plane passing through the aperture, and let iff be the deviation ^ 
produced by the spectroscope; then for this condition 

d^lj ^ dd 
dX^dX' 

Let figure 9 represent the condition about a point O — ifj where a dark line crosses 
the axis; then any point S' is formed by displacing S through a distance SS' equal 
to its distance from O and of the same sign. If now the same aperture and plate are 
inserted as for Talbot’s bands, each point S is displaced in the direction of O equal 



Figure 9. 


to its distance from O and therefore every point on the oblique line from ~ 02 to -f 02 
is collected at O. If, on the other hand, the aperture and plate are inserted from the 
wrong side, all the points are displaced further apart over twice the distance from 
- 02 to -f 08, and no bands are formed. 
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It will be seen that when the aperture and plate are in position to form Talbot's 
bands, the width of the beam through the spectroscope is limited to e and the centre 
of each dark band occurs where a = tt, which is the distance on each side of at 
which the first minima occur. This fact has been recognized in all the theories of 
Talbot’s bands but is very clearly shown by this method. 

Although any series of repeating points can be taken as the series of origins O, 
the above argument most closely applies to the displacement and position of 
minima. As a result of the position of the maxima as shown in figures 7 and 8, the 
bright bands are not quite straight. 

§3. EXPERIMENTAL 

To produce the oblique bands described, and Talbot’s bands, the writer used 
cellulose nitrate films. These films can be prepared of such a range of thicknesses 
that they give from 10 to 80 bands in the visible spectrum. The bands being broad 
are more easily seen than when a thicker material, such as a microscope cover-glass, 
which gives some hundreds of bands is used. To prepare these films cellulose nitrate 
varnish was diluted until it ran freely and was poured down a piece of plate glass 
standing almost vertical in a dish. The coat was allowed to dry and another was 
poured from a different edge. From two to eight coats were poured on in this way. 
When the last coat was dry the plate was placed in distilled water and the film 
floated off. 

To show these effects visually apparatus was arranged as shown in figure 2. A 
spectroscope was set up with a glass prism in the position for minimum deviation. 
A 6-volt lamp L with a F filament having two straight limbs was focussed by an 
achromatic lens on to the spectroscope slit so that the image of one limb was per¬ 
pendicular to the slit and crossed its centre. A simple brass slit in which one jaw 
could be slid out to give any aperture up to i cm. was clamped with its slit hori¬ 
zontal and close to the telescope objective. The transparent film or plate F was stuck 
across an opening in a card, and the card was fastened to the adjustable slit with 
plasticine, as it was necessary, whenever the aperture-width was altered, to move 
the film so that its edge should be along the centre of the aperture. Adjustment of 
the width was now made by trial and error until the bands occurred at 45° at their 
centre. This can only occur in one region of the spectrum at a time. The brass slit 
was now removed and measured and a permanent aperture of the same width was 
cut in thin fibre or card. Used with the same film this aperture gave the best bands 
in the part of the spectrum where the interference bands were nearest to 45®, 

In order to photograph the effects it was found better to use the arrangement 
shown in figuie 3. The slit S of the spectroscope was crossed by a second slit S\ 
The image of the sphere of a pointolite lamp was brought to a focus on the crossed 
slits so as to give a point source at the focus of the collimator lens. The adjustments 
were made as before. The eyepiece of the telescope was removed and the camera 
was placed in position. The camera consisted of a microscope objective mounted 
as in a photomicrographic apparatus, the objective taking the place of the telescope 
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Violet Red 

Prism. Film-thickness, o 035 mm.; aperture-width, 1*22 mm. 


. 


Violet Red 

Prism. Film-thickness, o 063 mm.; aperture-width, 2 54 mm. 



Blue Red 

Grating, 3600 lines to inch; film-thickness, o 035 mm.; aperture-width, 0*93 mm. 

a, uncovered aperture; b, horizontal aperture half-covered with film; c, Talbot’s bands. 


[To fact page 4S0 
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eyepiece. The advantage of this arrangement is that different magnifications can 
be obtained by changing the objective. The plate used was Ilford’s Fast Soft- 
gradation Panchromatic plate, stated by the makers to have a speed of 2000 H. 
and D. A dilute methylene blue solution was used as a filter with the prism in order 
to reduce the intensity round the yellow part of the spectrum. 

Two sets of photographs are shown taken with a 60® crown glass prism and one 
with a grating of 3600 lines to the inch. In each set is shown: (i) the diffraction 
effects of a simple horizontal aperture at F\ (2) the effect of covering half the aper¬ 
ture with an appropriate film; (3) the Talbot’s bands when the aperture is turned 
to the correct position to show them. 
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DISCUSSION 

Dr J. R. Milne. A simple and concise explanation of Talbot’s Bands was given 
by the late Mr James Walker of Oxford. It was published in the Philosophical 
Magazine for April 1906, and also in the Proceedings of the Physical Society^ 
volume 20. 
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DEMONSTRATION 

‘ ‘ Experiments with ultra-short electric waves.” Demonstration given on February 17, 
1933. by N. L. Yates-Fish, M.A., D.Phjl., Assistant-Lecturer in Physics 
at University College, London. 

The transmitter illustrated in figure i functions on the Barkhausen-Kurz prin- 
ciple**^ on a wave-length of 65 cm. The valve-holder projects through a hole in a 
vertical wooden board, and to the grid and plate sockets is connected a pair of 
horizontal wires 12 cm. long, forming with the internal leads of the valve an open- 
ended Lecher-wire system. The ends of these wires are attached to two vertical 




rods 30 cm. (i.e. nearly half a wave-length) long, which form the radiating elements. 
In this way the radiation is greatly increased and tends to be concentrated in a 
horizontal direction. The circuit is given in figure 2, the arrows indicating the 
distribution of the oscillatory current. The high-frequency chokes at the points 
where the four leads are attached to the valve-holder have about ten turns each, 
the two filament leads being twisted together and wound on a single former. 

The valve is a small army transmitting valve of type A T 40 taking a filament 
current of 1*5 A. at 7*5 V. The filament temperature is controlled by a rheostat 

* See e.g. F. B. Pidduck, Treatise on Electricity (second edition), ch. xi; F. W. Chapman, The 
Wireless Engineer^ 11,108, September 1932. 
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of a few ohms’ resistance shunted by a piece of resistance wire, this being the 
only critical adjustment. At the wave-length used the optimum grid-potential is 
about 200 V. (positive), the current lying between 100 and 200 mA. and the grid 
attaining a bright red heat. To indicate the setting-in of oscillations a milliammeter 
reading up to 20 mA. or so is inserted in the plate lead. 

In order to produce an audible signal the transmitter is modulated by a low- 
frequency valve oscillator connected to the points XX in figure 2. This oscillator 
can if necessary be dispensed with, as it is found that if a low-frequency choke is 
connected in series with the plate lead the circuit will howl of its own accord at 
certain highly critical values of the filament current. Alternatively, unsmoothed 
direct-current mains can be used to supply the grid-potential. 




Figure 3. 


The receiver, shown in figure 3, consists of an ordinary receiving valve (Osram 
HL 2) mounted at the end of a pair of wooden rods 80 cm. long and provided 
with a handle, the four leads being passed along the rods and through a hole drilled 
along the centre of the handle, thus ensuring a minimum of disturbance of the 
field around the antenna. Each lead is coiled into a small high-frequency choke of 
a few turns at the point where it is connected to the valve socket. The antenna 
vnres, each 17 cm. long (the length is not very critical) are attached to the grid 
socket and one of the filament sockets respectively. The valve is biased as for 
anode-bend rectification and is coupled by means of a resistance in its anode circuit 
to an ordinary three-valve low-frequency amplifier and loudspeaker. The receiver 
can be rested on its wooden stand with the antenna either vertical or horizontal as 
desired. 



484 Demonstration 

The transmitter and receiver are set up several yards apart and as far as possible 
from all metal pipes, wires, etc. which would introduce stray reflections. Two 
screens, formed by stretching copper wires parallel to one another and 2 cm. apart 
across wooden frames 4 ft. square, are used in the experiments. One of these 
screens placed in the path of the waves with its wires vertical will almost com¬ 
pletely cut off the radiation; with the wires horizontal, however, there is no effect, 
indicating that the waves are plane-polarized. This can also be shown by rotating 
the receiving antenna into a horizontal position, no signal being then received. 
If one of the screens is now interposed and rotated in its own plane a feeble signal 
reappears when the wires are at an angle in the neighbourhood of 45° to the hori¬ 
zontal ; the screen is then causing a rotation of the plane of polarization. The re¬ 
flection of waves can be demonstrated by cutting off the direct radiation with one 
screen and placing the other in* a suitable position to reflect waves on to the 
receiver. 

A very effective experiment is the illustration of the action of the Heaviside 
layer in producing fading of wireless signals. The layer is represented by a large 
metal sheet, or one of the screens with its wires vertical, held parallel to the plane 
containing the transmitting and receiving antennae. Interference takes place be¬ 
tween the direct radiation and that reflected from the sheet, and by moving the 
latter to and fro the variations of intensity due to changes in the effective height 
of the layer can be simulated. 

The existence of diffraction fringes is clearly demonstrated when the receiver 
is moved from side to side immediately behind one of the screens placed in the 
path of the waves. 

The apparatus was constructed at the suggestion of Prof. E. N. da C. Andrade, 
who had planned to demonstrate the Heaviside layer by the method just described 
at his Royal Institution Lectures of November 1932 and required a suitable trans¬ 
mitter for the purpose. I have enjoyed throughout the benefit of frequent con¬ 
sultation with him. 
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REVIEWS OF BOOKS 

Biographical Fragments, by Sir Arthur Schuster, F.R.S. Pp. xiii + 268 and 8 
plates. (London: Macmillan and Co., 1932.) los. 6 d. net. 

Readers of this book will be disposed to sympathize certainly with the feelings and 
possibly with the language of the archaeologist who unearths a few shards which shew they 
were once parts of a beautiful vase. For the early life of the author the fragments are 
fortunately fairly numerous, but for the later they are sadly deficient and can only be put 
together by the help of the indifferent clay provided by proceedings of scientific societies 
and catalogues of scientific papers. 

Sir Arthur Schuster comes of a Jewish business family which a century ago had 
members in Frankfort-on-Main, Manchester and London. He was bom in Frankfort on 
September 12,1851. He succeeded when only 5, and still in petticoats, in getting sent to a 
private school with his elder brother. Here he was at first fairly happy and kept the top of 
his class, but an illness at 10 made it necessary for him to study imder a private tutor in 
order to enter the gymnasium at ra. This tutor lived with the family for many years and 
helped Schuster in his mathematics when he left the g3rmnasium at 16J. An amusing 
account of the school is given, but he must have found the teaching uninspiring, had no 
desire to reach the top class, and left without regret. In the meantime Frankfort had been 
taken by Prussia during the seven weeks* war and the family had Prussian officers and men 
quartered on them. Anti-Pmssian feeling ran high and Schuster’s father decided to 
transfer his business and family to Manchester and to take on British nationality. 

As Schuster and his two brothers were to enter the business, they were sent in turn to 
Geneva to improve their French. Schuster spent a year there and in addition to his 
French studies attended lectures in history, physics, chemistry, and anatomy, and did 
astronomical work in the observatory. This period seems to have been one of the happiest 
of his life and he records that he shed tears as the train left Geneva in May 1870 to take him 
to Frankfort, where he was to learn banking. The outbreak of the Franco-German war in 
July found him at Lytham, which had become the seaside resort of the family, and his 
business career began in the Manchester office of Schuster Brothers. By this time he had 
set his heart on a scientific career and the uncongenial office work was only partially com¬ 
pensated by attendance at Roscoe’s evening classes in chemistry at the Owens College. 
His mother, who had now lost her sight, was the first to understand how unhappy he was, 
and it was due to her insight that his father consulted Roscoe, and that Schuster at 20 
entered the college for a year to study physics under Balfour Stewart and mathematics 
under Barker. In a top room of the old Quay Street building he made the observations on 
the spectrum of nitrogen which formed the subject of his first paper, published by the 
Royal Society. After a further year at Heidelberg under Kirchhoff he obtained the 
Ph.D. degree, taking physics as his principal and mathematics and chemistry as bis 
subsidiary subjects. His accounts of life and work in Heidelberg in 1872 are interesting and 
valuable. The story on p. 219 of the unruffled way in which Kirchhoff, after announcing at 
his Thursday morning lecture that he would be unable to lecture on Friday morning but 
would lecture as usual on Monday, used the Friday morning for his wedding and the week 
end for his honeymoon may have led to the legend of the professor who after setting his 
class to write an essay “while he attended to a little business,** returned before the end of 
the hour and collected the scripts, having got married in the interval. On his return to 
Manchester in the smnmer of 1873 ^’chuster was appointed demonstrator in the physical 
laboratory of Owens College, which then consisted of three rooms in the basement of the 
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new building in Oxford Road. The following summer vacation he spent in Weber’s some¬ 
what primitive laboratory at Gottingen, and the autumn in Helmholtz’s laboratory at 
Berlin, returning to Hampstead, where his father then lived, at Christmas 1874. was 
at first asked to join, and ultimately to take charge of, the Royal Society expedition to Sito 
to observe the solar eclipse in April, 1875. An interesting account of the expedition occupies 
40 or 50 pages, and is followed by one of a walking tour with two friends from Simla north 
over the Him^ayas into Kashmir to the Indus at Leh, then west through Srinagar to 
Peshawar, a journey of over 600 miles which occupied two months. The 70 pages which the 
account of this journey occupies are full of graphic descriptions of the scenery, the natives, 
the difficulties from insubordination of the carriers, the rain, the bad roads, the cold and the 
scarcity of supplies. With 1875 the biographical details end and we have little more than a 
modem but equally disappointing version of the formula “ the rest of the acts of — and all 
that he did, and his might, are they not written in the chronicles” of 1906? 

The 20 pages of “Episodes” which follow contain some of the stories Schuster could 
tell so well. But tlierc are man) more. What of the glass prism which in the early days of 
spectrum analysis shewed an unusually generous separation of the sodium lines and was 
found afterwards to be quite impartial in its duplication of all lines? Or of the visitor to the 
laboratory in Manchester who claimed to be able to make rain at any time and at any spot 
he desired and offered (for a consideration) to give a practical demonstration? Or the 
potential contributor to the building fund for the new physical laboratories who demurred 
to giving to an institution in which Greek was taught, and the effect on him of Schuster’s 
offer to guarantee that there should be no Greek further than a few letters of the alphabet 
used in the laboratory? 

The 60 pages of “ Biographical Byways” are reprints of Schuster’s notes on physicists 
which have appeared at various times in the pages of Nature. Those dealing with persons 
known to the present writer seem to him to give a faithful and vivid picture of each one. 
Of Balfour Stewart as a lecturer the description on p. 206 is tme. He had certain expressions 
which he used repeatedly, one of which was “ thus you see.” After a time his students would 
applaud each repetition, and when on occasions “gentlemen” was added the applause 
would be more than doubled. The difficulty of understanding Osborne Reynolds towards 
the end of his professorship, referred to on p. 232, were attributed by one who knew him 
well to his tendency “ when speaking on any subject to be thinking of his Sub-mechanics of 
the Universe and when speaking of one part of the sub-mechanics to be thinking of another 
part.” 

The ten pages devoted to Dr Henry Wilde bring out clearly his intense appreciation of 
orderliness. In his train journeys in non-smoking carriages he invariably objected to any 
smoking. Although in verbal discussions no argument could move him at the time, a few 
days later he might remark “there is much to be said in favour of your point of view,” 

Two photographs of the author taken shortly before he left Manchester, and five of 
scenery in the Himalayas taken by Lady Schusterin 1908, add materially to the value of a book 
full of interesting reminiscences written in graphic and concise language, with humour but 
one serious fault—the “ fragments ” are not numerous enough. Some Oliver Twist should 
again be commissioned to go up to the master and say “please sir I want some more.” 

c. H. L. 

Conduction of Electricity Through Gases, by Sir J. J. Thomson and Prof. G. P. 
Thomson. Pp. vi + 608. (Third edition, vol. 2. Cambridge University Press, 

1933*) 30^- 

This volume completes the third edition of the Conduction, vol. i having appeared in 
1928. The first and second editions have long been out of print, and the completion of the 
third fills a distinct gap in the literature of the subject—a gap which perhaps appeared 
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widest to those who can remember the magnitude and direction of the impulse given to the 
development of experimental physics by the first appearance of this book. 

The new edition is, naturally, much enlarged, and the author index (compiled by 
Mrs G. P. Thomson) to the second volume alone contains nearly 600 names. The greater 
part of this volume is given to recent developments, much of the older parts of the work 
and later refinements of the earlier measurements having been dealt with in the first 
volume. This second volume opens with a brief and largely familiar chapter on cathode 
rays, followed appropriately by a new section on the wave properties of these rays. There 
are long chapters on the collision of electrons with gas molecules and on ionization by 
positive rays and X-ra3rs, still longer chapters on the complicated phenomena of the 
discharge in gases at low pressures and of the spark discharge, with shorter ones on 
reflected and secondary electrons from solid surfaces, on ionization by chemical and other 
actions, and on the electric arc. 

It will be evident froth this list of chapters that the authors have not been bound by a too 
literal interpretation of the title of the book; there are in fact large sections in which the 
processes of gaseous conduction are at most of secondary importance. The researches 
described, however, have developed so directly from the type of work which began in the 
detailed study of conduction in gases, and so largely in the hands of physicists of the same 
schools, that their inclusion in these volumes appears entirely natui^. 

It is a pleasure to find that the original character of the book remains so largely unim¬ 
paired, in spite of the expansion and rearrangement necessitated by the incorporation of 
so much new material. In its new as in its older forms, the Conduction is above all a book 
for experimental physicists, and one which is indispensable to research workers in many 
fields. For readers approaching the subject seriously for the first time it provides an 
authoritative introduction to many aspects of the most recent developments in atomic 
physics. New readers will particularly appreciate the wealth of relevant detail with which 
the more important experimental work is described. Further, as some space is found for 
accounts of the more significant work of the earlier investigators, the book contains in 
itself a fairly complete history of a great branch of electrical science. And the history of the 
thirty years following the first appearance of the Conduction —or the forty years since that 
of the Recent Researches in Electricity and Magnetism —is one which should be familiar, at 
least in outline, to all students of physics. 

H. R. R. 


Les Phimmknes l^ldmentaires de la Dicharge tlecirique dans les Gaz {Gaz tares) ^ by 
Dr Marcel Laporte. Pp. 232, (Paris: Les Presses Universitaires de France.) 
75 fr- 

This is one of the well-known series of “ conf^rences-rapports de documentation sur 
la physique ” of which a number have already appeared. It deals with the fundamental 
phenomena underlying the electric discharge with special reference to the inert gases, 
except that the methods of measuring critic^ and ionization potentials are for the most 
part omitted. These have been dealt with in an earlier book of the series by M. Bloch. 
Within the limitations of the subject chosen the author has given a very clear and satis¬ 
factory account of the present state of knowledge. He deals especially fiilly with the work 
of Townsend and his pupils, and devotes a good deal of space to considerations of elastic 
collisions between electrons and gas molecules. He does not, however, refer to the recent 
work of Amot and others on the angular distribution of slow scattered electrons, which has 
thrown so much light on the earlier results of Ramsauer. Space is found for a discussion of 
the spectra of the inert gases, and tables are given of the terms and principal lines. In view 
of the importance, on many theories of the discharge, of the electrons ejected from solids 
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by the impact of positive ions more attention might perhaps have been given to an account 
of experiments on these lines, particularly those of Oliphant. 

A feature of special interest is the careful account of the influence of the metastable 
states of the inert gases on their optical and electrical properties, especially through the 
action of “collisions of the second kind.” 

o. P. T. 


The Principles of Optics^ by Prof. Arthur C. Hardy, M.A. and Fred H. Perrin, 

S.M. Pp. xiii + 632. (London: McGraw-Hill Publishing Co., Ltd.) 36^. 

It is claimed by the authors of this very practical and useful book that “ it should provide 
a solid foundation for those who intend to select optics as a career, and at the same time it 
should furnish an adequate knowledge of the subject in a comprehensible form for those 
who intend to specialize in other branches of physics or engineering.” Its scope is very 
wide. Starting with the general concepts of geometrical optics and the Gaussian theory, 
together with chapters on lens aberrations and the diffraction theory of resolving power, 
the book goes on to deal with the physical optics of radiation and practical sources of light. 
We then find chapters on the eye, photography, and visual and physical photometry, in¬ 
cluding colour. Four chapters are devoted to optical materials and the manufacturing 
processes involved in the production of instruments, and the final series of chapters is 
devoted to the principal optical instruments. The practical applications of interferometry 
and polarization are dso discussed. 

It has been judged advisable to give this summary of contents here because treatises on 
optics may apparently contain anything from a most detailed and intricate discussion of the 
design of optical instruments to a superficial galop over their general principles. This book, 
while perhaps casting its net too wide for great thoroughness, is very practical in its treat¬ 
ment throughout, and contains many useful tables such as those of reflecting power, the 
sensitometric characteristics of photographic materials, and the like, which will certainly be 
handy to those using the book as a work of reference. 

A first impression regarding the book is that the authors are most successful in the 
physical-optics and photometric sections. Prof. Hardy^s well-known work on the applica¬ 
tions of photo-electric cells will lead most readers to expect an excellent treatment of 
physical photometry, and they will not be disappointed. Opinions may differ, however, in 
regard to the scope of the geometrical-optics sections, and it may be doubted whether the 
“solid foundation” for those entering “optics as a career” has in reality been laid. If the 
word “optics” implies the studies of an ophthalmic optician the scope is ample, but the 
treatment is not nearly systematic enough for any serious student of optical instruments. 
It will not be sufficient for him to accept the optical sine theorem without proof, or to 
learn that “a mathematical expression for the resolving power of a prism can be readily 
derived.” A great deal of modern physical theory is intellectually unsatisfying, like the 
pieces of a badly fitting puzzle. This is inevitable and we accept it as a necessary stage in 
the evolution of various subjects, but where intellectual satisfaction which might be given 
to the student is denied him we encourage loose habits of thinking, and tacitly consent to the 
view that the satisfaction of the mind is of less importance than the production of micro¬ 
scopes and binoculars. It must be admitted, however, that it is easier to offer this criticism 
than to write an optical text-book against which it could not be made. 

The authors write accurately throughout from a thorough knowledge, and errors are 
hard to find. (One which might be noted is the incorrect labelling of the image surfaces in 
figure 47). There must be very few who could not read the book without widening their 
knowledge of the subject, and it can be thoroughly commended as a general work of 
reference. 
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In view of the contemporary discussion of optical signs and conventions, it may be of 
interest to note that the following statement of the sign convention is given (we quote in 
part only): (i) Draw all figures with the light incident on the reflecting or refracting surface 
from the left. (2) Consider the object distance s or PV positive when P is at the left of the 
vertex. (3) Consider the image distance or FP' positive when P is at the right of the 
vertex. The fundamental equation for refraction at a curved surface therefore appears in 
the form: 

n' If n' --n 
s' ^ R 

The two focal lengths of a system are given the same sign, but the dioptric power is not 
used in the systematic treatment of lens theory, which avoids the more complex questions 
such as those of combined reflecting and refracting systems. 

L. c. M, 

The Form and Properties of Crystals: an Introduction to the Study of Minerals and the 
use of the Petrological Microscope, by A. B. Dale, M.A. Pp. x + 186. (London: 
Cambridge University Press.) 6 s. 

This account of crystals, their properties, and the methods by which these are investi¬ 
gated, is worthy of commendation. It is evident that every effort has been made to state 
the subject-matter in the simplest possible way, the similes in particular being extremely 
well chosen. Examples of these are the Great Pyramid, a match-box and a book to illustrate 
questions of symmetry; and the appearance of a new-mown lawn is particularly suitable for 
giving an idea of repeated twinning. 

One of the most useful sections is that dealing with stereographic projections. It is 
certainly the best account of a subject which gives much difficulty to students and which is 
either ignored or treated inadequately by most writers. Excellent also is the attempt to 
explain physical properties such as cleavage; even if the suggested explanation is not 
altogether convincing, it is something to have the problem recognized. 

The illustrations are good and give evidence of much thought and careful preparation; 
it is therefore unfortunate that some of the crystal drawings are slightly out of position, as, 
for example, in the case of figure 28. 

To some minor points exception may be taken. Talc does not seem to be quite at home 
with the amphiboles. If in Mohs’ scale “each mineral is harder than the one immediately 
below it,” it is surely desirable to place diamond at the top of the table and talc at the 
bottom. Rotating and revolving are not quite the same thing. There is some uncertainty 
regarding ordinates and abscissae. 

However, even the sun has spots, and these small defects should not obscure the fact 
that the book will be definitely useful in the hands of an earnest student who uses it to 
supplement his studies of actual crystals, models, and thin sections. 

H. G. s. 

Hydrodynamics, by Sir Horace Lamb, M A., LL.D., Sc.D., F.R.S. Pp. xv + 738. 
(Sixth edition. London: Cambridge University Press.) 455. 

What was effectively the first edition of this work was published in 1879 and the fifth 
edition in 1924. Every student of the subject must feel a personal debt of gratitude to the 
author for the great work which he has done in giving the world this magnificent exposition 
of the mathematical theory of the motion of fluids, and every student will rejoice at the 
abundant evidence supplied by this last edition that the author’s powers of exposition still 
flourish with undiminished clarity, judgment and vigour. The book is beautifully printed 
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and bound) and the present edition reproduces all the clear and useful diagrams of the 
fifth edition, with the exception of Froude’s sketch of the surface waves due to the bows of 
a ship (§ 256). The reviewers of previous editions of this work have said everything that 
can be said in its praise, and all that can be usefully attempted by the present writer is a 
sketch of the new matter introduced in the present edition. 

Probably the most important of the new sections are those which bear on problems of 
aeronautics. The now famous theorem of Kutta and Joukowski giving the “lift” on an 
aerofoil in terms of the circulation is proved in § 72 b by an elegant method due to Blasius 
and in § 370b by another method. The approximate treatment of the “boundary layer” 
due to Prandtl, Blasius and Kdrmdn is given in §§ 371 a, b. § 371 c gives a brief reference to 
the effect of turbulence and §§ 371 d, e, f, and g study the effect of compressibility. Some 
related researches by Glauert and G. I. Taylor on the forces on immersed solids are 
summarized in §§ 134a and 143. 

References to some recent work on the theory of tides are inserted in chapters 8 and 9. 
It is shown that Rayleigh’s principle can be used in the approximate calculation of free 
modes of oscillation (§205b). A summary is given of the work of Goldsbrough and 
Colbornc on the dynamical theory of tides (§ 223 a), and of the work of Havelock, Green 
and Lamb on surface waves due to travelling disturbances (§ 256a). § 311 a gives a further 
development of the theory of long waves in an atmosphere in isothermal or convective 
equilibrium, and § 360 reproduces Rayleigh’s investigation of the influence of viscosity in 
sound waves of permanent type. There are a number of other minor additions, e.g. an 
appendix to chapter 5 gives the hydrodynamical equations in general orthogonal co¬ 
ordinates : §§ 72 a and 121a show that the effect at a distance from a moving solid immersed 
in a fluid is approximately equivalent to a double source; § 166 a gives Bjerknes’ circulation 
theorem under meteorological conditions when pressure and density are independent. 
But the chief additions are those relating to aeronautics and tides, which are summarized 
above. 

This book is a worthy monument to the erudition and powers of exposition of the 
author. It gives an unrivalled exposition of hydrodynamics regarded as a branch of pure 
mathematics. 

G. T. 

The Method of Dimensions, by Alfred W. Porter, D.Sc., F.R.S. Pp. vii 4- 80, with 
9 diagrams. (London: Methuen & Co., Ltd.) 2s.6d, 

This little book describes some of the most familiar applications of the “methodof 
dimensions” or, as Rayleigh preferred to say, the use of the principle of similitude. After 
“Prolegomena” in chapter i, the next five chapters relate to the flow of fluids, surface 
tension, vibrating systems, temperature and heat effects, and electricity and magnetism. 
The last of these chapters is very brief and omits the interesting recent use of the principle 
to generalize the Child-Langmuir equation. No reference is made in the text, nor in the 
bibliography, to the books on the same subject by Bridgeman, Wallot and N. R. Campbell. 


The Observatories 1930. M. 0 .340. Pp.443. (H.M.S.O.,i933.) £3-3s.od. 

It is always satisfactory to a worker dependent on measurements made at one of the 
British observatories to know not only that he will find the results given in the year books 
in a convenient form, but also that there is a carefully written statement of the methods 
of measurement and of reduction. In how many foreign or dominion publications of upper- 
air results do we find any definite statement of the method of calibration of the hair hygro¬ 
meter, or of the amount of lag in the readings of pressure and temperature? Another 
satisfactory feature is the evidence that this work is carried out by men active in research 
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and is not governed by slavish adherence to routine. Thus instead of finding that the height 
at which an upper-air temperatiure or pressure reading was recorded is given as 17 dynamic 
kilometres—a statement that requires considerable explanation to a physicist unfamiliar 
with the modem jargon—^we are correctly told that the height above mean sea level was 
such that the geopotential there was 17 kiloleos, a kiloleo being 10^ c.g.8. units of geo¬ 
potential. Further evidence of the lively interest of the staff in their work is the amount of 
their contributions to knowledge: those published during the last five years have included 
papers on subjects as varied as ground temperatures, magnetic disturbances and sunspot 
changes, atmospheric rainfall distribution in homogeneous air currents and at surfaces of 
discontinuity, smoke particles and condensation nuclei, air waves from gunfire, and earth¬ 
quakes. Among much interesting detail is an example of the way in which the purely 
scientific becomes the commercially important—^the hourly values of magnetic declination 
of Eskdalemuir are published weekly, primarily for the use of mine surveyors, in The 
Colliery Guardian and The Iron and Coal Trades Review. The meteorological department is 
to be congratulated on this useful volume. 

G.T. w. 

DonnSes Numdriques de Spectroscopic: Spectres d^J^mission^ par L. Bruninghaus ; 

Spectres d^Absorption^ par V. Henri; £lectro-magndto-optique, par F. Wolfers; 

Dijfusion de la Lutniire^ par P. Auger. Pp. xxi + 1397. (Extracted from vols. 

8 (i 927'-8) and 9(1929) of Tables Annuelles de Constantes et Donnies Numdriques. 

Paris: Gauthier-Villars et 1932.) £ 2 * ^ 3 ^- 

To the many English users of the Annual Tables the general features of the present 
volume will be well known, for it is a rebinding of the spectroscopic sections of two of the 
later volumes of the full work. This reissue is an excellent idea for which all spectroscopists 
and many other workers in chemistry and physics cannot but feel grateful to the Inter¬ 
national Committee and its enterprising general secretary, M. Ch. Marie. It renders a 
huge mass of collected spectroscopic data available to laboratories (and perhaps even to 
some individual workers) whose limitations of interests and financial resources preclude 
them from subscribing to the whole series of volumes of the Annual Tables ]\xs,t for the sake 
of the spectroscopic sections. The volume weighs nearly 8 pounds and contains some 1400 
large pages (loj x inches) of fairly closely printed matter in the form of notes and 
tables taJken bodily from the original papers. The subjects to which the data relate include 
line spectra of neutral and ionized atoms, band spectra and Raman spectra of diatomic and 
polyatomic molecules, and the Zeeman and Stark effects. As is well known, the Annual 
Tables make no pretence to be critical, the fullest possible attention being paid to each 
paper no matter whether it is, on the one hand, one in which the data are good, the analysis 
is accurate and the notation imiversally recognized, or, on the other hand, one in which the 
data are only moderately accurate, the analysis (if any) is erroneous or incomplete, or the 
notation known to few besides the author himself. Indeed, in regard to the band spectra of 
diatomic molecules the volume has the bad luck to deal with papers which appeared before 
the chaotic state of the notation was resolved by the international adoption of Mulliken’s 
notation of 1929 and 1930; this is inevitable since the printing of the 1927-29 volumes is 
used for this 1932 volume apparently without resetting. However, the uncritical and 
heterogeneous nature of the tables need not disturb anyone by whom they are used, as 
indeed they must be used, in conjunction with later accounts of the subjects concerned. 
Spectroscopists using, say, the volumes on line spectra and atomic energy states in the 
McGraw-Hill Company’s International Series, or the reports on band spectra published 
by the American Physical Society and by our own Physical Society, will find the present 
volume of great value. 


w. J. 
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IF IT’S VALVES. 


Every purpose to which a thermionic valve 
can be applied is served by appropriate 
Mullard Valves. 

Every stage of any type of receiving or 
amplifying apparatus; transmitting gear 
from the modest amateur equipment to the 
largest commercial or broadcasting instal* 
lation; electro-medical, apparatus; metal¬ 
lurgical furnaces on both experimental and 
industrial scales; and a hundred-and-one 
applications of the valve to laboratory and 
research apparatus—aU may be Mullard- 
equipped. 


FOR DATA & TECHNICAL ASSISTANCE 


State your special problems to— 

I TRANSMITTING DIVISION 

MULLARD WIRELESS 
SERVICE CO., LIMITED 
III, Charing Cross Rd., W.C. 2 




THB PROCEEDINOS OP THE PHYSICAL SOCIETY 


CONDENSERS FOR 

HIGH FREQUENCY 
APPARATUS 



TYPE P800. Can batupplled In tame 
range of capacltiaf at AFSOO, a typical 
rating being 3,000 mmP* 10 amperet 
at 800 kilocycles. 



TYPE AF800. Capacity range 50 to 
10,000 fitiF. up to 6,000 volts D.C. 
working, dependent upon capacity 
required. Max. Superimposed current 
10 amps., dependent on frequency. 


Dubilier Condensers are famous all over 
the world for dieir Dependability. Of 
Dubilier alone you can safely say that 
they are “The Condensers which never 
let you down.” 

The AF650, AF800, P650 and P800 
are of the clamped mica dielectric solid 
filled pattern in porcelain containers. 
These condensers possess outstanding 
features, amongst these being perman* 
ence of capacity and very low insulation 
losses. 

They are intended mainly for general 
use in the anode stopping and oscillatory 
circuit positions. 


TYPE577. Largely employed 
for transmitting purposes, 
and has an equally wide field 
of use In radio receiving sets 
and similar apparatus. The 
case, which acts as an electro* 
static screen, is of brass, 
finished in polished nickel 
and carries two tag term Inals. 
Capacities from '0001 to *01 
mfd. Tested at 2000 D.C.and 
1000 A.C. voltages. 



YOU CAN RELY ON 


DUBILIER 
CONDENSER 
CO. (inS) LTD., 
Ducofi Workti 
Victoria Romd, 
North Acton 
London, ^R^.8 


CONDENSERSi 





THE PROCEEDINGS OF THE PHYSICAL SOCIETY 


SIR JAMES JEANS 


The 

New Background of Science 

“The time called for someone adequately endowed 
to expound the new world of thought; and here 
he is. Jeans the expositor has a genius.” 

THE DAILY TELEGRAPH 


PUBLISHED BY THE 


CAMBRIDGE UNIVERSITY PRESS 


VIIREOSIIL 

(PURE FUSED QUARTZ OR SILICA) 



In addition to the mercury arc 
burners such as are illustrated and 
which are used for the irradiation 
and examination of materials, we 
construct burners for special work to 
customers^ own requirements. 

We shall be glad to receive enquiries 
from those who are engaged in work 
which requires either special burners 
or special apparatus which must 
transmit ultra-violet radiation. 


hOLE manufacturers: 


WALLSEND.ON^TYNE 
Established over a quarter of a century 
London Depot: THERMAL HOUSE, OLD PYE STREET, SW.l 














THE PROCEEDINGS^il^ 
THE PHYSICAL SOCIETY 


VoL. 45, Part 4 


July I, 1933 


No. 249 


539.266:546.22 

THE DIFFRACTION OF X-RAYS BY 
LIQUID SULPHUR 

By a. H. BLATCHFORD, M.Sc., Research Student, 

Reading University 

Communicated by Prof.J. A. Crowther^ November 5, 1932. Read April 7, 1933 

ABSTRACT. I'he X-ray diffraction effects given by liquid sulphur at various tempera¬ 
tures between 130° and 260° C. are measured. The results indicate that the diffraction 
is caused by an unstable grouping of atoms of sulphur; the grouping becomes less 
pronounced with increased temperature, and changes in form gradually up to 220^ C., 
when there is a sudden alteration corresponding to the change from the form S\ to S^. 
Raman and Ramanathan's theory of X-ray scattering by liquids is found to be applicable 
to some extent at temperatures near the melting-point. 


§1. INTRODUCTION 

T he investigation described in this paper was undertaken to determine, as far 
as possible, the structure of sulphur in the liquid state from a temperature of 
130*^ C. to 260° C., this range including the transition stage from the light 
yellow mobile liquid formed just above the melting-point to the dark brown viscous 
liquid formed near 200® C. The X-ray diffraction effects were obtained photo¬ 
graphically and measured photometrically. 

§2. EXPERIMENTAL DETAILS 

The source of radiation was a Shearer tube, fitted with a molybdenum anticathode. 
The tube was operated by a 2-kilowatt transformer and took a current of 5-6 mA. at 
75,000 V, The rays emerged through an aluminium window 0*05 mm. in thickness, 
and the beam was cut down by a lead stop 0-2 cm. in diameter before passing into 
the camera. The camera consisted essentially of a collimator, a cell containing the 
sulphur, and a film holder. The collimator was made of brass tubing 5 cm. long, 
fitted at each end with lead discs, bored centrally with holes of diameter o-15 cm. The 
cell was made of aluminium foil, o-oi mm. in thickness, and distance pieces were 
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494 Blatchford 

arranged in it so that the collimated beam of X-rays transversed a thickness of 
0*3 mm. of sulphur. The cell and sulphur could be heated electrically to any re¬ 
quired temperature, which was measured by a platinum-platinum-iridium thermo¬ 
couple. The beam of X-rays traversing the sulphur was diffracted, the diffraction 
haloes being then recorded on a Kodak Duplitized X-ray film. 

The production of each photograph was made under as nearly constant condi¬ 
tions as possible, by giving an exposure of 3^ hours at 5 mA. and developing and 
fixing with solutions of the same strength for equal times. To prevent fogging of the 
film the central beam was absorbed with a lead disc placed near the film for the main 
part of the exposure, the lead disc being removed for a few minutes at the end of the 
exposure in order to record the position of the centre of the halo. 



y (cm.) 
Figure i. 


The photometer for measuring the diameters of the diffraction haloes consisted 
of a 25 candle-power lamp fitted with a thin cylindrically coiled filament, the light 
from which was focused on the film under measurement. The light was passed 
through a water cell to prevent undue heating of the photographic film, and suitable 
stops prevented any light, excepting a good image of the filament, from falling on 
the film. A measure of the intensity of light emerging from the film was given by 
the current produced in a vacuum photoelectric cell. The film was held between two 
brass plates, which could be traversed by a screw in a plane perpendicular to the 
incident light, and the position of the film in the holder was adjusted so that obser¬ 
vations could be taken for various positions of the filament-image on a diameter of 
X the halo. The deflection x of the galvanometer in the photoelectric cell circuit was 
y plotted against the distance of traverse y of the film, the positions of the diffraction 
peaks being then shown as minima. Figure i shows the type of curve obtained for 
sulphur just above the melting-point. 

The diffraction effects caused by the aluminium cell were first recorded and then 
photographs were taken for sulphur at temperatures of 130°, 155°, 182°, 221®, 225® and 
260'" C. By suitable adjustment of the current in the heating coil these temperatures 
were maintained within 2° C. Each halo was measured along three or four diameters 
and the probable error of the diameter was computed. The liquid sulphur in the 
cell was replaced by finely crushed solid sulphur and the diffraction effects were 
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photographed for comparison. Finally, the cell was filled with finely crushed sodium 
chloride to determine, from the diffraction, the distance p from the cell to the photo- p 
graphic plate in the camera. 

Well-marked diffraction haloes were obtained just above the melting-point, the 
haloes becoming more diffuse and fainter as the temperature increased. This 
increased the difficulty of estimating the positions of the diffraction peaks with 
increase of temperature, producing a decrease in the accuracy of measurement of the 
diameters of the haloes. From Bragg’s law of diffraction, the diffraction haloes may 
be taken to indicate an effective periodicity d of electron-density-distribution in d 
planes, and in all directions in the liquid, given by 

2d sin dy 

where 6 is the glancing angle for the given distribution of electrons, tan 20 being 6 

then given by r/p, where r is the radius of the halo and p, measured as above, is r 

6-40 cm. 

Both the diffraction rings given by crushed salt and solid sulphur showed that 
only the Kct radiation of molybdenum was recorded on the photographs. Hence d 
was calculated from the equation: 

0712 = 2d sin arc tan^ j. 

§3. THEORIES 

There are two main theories of X-ray diffraction in liquids to which the results 
obtained in the present investigation may be applied. The theory of Stewart postu¬ 
lates that in certain organic liquids the molecular forces and shapes are such that an 
entirely random distribution is not produced, and, in fact, that unstable groupings 
are produced throughout the liquid, and that in such groups there are recurring 
planes of maximum density of distribution of electrons. The quantity d, found 
above, then refers to the distance of separation of such planes. 

On the other hand, the theory of Raman and Ramanathan shows that, if the 
molecules are assumed to be symmetrical, there will be a maximum diffraction of 
X-rays at an angle given by Bragg’s equation X = 2d sin 0 , where d is the average 
distance of separation of the molecules. The results will, therefore, be applied to see 
if d can be more favourably interpreted as an inter-planar distance, or an average 
distance of separation of scattering centres. 

A third way in which diffraction in liquids has been treated is based on the 
Ehrenfest formula for the scattering of X-rays by electrons in pairs, at a distance s s 
apart. On this theory the mean distance between scattering centres, assumed to be 
atoms or molecules, is given by 

5 = 772/(477 sin 0 ) = i*23d. 

The mean distance d^ of separation of the atoms of sulphur may be calculated, the d^ 
closest packing in spheres being assumed. It can be shown to be equal to i *33 (M/p)* A., 
where M is the atomic weight of sulphur on the hydrogen scale and p is its density. M, p 
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496 A. H. Blatchford 

Sulphur in the liquid state has a molecule containing 8 atoms, hence the 
average distance di of separation of molecules is adg. 


§4. RESULTS AND DISCUSSION 

The results obtained are shown in table 1 and the values of d and d^ are plotted 
in figure 2. 

Table i 


' T(“C.) 

r (cm.) 

d(K.) 

rfo(A.) 

5 (A.) 

130 

1-257 -003 

3-68 _t -01 

3-47 

4-52 ± ’O* 

155 

1-234 *004 

3*74 -L '01 

3*48 

4-58 ± -01 

1 182 

1 1-235 ^ 006 

3*74 *02 

3-49 

4-62 T *02 

1 221 

1-202 + -010 

3-84 jh 04 

3*49 

4-72 -t *05 

' 225 

1-165 -1 -006 

3-96 1 -02 

3-51 

4-87 ± -02 

1 260 

I-137 *014 

4-06 ± -05 

352 

4-99 ± -06 



Temperature (® C.) 


FiRure 2. Values (a) of d and {h) of </o. 


It is seen that there is a gradual increase of the distance d with temperature up to 
220° C., the rate of increase becoming less rapid as 220° C, is approached. At this 
temperature there is a sudden increase in </, which rises from approximately 379 A. 
at 220^ C. to 3*95 A. at 223° C. There is thus a change of 4-2 per cent with 3° C. rise 
of temperature, after which d increases with temperature as before. 

'rhe photograph taken with crushed solid sulphur showed two main diffraction 
rings having radii of 1*40 cm. and 1-15 cm. There is thus a similarity between the 
solid and liquid diffraction; the halo produced at 130*^ C., for example, has a radius 
which is close to the mean of the radii of the main diffraction rings for the solid. 
The flatness of the minima of the graphs also suggests the possibility of diffraction 
corresponding to more than one interplanar distance, but the photometer^s resolving 
power was not sufficient to show such diffraction effects clearly, if present. 
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Sulphur crystallizes in the rhombic bipyramidal system, and work by W. H. 
Bragg^ and Wigner and Markf has shown that the crystal unit consists of 128 atoms 
of sulphur, arranged as 16 interpenetrating lattices of the rhombic bipyramidal 
element, having a equal to io*6i, b to 12*87, ^ to 24*56 and containing 8 atoms of 

sulphur arranged as shown in figure 3. The rings obtained for solid sulphur corre¬ 
spond to diffraction by the (040) and (222) planes, the glancing angles obtained ex¬ 
perimentally being 6° 10' and 5°6'. The mean value 5® 33' of 0 obtained for sulphur 
at 130® C., and the distinct possibility that it may be an average value for two 
maximum diffraction angles (see figure i), strongly suggest that the forces deter¬ 
mining the crystal structure of sulphur are still effective to a marked degree in the 
liquid structure just above the melting-point, and that grouping of the atoms to 
form an unstable lattice occurs. Further, the liquid diffraction at 130° C., although 
it is more diffuse than that of the solid sulphur, is intense, showing that the grouping 
of atoms is a general and well-marked feature of the structure at temperatures just 
above the melting-point. The effect of temperature will now be considered. 

If the measurement d is an interplanar distance, or an average distance of separa¬ 
tion of molecules, it is to be expected that it will show some relation to the expansion 
of sulphur. The volume of i gm. of sulphur at various temperatures in the range 
under consideration is plotted in figure 4 from data from the International Critical 
Tables. There is seen to be a discontinuity in curve {a) of figure 2, and a corresponding 
discontinuity must also be assumed from the points plotted in figure 4. 

Numerical comparisons may be made as follows: 

From 134® C. to 210® C. 

Figure 2 (a). Concave downwards with an increase in d of 2*3 per cent. 

Figure 4. Concave downwards with an increase in i/p of 1*9 per cent. 

Near 220® C. 

Figure 2 {a). A sudden increase in d of 4*1 per cent. 

Figure 4. A sudden increase in i/p of 0*7 per cent. 

From 225® C. to 260° C. 

Figure 2 {a). An increase in d of 2*5 per cent. 

Figure 4. An increase in ijp of 1*3 per cent. 

If the diffraction in the liquid is caused by an unstable modification of the 
crystal structure, and corresponds to diffraction by the (040) and (222) planes in the 
crystal, the percentage increase in d denotes the percentage increase in the dimen¬ 
sions of OB and OP where P is the foot of the perpendicular to the (222) plane ABCy 
figure 3. It may reasonably be assumed that increased kinetic energy of the sulphur 
atoms tends to produce a more random distribution, gradually obliterating the effect 
of forces tending to produce regular grouping of the atoms, and therefore that as 
the temperature is increased, the atoms still group in roughly the same form, but 
the lattice is modified so that the various interplanar distances become more nearly 
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equal. This might come about, for example, by the atoms in the pfanes OAFB 
and DCEG moving further apart on the average, and the distance of separation 
DB of such planes being reduced. The photographs give evidence of the dis¬ 
tance corresponding to OB increasing, but the distance DB is not shown by the 
diffraction effect in the liquid. 

Applying this theory to the results obtained it is seen that there is an increase in 
OB of approximately 2*3 per cent from 134° to 210° C., and from the symmetry of 
atoms in the plane OABF it may be assumed that there is an increase in the direction 
OA of about the same magnitude. This is equivalent to assuming that atoms in 
(001) planes, e.g. O and A, will be displaced from an atom K in approximately the 
same proportion with increased temperature. Now there is an increase of i/p equal 
to 1*9 per cent, and therefore an average decrease in DB of (4*6 — 1-9) or 2*7 per cent 



Figure 3. 



will be required to explain this result. Thus it seems feasib e that as the temperature 
rises the unstable lattice of sulphur gradually expands along OA and OB and con¬ 
tracts along OC. The photographs indicate that at somewhere near 220° C. there is 
a comparatively sudden change in d, which must mean that the increased kinetic 
energy of the atoms of sulphur makes possible a new unstable lattice. Thus, on the 
assumptions made before, there will be something in the nature of a fairly sudden 
increase with temperature in OA and OB of 4-1 per cent each, and the increase of 
07 per cent in i/p requires a decrease in OC of (8-2 - 07) or 7*5 per cent. The effect 
of increase of temperature from 130° C. to 220° C. is repeated above 220° C. in a 
more marked manner, there being an increase in OA and OB of 2-5 per cent and a 
decrease in OC of (5-0 — 1-3) or 37 per cent. 

In figure 5 is plotted against p~». If the diffraction effects were simply due to 
a random orientation of atoms or molecules d would be directly proportional to p~^. 
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% 

Experimentally a curve is found with a distinct break indicating the change in 
structure near 220° C. 

The effect of change of temperature on the diffraction of X-rays by organic 
liquids has been investigated by Skinner, who found increases with temperature in 
the planar distances occurring in unstable groups of molecules, which were, in some 
cases, three times the coefficient of expansion, and actual decreases of interplanar 
distances with increase of temperature were also measured. The above discussion 
points to similar effects occurring in an unstable lattice of atoms of sulphur in the 
liquid state. 



Figure 5. 


Applying the results to the theory of Raman and Ramanathan we see from table i 
that the mean distance dy of separation of molecules of sulphur at 130°C. - - zd^ =6*94 A., 
a value which is hopelessly out of agreement with the value 3-68 A. found by experi¬ 
ment at this temperature. The diffraction, therefore, does not appear to be due to 
random molecular distribution. If, however, the average distances of separation of 
the sulphur atoms are examined, more definite conclusions can be reached; d^ and 
T are plotted at (A) in figure 2, and it is seen that the value of d^ is about 6 per cent 
lower than that of d at 130® C., and that as the temperature increases the values of d 
and rfo diverge slightly from one another, d being about 12 per cent greater than ^3 
at 260° C. If the theory of Raman and Ramanathan were accurately true d would be 
equal to d^ at all temperatures, and from the present experiments it may therefore 
be concluded that the theory is more nearly true for the case of sulphur near the 
melting-point. It is seen, however, that the large jump in the value of d near 220® C. 
cannot be accounted for on Raman and Ramanathan’s theory, and the rough agree¬ 
ment found therefore seems to be arbitrary. Also, from the magnitude of d by 
experiment, and d^ by calculation, it is again evident that the diffraction is related 
to interatomic distances, and not to intermolecular distances as in the case of organic 
liquids*. 

♦ Phy$, Rev, 80,232 (1927); 31 , 20 (1928); 82,153 (1928). 
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Considering now the theory based on the Ehrenfest formula, if the scattering 
centres are taken as being molecules S should have the value 6*94 A. at 130° C. as 
previously calculated, whereas it is found by experiment to be 4*52 A. Here, as with 
Raman and Ramanathan’s theory, the facts fit the theory better if the scattering 
centres are taken to be single atoms. Even then the value 4*52 A. of S is about 
25 per cent higher than the value 3*47 A. of Jq. Also from table i it is seen that the 
value of S increases more rapidly with temperature than that of • The experiments, 
therefore, indicate that the Ehrenfest formula is inapplicable to the liquid state, and 
that the theory of Raman and Ramanathan is more applicable near the melting-point, 
the scattering centres in the case of sulphur being single atoms. The theory of un¬ 
stable grouping gives most satisfactorily the structure of liquid sulphur just above 
the melting-point and the type of changes which may be expected to occur for a 
range of temperature from 130° to 260® C. 

The results fit in well with the chemical facts and the theory which has been 
deduced. The generally accepted theory, proposed by A. Smith and W. B. Holmes*, 
is that there arc two forms of sulphur, the one soluble in carbon bisulphide, desig¬ 
nated and the other insoluble, designated A small proportion of is 
formed as soon as the sulphur melts, and the amount increases as the temperature 
rises according to the reversible reaction 5^. At 160® C. the sulphur is a 
saturated solution of in containing about 12 per cent of 5 ^, and above 
160° C. supersaturation of in occurs, and a second phase appears consisting 
of a solution of in *5^^, the proportion of decreasing as the temperature 
increases. The presence or absence of foreign matter in small quantities affects 
to a considerable extent the temperature of greatest viscosity. Further, it has 
been shown by Trillatf that if the structure of viscous sulphur is stabilized by 
quenching in water, exposure to X-rays greatly accelerates the change to the ordinary 
soluble form. Hence the action of X-rays in the reversible reaction ^ is to 
favour the formation of thus producing the transition point at a higher tem¬ 
perature in the present experiments. The fact that transition from to occurs 
at 220° C. instead of near 160"^ C. is therefore readily explained. This leads to the 
conclusion that is the form of sulphur in which the atomic forces produce un¬ 
stable grouping, as described above, and that is a form of sulphur in which the 
unstable grouping is changed in the manner previously suggested. The increased 
viscosity of form may, in this case, be caused by the increased interpenetration 
of the rhombic bipyramidal elements containing 8 atoms, which would be expected 
to produce a more cohesive liquid. 
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ABSTRACT. A discussion of the hyperfine structures of the terms in perturbed series 
is given, and rules governing such effects are derived. It is found that these rules are not 
analogous to those obtained from the analysis of multiplet structures. 

§1. INTRODUCTION 

F rom a discussion* of term series which do not obey the usual Ritz formula it 
has been shown that wheA an atom has states of nearly equivalent energy 
arising from different electron configurations these states may suffer mutual 
perturbation. Experimentally the perturbations are recognized as apparent “re¬ 
pulsions” between terms having the same L and J values. From their analysis 
Shenstone and Russell were able to represent a series, perturbed by a foreign term 
Vo of the same type, by the formula 

= Rl{n + 8)2; 8 = - Vq) .(l), 

where /?,fi and a are the usual constants of the Ritz formula and the expression 
Pl{vn — Vo) is due to the perturbing effect. It appears that the constant jS, which 
governs the magnitude of the perturbation, is essentially the same for all the 
members of mutually perturbing multiplets (cf. the 2 and 3 of Ca I, for which 
ft — 85; ft - — 86 and ft = - 90). On the other hand, jS appears to be slightly 
different for the various isotopes of a given element. Later it was foundf that when 
terms of different types lie so near together that their mutual separation is com¬ 
parable with their hyperfine separations, perturbations may occur between hyper¬ 
fine levels having the same quantum numbers. In the following discussion it will 
be shown that an extension of the above viewpoints affords an explanation of several 
anomalies in the results of hyperfine-structure investigations. 

§2. THE HYPERFINE STRUCTURE OF THE 
es.mp.^Pi SERIES OF Hgl 

The analysis! of the hyperfine structures occurring in the mercury spectrum 
shows that the terms of the two odd isotopes, 199 and 201, possess hyperfine struc¬ 
tures arising from the interaction of nuclear magnetic moments, I199 equal to J and 

• A. G. Shenstone and H. N. Russell, Phys. Rev. 39 , 415 (1932). 
t H. Schuler and E. G. Jones, Z. /. Phys. 77 , 801 (1932), 

i H. Schuler and J. E. Keyston, Z.f. Phys. 72, 423 (1931); H. Schuler and E. G. Jones, Z.f. 
Phys. 74, 631 (1932). 
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I201 equal to f, with the total moment J of the external electrons of the atom, and 
that the terms of the even isotopes—only 198, 200, 202 and 204 come into question 
for spectroscopy—are single, indicating the absence of nuclear magnetic moments. 
The hyperfine structure of the term is shown diagrammatically in figure i, 
from which it is seen that the levels of the odd isotopes are grouped regularly about 
the unresolved terms of the even isotopes, together with which the optical “centres 
of gravity of the levels of the odd isotopes fall. Important features of the mercury 
hyperfine structures are that {a) the levels of are always inverted with respect 
to those of cf. figure i; and {b) in terms characterized by / = i the total 

hyperfine separations for the odd isotopes are, in the absence of disturbing influences, 
the same*. In some terms, generally those associated with ^-electrons, a further 
complication enters, whereby the levels of the several even isotopes (although in¬ 
dividually not split, as no nuclear magnetic moments are present) are separated, in 
the order of their mass-numbers, by the operation of the isotopic displacement 
effect. 

Jig’**’ (I .r isoiopes Ilf;*®’ (I ^ f) 

Limbs ^ 

I I I 

y F 



Figure i. The hyperfine structure of the level of Hgl. 

In the ()s,mp^P^ sequence of Hg I, the lowest member, has hyperfine 

structure separations Av ^ 0-175 ^or the odd isotopes and the levels of the even 
isotopes are coincident; this measured structure is in agreement with the structures 
of the other members of the 6 s, 6 p multiplct. It would be expected, both on ex¬ 
perimental and theoretical grounds, that the higher ^Pj terms should possess 
structures and isotopic displacements smaller than those of the lowest term. The 
8 ^Pi, which is, however, perturbedf by the presence of d^.s^. 6 p . ^Pj some 1100 cm:^ 
lower in the energy diagram, shows an anomalous increase in hyperfine separa¬ 
tion to Av 0-385 cm:^ and in isotopic displacement to 0-060 cm:^; the hypothetical 
unperturbed 8^Pi should have equal separations not greater than 0-175 cm:^ for 
both odd isotopes, see figure 2. Considering first the perturbation in Hg^®® and 
remembering that a perturbation is apparent as a repulsion of terms with the same 
quantum numbers, it is clear that the observed increase in the hyperfine separation 
can only occur if the mutual perturbation of the {F = levels is greater than that 
of the (F — I) levels, i.e. Aj > Aj, and, as the other quantities in equation (i) are 
the same for all the hyperfine levels concerned, Axj8, whence, setting jS -= j 3 (j) + 
so that ) 3 (j) shall be the perturbation constant for the centre of gravity of the level 
and shall measure the second-order differential effect, we find that 

= ^(i)>o] .(2). 

* Schuler and Jones, loc, cit, f Shenstone and Russell, loc, cit. 
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Similarly, for the mutual perturbation of the {F = f) levels must be 

greatest and that of the {F = levels least, thus, 

= i'(I)< 0 ] .( 3 ). 


Also the various levels are so perturbed that the Land6 interval rule, necessarily 
obeyed by the unperturbed term, holds for 8 ^Pi after the perturbation. 
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Figure 2 . The perturbation of the hyperfine structure of 8^Pi of Hgl. 


The appearance of an isotopic displacement in S^Pj, see figure 2, indicates that 
the perturbation constant jS is different for the nuclei of different isotopes and, 
because the term of lies highest in the diagram when the perturbation is 

from ^ ^ ^201 > ^200 > ^199 > ^198 .(4)^ 


where the constants for the odd isotopes refer to the perturbation of the respective 
optical centres of gravity. 

The hyperfine structure of the unperturbed d^,s^.p, cannot be estimated, 
as this term is influenced by the whole of the ^Pj series in the midst of which it lies. 
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§3. THE HYPERFINE STRUCTURES OF THE 
*Z)-TERMS OF Pbll 

Two sets of ^Z)-terms, arising respectively from the configurations (>s^.md and 
have been recognized in the Pb II spectrum. The four lowest members, all 
of which have been investigated* for hyperfine structure, are unusual in that the 
6 s^. 6 d doublet lies entirely within that of the 6 s, 6 p^ configuration; see figure 3. 

Plr" {I=i) Pb*“TI*i) 



Figure 3. The perturbation of the hyperfine structures of the 6 s^, 6 d.^D terms of Pbll. 


The separation of terms with similar /-values is such that selective perturbations 
of their structures might be expected to occur. 

The analysis of the hyperfine structures in the lead spectra indicates that the 

* H. Kopfermann, Phys. 76 , 363 (1932); H. SchUler and E. G. Jones, Z./. Phys, 75 , 563 
(1932); J. Rose and L. Granath, P/^s. Rev, 40 , 760 (1932). 








The hyperfine structure of perturbed series 505 

even isotopes 208, 206 and 204 have zero nuclear magnetic moments, and that all 
the resolvable terms of Pb*” are double; whence l2n = i- 

The presence of a perturbation is evident from the abnormalities of the ts^.bd 
terms in respect to both coarse and hyperfine structure—the doublet is inverted and 
the hyperfine separations and isotopic displacements of are much larger than 
those of *Z)|. If any difference were expected between these terms, it would be that 
the hyperfine separation should be slightly larger for *D|. The perturbation which 
causes these anomalies is represented in figure 3. As 6d. *^| is perturbed from below 
and 6 d. *D| from above, it is clear that their structures will be influenced in opposite 
senses; the fact that the structure of the former has been decreased and that of the 
latter increased leads to the result that the perturbation constant is greater for the 


hyperfine level of the smallest F value, or 

= ^(i)>o] .(S). 

The observed perturbation of the isotopic displacements again requires, as for 
Hg, that the perturbation constant be greatest for the heaviest isotope: 

^208 5,^207 >^a06>^204 ... .(6). 


If it be assumed that the magnitude of the perturbation of the isotopic displace¬ 
ments is approximately the same for both sets of terms, then the unperturbed dis¬ 
placement effect of the 6 d electron will be about 0*14 cm:^. In Pb I, terms involving 
a 6 d electron have isotopic displacements of approximately 0*030 cm:^, which is 
equivalent to an effect of about o*i2 cm:^ in the first spark spectrum. This agree¬ 
ment in order of magnitude also supports the view that the two sets of ^D-terms 
suffer mutual perturbations. 

§4. OTHER SERIES WITH PERTURBED HYPERFINE STRUCTURES 

Many series in the spectra of other elements show the characteristic perturba¬ 
tions described above. The lowest terms of the y,mf,F series in A 1 II, which are 
strongly perturbed by terms of the configuration*, all possess a doublet 

structure, which, in view of the above discussion, may be regarded as a greatly per¬ 
turbed hyperfine structuref. In the arc spectrum of lead thep^Pi series show slight 
perturbations in their hyperfine structures; owing to the fact that each term is 
perturbed by the whole series the net effect is therefore small and no isotopic 
displacements are produced. The hyperfine structures of T 1 II also show the 
presence of many small perturbations in the higher members. 

§5. DISCUSSION 

The above examples show conclusively that the rules obtained for the mutual 
perturbations of hyperfine structure levels are not what would be expected from a 
consideration of analogous perturbations in the coarse-structure terms. Hyperfine 
levels, of given J and /, have perturbation constants which show a complicated 
^ Shenstone and Russell, loc, cit, 

t This would indicate that A1‘^ has a nuclear moment I equal to i . 
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dependence upon their F values, whilst coarse-structure levels, of given L and *S, 
have the same perturbation constant which is independent of their J values. This 
result is very surprising, for it has always been possible to derive rules applicable to 
hyperfine structures by the substitution of /, I and F for the quantum numbers L, 
S and /, respectively, in the corresponding rules for coarse structures. In particular, 
the usual intensity and interval rules, in their modified form, are strictly valid in 
hyperfine structures. 

The selective perturbations found in mercury show unambiguously that the 
nature of the effect is governed by the sign of the ^ (I) factor—the ratio of the 
magnetic to mechanical moments—of the nucleus concerned. The perturbations in 
Hgi»» and are particularly interesting as both atoms have the same nuclear 
moments and similar (I) factors: the same variation of is obtained in both 
cases, whether the hyperfine levels are normal (Pb^®^, figure 3) or inverted (Hg^®®, 
figure 2). 

The differential perturbation of the terms of the individual isotopes is also 
independent of their relative energies, for in lead the isotopic displacements are 
inverted with respect to those in mercury; nevertheless the terms of the heaviest 
isotopes suffer the greatest perturbation in both elements. It is evident that this 
regular increase of the perturbation constant with the mass number is a fundamental 
property of the nucleus and is unaffected by the external electronic structure which 
causes the inversion of the isotopic displacements in the transition from mercury 
(normal state 6^^) to lead It would seem that the perturbation of the in¬ 

dividual terms is due to a mutual sharing of identities by two valency electrons on 
account of their electrical interaction; for a given element this interaction might be 
affected by a change in some electrical property (e.g. the polarizability) of the nucleus 
from one isotope to the next, which would produce the observed slight differences 
in the perturbation constants. If the nuclei of the various isotopes are considered to 
be built up from that of the lightest isotope by the addition of neutrons, a systematic 
change in the polarizability of the nuclei so formed would be expected. 

With regard to the ultimate cause of the isotopic displacements, it is interesting 
to note that the effect occurs almost exclusively in terms associated with configura¬ 
tions containing two equivalent valency electrons. The effect is most marked in 
those spectra where the resonance energy of such equivalent electrons is small, i.e. 
where the intercombination lines are strong. If the electrical interaction responsible 
for the Heisenberg-Dirac resonance energy were affected by the polarizability of 
the nucleus, then the term values of the various isotopes would show all the 
characteristic features of the displacement effect. 
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ABSTRACT, A test has been made of the use of quartz as a standardizing substance for 
very accurate lattice-spacing determinations. With CuK„ radiation it gives a very good 
photograph with many sharp doublets, which may be measured with accuracy, A 
redetermination of the axial ratio from an X-ray powder photograph gave 

cja - 1*10002 ± 0*00004, 

and this value was confirmed by X-ray measurements on several other crystals. Assuming 
Bcrgqvist’s value for rfjoo (4246*02 X. units) we obtained a ^ 4902*9 X., c 5393*3 X. 
Various specimens of quartz from different sources were compared by taking powder 
photographs in the same camera, one of the clear, colourless specimens being used to 
calibrate the camera, on the basis of the above values. 

The values of t/joo between 4245*95 and 4246*30. The clear colourless 

crystals gave 4246*0 J_ 0*05. 

§1. INTRODUCTION 

ALTHOUGH the value of the lattice spacing of a crystalline substance is 
/ \ usually expressed in Angstrom units, and a high degree of accuracy may 
JL often be claimed for the measurements, such values are not absolute but only 
relative. The value of the Angstrom is based on optical measurements, whereas 
lattice-spacing values are derived from X-ray wave-lengths which have not yet 
been accurately standardized. The latter were originally obtained from measure¬ 
ments on rock-salt and calcite, for which the lattice spacings had been deduced 
from a knowledge of the density and molecular weight with the help of calculations 
involving Avogadro*s number, which in its turn depends upon the experimental 
determination of e by Millikan*. Thus the whole scale of wave-length values is e 
influenced by the accuracy of the determination of e, and since this has not yet been 
made with a high degree of accuracy it has been impossible from crystal measure¬ 
ments to obtain X-ray wave-lengths of great accuracy on an absolute scale. 

Attempts have been made to eliminate this difficulty by using methods to 


• Proc* Nat, Acad, Sci, 3, 314, (1917). 
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determine X-ray wave-lengths which do not involve the use of the Avogadro 
constant. The usual method is that of the ruled grating'*'. Probably the most 
accurate measurements are those of Backlinf and CorkJ, which, however, give values 
different from those determined from crystal measurements by an amount which 
exceeds experimental error. It therefore seems probable that the scale of wave¬ 
lengths is in error owing to an inaccuracy in the value of e. On the other hand the 
direct measurements are themselves not yet sufficiently accurate to warrant a 
change in wave-length standards. It is therefore customary to use, as an arbitrary 
standard, Siegbahn’s values expressed in X units (X.), of which the latest series is 
given in the second edition of Spektroskopie der Rontgenstrahlen^, 

The object of our investigation was to find the most accurate means of basing 
powder-photographic determinations of lattice spacing on the Siegbahn scale of 
wave-lengths. In comparing the lattice spacing of a crystal with an X-ray wave¬ 
length, it is essential to measure the glancing angle of reflection. This may be found 
directly, but in X-ray powder photography greater accuracy is obtained if the 
instrument is first standardized by the use of a substance of known lattice spacing. 
The latter is either mixed with the material under investigation!!, or it may be used 
in a preliminary experiment in order to calibrate the instrument. 

It is clearly an advantage to use for such a purpose a substance which has 
already been employed in the determination of wave-lengths by Siegbahn and his 
collaborators. Rock-salt was the first crystal to be used for wave-length measure¬ 
ments, but it has several serious disadvantages for powder photography, as well as 
for single-crystal measurements. It has been our experience that many samples of 
NaCl do not give sufficiently sharp reflections, and that there is a marked difference 
between the lattice spacings of different samples. This is in agreement with the 
work of Barth and Lunde^, who have shown that the lattice spacing of chemically 
prepared NaCl is 5-626 A., instead of 5-628 A., which is the value universally 
assumed for natural rock-salt. 

A suitable standard for use in X-ray powder photography must have a simple 
structure, and it should also have a low absorption coefficient for the radiation 
employed, in order to avoid the possibility of errors due to the displacement of lines 
by absorption. Of the substances other than rock-salt used in X-ray spectroscopy, 
we have found that calcite does not give very good photographs, probably on account 
of the high value of the primary extinction, and others, such as sugar and gypsum, 
give patterns that are much too complicated. After repeated trials we concluded 
that by far the best substance for the purpose was quartz. The present paper is an 
account of some experiments devised to test the suitability of quartz for the cali¬ 
bration of Debye-Scherrer cameras, where extreme accuracy might be desired. 

* A. H. C ompton and Doan, Proc, Nat. Set. U.S.A. 11, 598 (1925). 

t Dissert. (Upsala, 1928); Nature^ 126, 239 (1930). 

i Phys. Rev. 36, 128 (1930). 

§ Julius Springer, Berlin (1931). 

|| R. W. G. Wyckoff, Z. Krist. 69, 55 (1923-4); Havighurat, Mack & Blake, X Amer. Chem. Soc, 
46, 2368 (1924). 

Zeit.f. Phys. Chem. 126, 417 (1927) also V. M. Goldschmidt, G.V. 8 (1927). 
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§2. DESCRIPTION OF CAMERA 

In an earlier paper"^, we have described a new method for the accurate determina¬ 
tion of lattice spacings from Debye-Scherrer photographs. The film is placed 
round the circumference of the camera in the usual way (i.e. with the centre of the 
film corresponding to zero angle of reflection), but the ends of the exposed portion 
of the film are defined by means of two knife edges casting sharp shadows on the 
filmf, as at J 5 in figure la. The knife edges are close to the point X where the 
incident beam enters the camera, allowing reflections to strike the film up to very 
large angles. The angular ranges YA and YB correspond approximately to 165°. 
The limitation is imposed in order to allow the slit system to reach almost to the 
centre of the camera. 


Y 



Figure la. Illustrating method of calibration. 


When the film is unrolled, it has the appearance of figure 16, which is lettered to 
correspond with figure i a. The distance betw^een the two knife edges 5 *. corresponds 
to a definite angular range characteristic of the camera, 9 ^^ This is the only constant 
which has to be measured in order to calibrate the camera. However much the 


film shrinks, 


01 SIS, 


(0* 


where 6 is the glancing angle of reflection corresponding to a distance S between the 
pair of lines in question. It is of course essential to measure S and S* at the same 
time, as the film contracts and expands according to the state of the atmosphere. 

It will be seen that the radius of the camera does not appear inequation (i). Also 
the lines at high angles, which give the spacing accurately, are in the neighbourhood 
of the standard shadow edges. The 6 values from these lines are almost free from 
errors. The method has therefore all the advantages of the Van ArkelJ arrangement 


* Proc. Phys. Soc. 44 , 563 (1932). 

t The use of knife edges for this purpose was adapted from the method employed by Phragmfen 
in his precision camera. See A. Westgren, Tram* Amer, Jmt* Mining and Met* Eng* 81,13 (1931). 
t A. E. van Arkel, Physica, 6, 64 (1926). 
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in which film-shrinkage errors at high angles are avoided by placing the film back to 
front (i.e. with the incident beam passing through the centre of the film). 

The angle may be found from a direct measurement of the camera, but it is 
doubtful whether this gives an absolute accuracy of more than i part in 5000 in 
lattice spacing, since it is apt to introduce small errors which cannot be allowed for. 
For example, the shadows of the knife edges on the film may not coincide exactly 
with their calculated positions. 

A much more accurate method of calibrating the camera is the use of a standard 
crystal, the spacings of which are accurately known. Errors in the camera constant 
are still introduced by this process of calibration, but they tend to cancel out when 
lattice spacings are being determined because every stage in the calibration process 
is repeated in the reverse direction. For example, no correction need be made for 
errors caused by the use of a beam of finite height, provided that this is the same in 
all experiments. Slight faults in the construction of the camera do not matter in 
this method. 

Errors due to centring, absorption, and film shrinkage, which vary in amount 
from one photograph to another, require individual treatment. However, as we 
have shown, the ratio S/S^ makes complete allowance for film shrinkage. The 
method of eliminating errors due to centring in the process of calibration is described 
later. With this method the camera constant may be obtained correct to about i part 
in 15,000, which is sufficient to give lattice spacings with an accuracy of about i part 
in 50,000 relative to the chosen standard, 

§3. METHOD OF CALIBRATING CAMERA 

Ihe (100) spacing of quartz has been accurately determined by Bergqvist*, 
who used CuK radiation. The same radiation was employed in our experiments, so 
d that there was no doubt about the accuracy of the (100) spacing d in terms of the 
wave-length. 

Bergqvist gives: 

for A -• 1537-395 X. 

for A == 1541-332 X. 

for quartz, rf- 4246-02 X. at 18'" C. 
after correcting for the refractive index. 

In Bergqvigt’s measurements the refractive index produced a considerable 
deviation from the simple law of X-ray reflection 

n\- 2d sin 8 , 

since he used the lowest orders of reflection. We worked only at high angles, where 
the effect was much less important, requiring only a small correction. 
c The c spacing of quartz was calculated from an assumed value of the axial 

a ratio. Grothf gives a : c— 1-0999, found by KupferJ in 1825 §. Combining this 

• O. Bergqvist, Z.f. Phys. 66, 494 (1930). f Chemische KrislaUographU, 1, p. 86. 

I Preisschr. d. Akad. d. Wissensch. 61 (Berlin, 1825). 

§ A later determination by Tutton (Crystullogtaphy, p. 373) gives i-iooo. 
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with Bergqvist’s value, we obtain for the axes a = 4902*88 X.; c== 5392*68 X, 
at 18° C * 

The c value cannot be exact, but it is accurate enough to fix the indices of the 
observed reflections. A very accurate determination of the axial ratio is made in the 
present paper, but at the beginning of the work the exact value was unknown. 

The problem was to calibrate the camera, i.e. to find 6*;, without an accurate 
knowledge of c/a, and at the same time eliminate errors due to the centring of the 
specimen. 

The use of a thin diluted specimen of quartz with CuK^ radiation eliminates 
absorption errors, but it is almost impossible to ensure that the specimen is exactly 
at the centre of the camera. This causes a systematic displacement of the lines on the 
film, which has a far greater effect at low than at high angles. In our former paper 
it was shown that accurate lattice-spacing determinations could be made by plotting 
the spacing values from individual lines against the corresponding values of cos‘^ 0, 
and extrapolating a linear curve through the points to cos^ 6 = of. This method 
must be slightly modified in order to determine as the following considerations 
will show. From our earlier paper, the error dS in the measured distance between dS 
corresponding lines is given by: 

ds= — 2,p cos ^.sin 26 .(2) 

where p is the displacement of the specimen from the centre of the camera and (f)is p, <f> 
the direction of displacement measured from the direction of incidence. The error 
dS causes an error dOj^ in 0 *. which is given by ddjg 

ddjc _ ^ ^ sin 26 . V 

^ T R zT . 

R being the radius of the camera. "" R 

Equation 3 shows that the value of dd^ varies linearly with sin zdjzOy falling to 
zero when sin zdjzd ■= o, and 0 -= 90°. If, therefore, the values of Oj, obtained from 
different lines be plotted against the corresponding values of sin 20120 a straight line 
should be obtained, and if this line be extrapolated to sin zOjzO == o, the correct 
value of 0 jc should be found, with a complete elimination of the errors caused by 
centring. 

In practice the presence of individual errors of measurement prevents the 
values of 0 ^ from lying exactly on a straight line. They should, however, be grouped 
on either side of a straight line in a random manner if c and a are correct. If, 
however, an incorrect axial ration has been assumed, so that while a is correct c is 
in error, this will be shown by a systematic deviation of points corresponding to 
different sets of indices from a mean line. If, for example, the ratio cja has been 
given too small a value, points for large values of / will fall above the mean line, the 
departure being greater the greater the value of /. A new value of the axial ratio 

• W. Zachariasen, Z. Kmt, 67, 226 (1927), gives a =» 4*903 A., c = 5*393 A., cja *= 1*0999. 
t An extrapolation method was first used by Kettmann, Z./. Phys, 68, 198 (1929), who plotted 
the lattice-spacing values for individual Imes against their Q values However, since this curve turns 
over rapidly towards 6 » 90*^ it allows considerable latitude in the interpretation of the results. 
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must be found which brings all the points on to the same line, apart from random 
errors of measurement. 

To sum up, the values found by applying equation (i) to each line on the film 
may be in error for two reasons, (i) The measured value of s may have systematic 
errors due to the eccentricity of the specimen in the camera, (ii) The calculated 
values of 0 may have systematic errors due to inaccuracy of the axial ratio. These 
effects may be eliminated by the following procedure, (i) Plot the values of djc 
against the corresponding values of sin 20 / 20 . (2) Observe whether there is a 
systematic deviation of points about a mean straight line for planes with large and 
small values of L Such an effect indicates an error in the axial ratio. (3) By a 
process of trial and error, find a value of the axial ratio which brings points for large 
and small values of I upon the same curve. (4) Estimate the camera constant 0 * by 
extrapolation to sin zOjzO = o. 

§4. LIMITS OF ACCURACY 

The accuracy of the determination of 0 ^. depends upon the validity of the method 
for eliminating systematic errors, and on the accuracy of individual measurements. 
I'he former depends upon the absence of errors due to causes other than centring, 
while the latter depends on the intensity-distribution across the lines and on the 
measuring instrument. 

In our experiments a camera of diameter 9 cm. was calibrated by means of a 
powder photograph taken with CuK^ radiation. jS lines were eliminated by means of 
a nickel screen. The specimen was obtained by grinding up a crystal of pure 
quartz, which was mixed with about three times its own volume of Canada balsam 
and mounted on a hair at the centre of the camera, in the form of a cylinder 0-4 mm. 
in diameter. The displacement of the lines due to absorption of the Cu radiation by 
the specimen is almost eliminated by this procedure. Continual rotation of the 
specimen and a special slit system yield strong lines of symmetrical shape, with 
sharply defined peaks, which correspond closely to the centre of gravity of the lines. 

A reproduction of one side of the quartz film is shown in figure 2a, Figure 26 
shows an enlargement of the portion containing the resolved doublets. Near the 
end of the film the doublets are sufficiently separated for the measurements to be 
uninfluenced by overlapping, and a very high accuracy can then be attained. To test 
the possible accuracy, photometer readings were obtained from the doublet for 
which h k I - 234, The microphotometer curve for this line is given in figure 3 
for which readings were taken at intervals of o*oi cm. It is clear from this curve that 
the position of the peaks is not influenced by the presence of neighbouring lines. 

An attempt was then made to find how accurately the position of the peak could 
be measured. The portions AB^ CD at the summits of the curves, which were 
examined in detail, are reproduced in figure 3 b. The readings were taken at intervals 
of 0*001 cm. It appears from these curves that the peaks may be measured to 
± 0*0001 cm. This degree of accuracy is far beyond our requirements, and in 
practice measurements are made with a travelling microscope reading to o*ooi cm. 




Figure 2. Po\\der photographs of quartz. 
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The limit of accuracy is then of the order of o*ooi cm. to 0"003 cm. for the distance 
between a pair of corresponding lines. This corresponds to an accuracy between 
about I part in 25,000 and i part in 10,000 in determining 6 . 


A —.A—A 



Figure 3a. Photometer curves of quartz. 


{Mean bisector 0*9185 ±0*0001 cm,) {Mean bisector o*8i86±o*oooi cm.) 



Figure 36. 0 Photometer readings at intervals of o*oi mm. 


This high accuracy can only be attained in the case of strong lines near the end 
of the film where the doublets are well resolved. The other lines are less reliable and 
are only used as pointers, whereas the accurate lines serve as pivots for the extra¬ 
polation curve. It should be possible with one or two accurate doublets and a large 
number of pointers to obtain the value of to at least one part in 15,000. 

Everything depends on the high angle lines. These must be close to the knife 
edges, and the film must be pressed down fiat at this point. To ensure this, the ends 
of the film are slipped under a steel plate which holds them down firmly against the 
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circumference of the camera. It is not essential to avoid errors which influence only 
the lines at low angles. For example, if the film bulges slightly near the centre, bo A 
S and * 5 *, are increased somewhat, but for the high angle measurements the ratio 
of S to 5 *. is scarcely affected. The measuring instrument need not be absolutely 
accurate along its whole length. It is sufficient if the small distances between S and 
iSfc are measured accurately to o-ooi cm. 

§5. RESULTS OF CALIBRATION AND REDETERMINATION OF 

AXIAL RATIO 

Two series of calculated values of 8 are given in table i. Those on the left-hand 
side of the table are calculated for an axial ratio cja equal to 1*0999 (Groth’s 
value). Those on the right-hand side of the table are calculated for an axial ratio 


Table i. Calibration of camera i 



Extrapolated value for 0^. = 82*77®, being taken as 1*10002. 

• Values of 0 calculated from Bergqvist’s d value with correction for refraction. 
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1*10002, which will be shown to be more nearly correct. For overlapping lines an 
estimated value depending on the relative intensities of the component parts is 
given for 6 . The value of 6 ^ for each line was determined from 0 , 5 , and S* by means 
of equation (i); values for each line are shown in table i. 

A weighted mean was found for djf from each pair of doublets by giving aj 
twice the weight of Og. 

The presence of systematic errors was tested by plotting the values of 0 * from 
table I against sin zd/zd in figure 4 a. The values deduced, an axial ratio cja = 1*0999 
being assumed, are represented by crosses. The crosses show a gradual fall as 
sin zOjzB falls, indicating that the specimen was incorrectly centred. However, they 
do not lie at random about a straight line but are distributed in a regular fashion. 



Relatively higher values for are obtained from A, I planes with large values of / 
than from those with lower values of /. As we have shown, the effect may be 
explained by a small error in the assumed axial ratio. Planes with low values of /, 
being uninfluenced by the value of r, will tend to give a more correct value for B^ 
than those with high values of /. 

We have attempted to find a value of the axial ratio which would give no system¬ 
atic variation in B^ for high and low / indices. By trial and error the axial ratio 
1*10002 was found to satisfy this condition. In figure \a the revised axial ratio 
gives the values of By. indicated by circles. These circles are distributed roughly 
within an acute triangle, the apex of which lies at sin zBjzB = o, 0 - 90°. The 
downward slope from right to left is due to a systematic eccentricity error. The 
deviation of the circles from a straight line is due to individual errors of measure¬ 
ment, which are greatest at the lowest angles. By extrapolation to sin zBjzB = o it 
is seen that the most probable value of By for this camera is 82*77° with a probable 
error of not more than 0*005°. 

If the method were sound it should be possible by repeating the process in 
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another camera to obtain the same value for the axial ratio. The results of this 
experiment are shown in table 2 and figure The values represented by crosses 
are calculated for cfa 1*0999, show the same systematic deviation as in the 
upper figure. The circles for cja ^ 1-10002 are much more consistent, and it there¬ 
fore seems probable that this is the true value for the axial ratio. By extrapolation 
we get 82*51° for the most probable value of for the second camera. 


Table 2. Calibration of camera 2 




Observed 

Axial ratio cja -= 1 -0999 

Axial ratio cja = 1*10002 

hy kj 

tion 

s 

(cm.) 

B * 

or esjs 

e * 

or es^/s 

412 

\a2 

19-437 

19-534 

61-313 

61-575 

82*6o6\ Q Q 

82-547/ 

61-312 

61-574 


305 


r^i 

20*178 

63-648 

82-603) g . 

63-640 



U2 

20*270 

63-938 

82-603 / ‘ 

63-930 

II6 

j 

K 

20-815 

65-636 

\l%Vi 

65*624 


1 


20*gi2 

65-954 

65-942 

501 

1 

■«! 

La, 

21-058 

21-163 

66*400 

66*729 

82-573). c,.-- 

82-571 / 57 

66*399 

66*729 

82-571). 82-«7 
82-570/ 57 

404 

/«x 

1^2 

21*302 

21-404 

67-175 

67-517 

82*58o\ 0^ 

82-605/ 59 

67-169 

67-511 

82-572) o-.cg 
82-597/ ^ 5 » 

206 

J 

fai 

21-637 

68-243 

82-594). ga.en 

82-584/ 59 

68*229 

82-577). g,.., 

82-567/ 576 

1 

La* 

21-754 

68*603 

68-590 

413 

J 


21-870 

68-965 

^*■5791 

82-567/ 576 

68-961 


1 

.^2 

21*992 

69-340 

69-336 

330 

J 


22-259 

70-173 

f^' 556 ) 82.56 
82-571/ 3 

70*173 


1 

*2 

22-382 

70-573 

70*573 

5O2I 

j 

“s 

22-724 

71-650 

82-568^ 

82-556 82-56, 

71-646 

82-564-1 

82-554 82-56 

225 J 


L*2l 

a. 1 

22-864 

72-080 

72-078 

331 


*2 

23*000 

72-522 

82-5711 

72-522 

82-571 j 

420 

(“1 

l“a 

23-261 

23-416 

73-332 

73-816 

82-556) o,._. 
82-55*/ * 

73*332 

73*816 

tl $} 

315 



23-829 

75-122 

82-555) 

75*109 

82-541) 



f 4 

ail 

23-986 

75-629 

82-569 ^ 82-55, 

75-622 

82-561 [ 82-55 

421 



24*161 

76-154 

82-540' 

76-154 

82-540/ 

234 

J 

fai 

24-359 

76-799 

82-5621 0 
82-548/ *^•551 

76-790 

82-553-1 g-... 
82-538/ 548 

1 

las 

24-561 

77-423 

77-413 

216 


foi 

La, 

24- 931 

25- 164 

78*600 

79-332 

82*5601 Q 

82-557/ ®^' 55 » 

78- 576 

79- 307 

82-535) g,.„ 
82-531/ ** 53 . 

End of film: | 

26-187 (* 5 ,,) 





Extrapolated value for 82*51*", using cja = 1*10002. 

* Values of $ calculated from Bergqvist*s d value with correction for refraction. 


The axial ratio of quartz is much nearer 1-10002 than 1*0999. We now have the 

following values: / , . , . 

a — 4902*88 X. (calculated from Bergqvist) 

5393-27 ± 0*1 X. 

cja = I-10002 ± 0-00004. 
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§6. EXPERIMENTS WITH OTHER SPECIMENS OF QUARTZ 

The above data are valid for the particular specimen of quartz used in our 
calibration experiments. It was interesting to see whether the same values would be 
obtained from other specimens. One of the cameras calibrated in the above ex¬ 
periments was used to take photographs from a number of different quartz crystals, 
the temperature being maintained at 18° during each exposure. 


Table 3. Clear quartz (Cornwall) 


h, k,l 

Radiation 

S 

(cm.) 

6 

(degrees) 

Lattice spacing of 100 
planes (X.) 

305 


20*220 

20*314 

63*632 

63*927 

4 ^ 46 ; 3 | ^,^6-3 

II6 

jai 

20*848 

20*953 

65-608 

65-938 

42464 

206 

l«2 

21*678 

21*791 

68*220 

68-575 

"^*^^-5} 4246-4 

413 

/«! 

\*t 

21*909 

22*031 

68- 947 

69- 331 

4246 3 

330 

\*2 

22*297 

22*422 

70*168 

70-561 

4246-ij} ^2^5.2 

502 \ 


22*763 

71-634 

4246-3 1 

22 $ { 


22*900 

72-065 

-3 [ 4246-3 

331 

hi 

23*043 

72-515 

-2 J 

420 


23 300 
23*454 

73-324 

73-809 

4246:2} ,2462 

315 


23*864 

75-099 

4246-2 1 

l*2l 

24*026 

75-609 

-2s [ 4246-2 

421 

J 1 ^ 

\«2 

24*200 

76-156 

•oj 

234 

1*2 

24*399 

24*596 

76- 783 

77- 403 

4446 :;},^fr„ 

216 

f*. 

24*966 

25*200 

78- 567 

79- 303 

‘^■“: 5 ;} 4246 -. 

End of film: 

26*219 

82-51(^11) 



Extrapolated values of djoo: 4246 05 ± 0 05 X. 


The experiments fall into two groups. First two clear crystals were examined, 
and the results are given in tables 3 and 4, and in figures and b. The tables show 
the measured values of S with the values of 6 deduced from them, and for each line 
a value of the lattice spacing is calculated from them. To eliminate systematic 
errors the procedure described in our earlier paper was used. A value of the lattice 
spacing is deduced for each line, and the weighted mean for each doublet is then 
plotted against the appropriate value of cos^ 6 . The points should lie near a straight 
line, which gives the correct value of the lattice spacing by extrapolation to cos* 0 = o. 
This method is directly applicable only to cubic crystals, where there is only one 
variable. For hexagonal crystals, where there are two variables a and c, one of these 



5i8 


A. y. Bradley and A. H. Jay 

Table 4. Clear quartz (St Gothard) 


h, k,l 

Radiation 

5 

(cm.) 

e 

(degrees) 

Lattice spacing of 100 
planes (X.) 

305 


fa. 

la. 

20*203 

20*296 

63*619 

63*912 

4=*46;8| 4^6.8 

1 16 


fa. 

20-835 

20-934 

65*608 

65*921 


206 


f:; 

21-659 

21-775 

68*204 

68*569 

4^46 7 

413 



21*894 

22*011 

68*944 

69-313 

4*46;S } 4^46-6 

330 


[5 

22*281 

22*406 

70-163 

70-556 

4-46;3}^,46-3 

502) 



22*745 

71*624 

4246*6 'I 

225 1 


J 

22*887 

72*071 

-2 [ 4246-4 

331 


laa 

23027 

72*512 

•2] 

420 


23-284 

23 

73-321 

73*806 

<=4*:;;) 4=46-,. 

315 

J 


23-848 

75*097 

4246-25I 

1 


24*010 

75*607 

•3 [42463 

421 

1 

la. ' 

24*177 

76*113 

•4 J 

234 

( 

fai 

1*2 

24-382 

24-581 

76-779 

77*405 

«46-4 

216 1 

1 

'*1 

L*2 

24-950 

25*174 

78*567 

79-304 

4446-. 

End of film: 


26*202 (.9*) 

82*51 (^A:) 



Extrapolated value of 4245*96 i: 0-05 X. 



Figure 5. Lattice spacing of four specimens of quartz by extrapolation. 

Clear quartz (Cornwall) 4246*06 X. c Milky quartz (Durham) 4246*30 X. 

Clear quartz (St]Gothard) 4245*95 X. d Rose quartz (Bohemia) 4246*20 X. 
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must be eliminated before the graphical method is applied. To this end we assume a 
value for the axial ratio and determine the (100) spacing for each line. 

In the present experiments we assumed that 1*10002, and deduced a 
value of the spacing for each line. In figure 5 the weighted mean for each doublet is 
plotted against the appropriate value of cos^ 6 . The probable accuracy of each value 
is indicated by the length of the line. There is no systematic deviation of points for 
planes with different values of /, which would if present show that the axial ratio 


Table 5. Milky quartz (Durham) 


h , k,l 

1 Radiation 

s 

(cm.) 

e 

(degrees) 

Lattice spacing of 100 
planes (X.) 

305 


[«! 

20*221 

20*315 

63*627 

63*923 

4246-5 

116 



20*853 

20*951 

65-616 

65-924 


206 

1 


2I-679 

21-793 

68-215 

68-574 

42465 

413 



2 t* 9 I 2 

22032 

68*948 

69*326 

4246-4 

330 

1 

r^i 

1*8 

22*299 

22*421 

70-166 

70-550 

42463 

502I 


r«, 

22*763 

71*626 

4246-5 ] 

225/ 

1 

1 

“iJ 

22*899 

72*054 

-6 ! 4246-6 

331 

i 


23*039 

72*494 

-6j 

420 


^2 

23*300 

23*451 

73-316 

73-791 

4246 - 4 . 

315 

j 


23*864 

24*028 

75-090 

75-606 

4246-4 ] 

-36 \ 4246-4 

421 

1 

*2 

24*194 

76-129 

-45' 

234 

1 

“l 

aa 

24*398 

24*599 

76- 771 

77- 403 

42463 

216 

1 

*8 

24*965 

25*197 

78- 555 

79- 285 

4246 - 3 . 

End of film: 


26*222 ( Sjc ) 

82-51 (0,) 



Extrapolated value of dio^: 4246*30 db 0*05 X. 


was incorrect. It may be concluded that the axial ratio of the two new specimens of 
quartz is 1*10002 as in the former experiment. The points lie very close to a straight 
line, which, on extrapolation, gives for the value 4246*05 d- 0*05 X. and 
4245*95 ± 0*05 X. respectively, proving that the lattice spacing of quartz is 
identical in the three clear crystals examined to within i part in 50,000. 

Further experiments were made with cloudy and coloured specimens. The 
results of two experiments with milky and coloured crystals respectively are given in 
tables 5 and 6 and in figures 5 c and 5 d. The following values were obtained; 

For milky quartz — 4246*30 ± 0*05 X. 

For rose quartz d^QQ = 4246*20 ± 0*05 X. 
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The increase in spacing, though not great, definitely exceeds the experimental 
error. In experiments with crystals which were less uniformly or less distinctively 
marked a smaller increase in spacing was found. In no instance was there any indi¬ 
cation of a different axial ratio. 


Table 6. Rose quartz (Bohemia) 


h, k,l 


s 

e 

Lattice spacing of 100 

Radiation 

(cm.) 

(degrees) 

planes (X.) 

395 


Us 

20*197 

20*293 

63*610 

63*912 

4247-1) 
6-7 J 

• 4247-0 

116 


Ui 

Us 

20*825 

20*927 

65-587 

65-909 

4247-21 
-0 J 

- 4247-1 

206 


Ui 

Us 

21*653 

21*767 

68-195 

68-554 

4247-01 
-0 J 

- 4247-0 

413 


Ui 

Us 

21*887 

22*010 

68- 933 

69- 320 

4246*8 ' 
*4 

■ 42467 

330 

1 

■«) 

l“s 

22*272 

22*403 

70-145 

70-558 

4246-71 
■4 J 

p 4246*6 

502 \ 


r«. 

22*739 

71*616 

4246-7 • 


225) 

1 

J 

L»s\ 

raj 

22*879 

72*056 

•5 

4246*6 

331 

1 

1^2 

23*021 

72*504 

-4 J 


420 



23*276 

73*307 

4246-55! 

|- 4246-55 

1 

1*2 

23*430 

73*792 

-55J 

315 

\ 


23*842 

75*090 

4246-41 


1 

j 

faj 

24*005 

75-603 

1 

•41 

4246-4* 

421 

\ 

1^2 

24*169 

76*120 

•6] 


234 

\ 

'«! 

24*375 

76*769 

4246-4 1 

|- 4246-4 

1 

1*2 

24*573 

77*392 

-35J 

216 

1 

^ai 

1*2 

24*941 

25*174 

78- 551 

79- 285 

4246-4 1 
-SsJ 

|- 4246-4 

End of film: 


26*i98(*S';i) 

82-51(0*.) 


1 


Extrapolated value of c/io©: 4246 2o ± 0-05 X. 


§7. CONCLUSIONS 

Our experiments have shown that quartz is a very suitable substance to use for 
the calibration of powder photograph cameras when this operation is performed in a 
preliminary experiment. It would scarcely be possible to use quartz in the mixture 
method owing to the large number of lines in the X-ray pattern. It has, however, been 
shown that by the authors' methods an accuracy of i part in 50,000 may be attained 
without mixing the powders. 

Quartz gives with CuK^ radiation an extremely good powder photograph in 
which the doublets at high angles may be clearly resolved and accurately measured. 
For convenience of reference the glancing angles of reflection 0 for these lines are 
given in table 7, together with sin 20/20 which is required for the extrapolation 
process. The values given in this table are corrected for deviation from Bragg's law. 
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In the case of overlapping lines we have made an estimate of the angle corresponding 
to the centre of gravity of the reflection. 


Table 7. Glancing angles for quartz, on the assumption that 
a = 4902*88 X., c == Sigyzy X. 



Smoky and coloured crystals have a slightly larger spacing, and must be avoided 
for calibration work. Our results are not in agreement with a paper recently 
published by Yuchting Tu*. In an investigation of the lattice spacing of quartz he 
finds that the measurements from different faces of the same form (i.e. different loi 
faces or different 100 faces) on the same crystal vary by as much as i per cent. For 
this reason he thinks that quartz is unsuitable as a standard for wave-length de¬ 
terminations. Yuchting Tu states that his crystals appear to be distorted. This is 
the probable explanation of the discrepancies. In our experiments only good 
crystals with smooth faces were used. Among 10 such crystals, all from different 
localities, we did not And one which failed to resolve the a doublets clearly and 


* Pkys , Rev . 40, 66* (1932'). 




522 A. J. Bradley and A. H. Jay 

distinctly, which would be impossible with variations of the order of i per cent. 
Moreover, in every case the measurements from different planes were consistent 
within the limits of experimental error; this is well shown by figure 5. The four 
examples selected in this diagram include the biggest differences in lattice spacing 
out of the 10 specimens measured. 

In conclusion we give a summary of the steps in our method of lattice-spacing 
determination, {a) Calibration of the camera. An angle characteristic of the camera 
is found from a powder photograph of quartz by means of equation (3) and the 
values of 0 in table 7. If the values of 0 * from different lines show a systematic 
divergence, they are plotted against sin zd/zO and extrapolated to sin zOjzO == o, 
{b) Calculation of the glancing angles for any substance, from powder photograph 
measurements and the camera constant Oj.. (c) Deduction of lattice spacing. From 
each 6 value the lattice spacing is deduced. If the crystal is hexagonal, trigonal or 
tetragonal’**' an approximate value of the axial ratio is assumed and only one of the 
lattice spacings (d) is found for each line. The value of d for each a doublet is then 
plotted against the appropriate value of cos^ d and the points are extrapolated to 
cos^ 6=0. This gives the most probable value of the lattice spacing. If the values of 
d show a systematic divergence from a straight line the axial ratio is incorrect and 
must be adjusted. It is, however, important to confine measurements as far as 
possible to values of 0 between bo"’ and 90^^ for accurate work. 

By the above methods it is possible to obtain very accurate values of. lattice 
spacings from photographs in circular cameras of diameter 9 cm. This has the 
advantage of requiring only a short time of exposure, and moreover a complete 
powder photograph which may be useful for other purposes is obtained at the same 
time as the accurate lattice-spacing determination. 
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THE THERMAL CONDUCTIVITY OF WATER 

By L. H. martin, Ph.D., and K. C. LANG, M.A., M.Sc., 

University of Melbourne 

Communicated by Prof, T, H, Laby^ January i, 1933. Read April 7, 1933 

ABSTRACT, The paper describes the precise measurement of the thermal conductivity 
of water in a range of temperatures extending from 7° C. to 60° C. The parallel-plate 
method has been employed, the apparatus being especially designed to cope with the 
difficulties which arise in the measurement of the conductivity of a volatile liquid. Two 
series of measurements were made, the plates in one apparatus having approximately three 
times the area of those in the other. 


§1. PREVIOUS MEASUREMENTS 

I N the past the hot-wire method and the parallel-plate method have been used to 
measure the conductivity of liquids. The use of the first has been confined 
principally to relative measurements as very narrow tubes must be employed 
to prevent convection and it is (Goldschmidt)* impossible to determine with suffi¬ 
cient accuracy the geometry of the apparatus. In previous plate experiments the 
corrections applied have usually been considerable, and the results obtained do not 
agree within the limits of the claimed accuracy of the separate measurements. 

The work previous to 1920 has been critically discussed by Jacobf. Notable 
among these early experiments is that of LeesJ, who developed the plate method 
and found, by means of it, that water possessed a relatively large negative tempera¬ 
ture coefficient of thermal conductivity. Jacob himself carried out an extensive 
series of measurements and obtained definite evidence of a positive coefficient. This 
result has since been confirmed by Bridgman §, Davis||, and Kay and Higgins^, 
but the actual magnitude of the coefficient still remains uncertain, the values found 
lying within the range o-ooi to 0*003. ^ similar lack of agreement exists in the 
values given to the conductivity at 0° C. These range from 1*32 x io~® to 
1*45 X io“® cal./sec.-deg.-cm. It is possible that this lack of agreement is due 
in part to the fact that, with the exception of Jacob’s experiments, the in¬ 
vestigations on water have been incidental to other problems. In view of the 
fundamental importance of water, both from the point of view of theory and practice, 
the authors felt that further work on it was justified. 

• Phys, Z, 12, 417 (1911). t d, Phys, 4, 63, 537 (1920). 

t Phil, Tram. A, 191, 399 (1898). § Proc. Nat. Acad. Set. 9, 341 (1923). 

II Phil. Mag. 47, 1057 (1924). Proc. R. S, A, 117, 459 (1928). 
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§2. PRINCIPLE OF THE METHOD 

A film of water is formed between two parallel plates, the bottom one being held 
at a constant temperature by water-circulation while the upper one is heated elec¬ 
trically. Since the upper plate is hotter than the lower there can be no convection, 
provided the film is horizontal. Loss of heat by the top plate to the surroundings is 
prevented by a guard dome, which is maintained at a slightly higher temperature 
than the top plate. 

Assuming a normal flow of heat through the water film from the electrically 
heated top plate to the bottom plate, 

E^E^IJR = k.A.Mjza + L + Ey 

where 

El is the p.d. across the heating coil; 

£*2 the p.d. across a standard series resistance R; 

k cal./sec.-deg.-cm. the coefficient of thermal conductivity; 

A the area of each plate; 

L the rate of loss of heat to the surroundings; 

E the rate at which heat is used in the evaporation of water; and 

Mjza the temperature-gradient in the film. 

On account of evaporation, especially at the higher temperatures, it is difficult 
to maintain the free surface of the liquid perpendicular to the plates. A calculation 
was therefore made of the effect of curved edges to the film. Suppose ABCDy 
figure I, to be a vertical diametral section of the liquid film, the section AB of the 
free surface being part of a circle of radius R, The thickness of the film is 2a, the 
diameter of the plates 2r. 



Figure i. 


XyS 


Q 


Consider the heat-flow across a section of the film parallel to the plates through 
any point P. Assuming that there is no lateral heat-loss the equation of the heat- 
flow is 


0 

dx 



( 0 , 


where 0 is the temperature at a distance x from the top plate and s is the area of the 
section. 

This gives sk/R sin ^ = Q d(f)/dd .(2), 


where Q calories is the quantity of heat passing any section per second. 


Hence 

and 


TrkM == 


ydd _ QR sin ^ _ 

d(f>'~ 7 r{r— R sin <!> + ^{R^ - a^)} 

2a-h.Q zR^ ay/{h^-R?) 

r {b^ - R^) - Ri)i h - a*) - 


■{3). 
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where is the temperature-difference between the plates and 6 = r + V(^* ~ <**)• 
For a straight edge (i? -*■ 00) this becomes 

■nkM = zaQjr^. .(4). 


This is the expression used for k when the curvature at the edges is neglected. It can 
be shown that if the free surface is convex outwards tlie expression is 


irkLe = - 

r {b<‘ - /?*) (i* - 


tan“ 








§3. APPARATUS 

Two sets of apparatus of different dimensions were used, both having a common 
design shown in figure 2. The liquid film was formed between the surfaces of the 
cold plate P and the heater unit the latter being supported on P by three cylin¬ 
drical glass pillars each 0*1070 cm. high. Both hot and cold plates were of electro¬ 
lytic copper, scraped flat and gilded, and were finally tested for flatness against 
optically flat glass. The plates were 3*460 cm. in diameter in one apparatus and 
6*00 cm. in the other. The temperatures of these plates were measured with thermo¬ 
couples embedded in holes some 2 mm. from each surface and reaching to the centres 
of the plates. 



The cold plate P was maintained at a constant temperature by a uniform flow 
of water through a helical groove cut in the bottom of the plate. The water supply 
was maintained from a large copper reservoir, both reservoir and leads being 
heavily insulated. 

The heater // was a solid copper cylinder in which was embedded a heating- 
coil of manganin wire of approximately i6f2 resistance. This heater was surrounded 
by a hollow dome D of heavy sheet copper maintained at a uniform temperature by 
a constant flow of water from a second reservoir. A removable solid copper plug was 
provided in the top of the dome to replenish the liquid film if necessary during the 
course of a run. 

In order to reduce the evaporation of the film to a minimum it was enclosed in 
an airtight space by supporting the dome on a glass ring G which rested on the cold 
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plate P, the surface of contacts between the glass and metal being sealed with rubber 
gaskets. The leads to the thermocouples and heating-coil were brought out through 
these gaskets. In this manner it was possible to saturate the air near the film at the 
high temperatures, where the evaporation would normally have become unmanage¬ 
ably large, and still keep the film under observation. The film was formed by 
allowing drops of boiled distilled water to run down a central hole in the heater, 
bubbles being prevented by lightly packing the hole with lint. 

The whole of the apparatus was enclosed in a constant temperature enclosure, 
consisting of a wooden box lined with thick layers of cotton wool and having glass 
windows for viewing the film. 

§4. MEASUREMENTS OF TEMPERATURES 

All temperature-measurements were made with copper-constantan thermo¬ 
elements, whose e.m.fs. were measured by means of a Wolff potentiometer. Ten 
microvolts produced a deflection of five divisions on the galvanometer scale, and 
since it was possible to read this to one tenth of a division, temperatures could be 
read to better than o*oi° C. The temperature-diflFerence between the dome and the 
heater was measured by means of a differential couple, while that between the two 
plates was measured in some cases with a couple used differentially and in others 
with two separate couples. 

The couples were first tested for homogeneity and then calibrated by com¬ 
parison with a platinum resistance thermometer, whose constants had previously 
been very carefully determined*, and whose fundamental interval was once again 
checked to ensure that no change had occurred since its previous calibration. The 
calculations of temperatures from e.m.fs. were made by Adams’ methodf. 

§5. MEASUREMENT OF POWER 

The power supplied to the heating-coil was calculated from the measurement of 
the potential drop across the heating-coil and that across a standard resistance 
of nominal value 0*1 Q. The rate of heat-generation was equal to 

^1^2/4*18 X 0-09998 cal./sec. 

§6. CORRECTIONS 

Ejfect of curvature of the free surface of the water film. On substituting the 
dimensions of the apparatus used in equation (5) it was found that a radius of 
curvature of approximately 2 mm. would produce a change of i per cent in the 
value of k deduced in the less favourable case, that of the smaller apparatus. The 
film was therefore viewed constantly during a run and the final temperatures were 
taken when the surface was perpendicular to the plates. At the highest temperatures, 

* T. H. Laby and E. O. Hercus, Phil. Trans. (A), 227 , 63 (1927). We are indebted to Dr Hercus 
for assistance in calibrating the thermocouples. 

t Amer. Inst. Mining and M. Eng. p. 165 (1920). 
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where this was sometimes difficult to arrange, the values of k were checked by using 
equations (3) and (5). 

HeaUbsses. If conditions are steady so that the thermal capacity of the apparatus 
does not have to be considered, 

kAM/o-ioy = X 0*09998 — L — E, 

where L is made up of separate heat-losses //i, and 

cal./sec. is the heat lost from the heater to the dome per second. As the dome 
is always kept at a slightly higher temperature than the heater, only conduction has 
to be considered. The air space was considered as equivalent to that between two 
concentric cylinders of radii r and b respectively and length | (L -f /), together with 
that between two parallel discs of radii r and b and {L — t) apart. 

+ 2 ,—/)* 

Ao*"* was taken as 5*33 x lo**® (i 0*0030). 



Figure 3. 


is the temperature-difference between the heater and the dome and is always 
negative. For the small apparatus has values ranging from 0*003 to o*oo6, while 
for the large apparatus, owing to a greater difference (L — /), the values are ap¬ 
proximately one tenth as great. 

H2 cal./sec. is the heat radiated per second from the top to the bottom plate. 
The emissivity of the gilded surfaces compared with that of a black body was found 
to be 0*12 and as the maximum value of attained was 0*0001, could be neg¬ 
lected. cal./sec. is the heat conducted per second through the glass pillars which 
have a total cross section 0*0239 length 0*1070 cm. 

//g = 3*64 X io~* A 0 . 

cal./sec. is the heat conducted per second along the leads from the heater to 
the constant-temperature enclosure. 

^4 = 3*14 X 10-® S 0 , 

where 80 is the temperature-difference between the heater and the enclosure. This 
correction had a maximum value of the order 0*0006 at the highest temperature. 

In the case of the larger apparatus a correction was made for any slight change in 
temperature of the heaters during an experiment. 


♦ International Critical Tables^ 6. 
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In order to test the validity of the above corrections and to see whether there was 
any large heat-loss unaccounted for, a measurement was made of the conductivity 
of air with each apparatus. 6*i x io"“® was obtained at o° C., a value somewhat 
greater than recent values (Trautz and Zundel)* which are of the order of 57 x io“^ 
but considering the unsuitability of the apparatus for measuring such small con¬ 
ductivities the result must be regarded as satisfactory. A considerable variation is to 
be found in the literature for the conductivity of air at 0° C., but it seems certain 
that in these water experiments the amount of heat unaccounted for is less than 
I per cent. 

Table i 


0 

0 

EiEf 

JR 

L 

E 

AO 

k X 10® 

k X 10® 
(calculated) 

10 0 

•4468 

- *00411 

— 

3-61 

1*426 

1*426 

13*5 

•4421 

- *00357 

— 

3*55 

1*434 

1*437 

14-4 

•5944 

•00188 

— 

4-73 

1*438 

i*44o 

16 I 

•5968 

- *00253 


4*71 

1*452 

i*44fl 

17 9 

•6013 

“ ‘00246 


4*72 

i-46tt 

i*45i 

19-8 

•5879 

“ *00206 

— 

4*60 

1-464 

1*45? 

20*7 

•4606 

- *00232 

— 

3*62 

1*459 

1-460 

20 9 

*4524 

- *00349 

— 

3-55 

i-46e 

1-461 

24*5 

•5957 

- *00430 

— 

464 

1*476 

1*472 

25*1 

•5224 

— *00372 

— 

4*08 

i*47a 

1-474 

259 

•4236 

~ *00141 

— 

3*27 

1*484 

1*477 

26 6 

•5917 

- *00342 

— 

4*60 

1*477 

1*479 

28*4 

•5883 

— *00208 

— 

4-57 

1*474 

1*483 

29*4 

•4687 

- *00328 

•0023 

3-60 

i* 48» 

1*483 

29*9 

•5857 

-- *00256 

*0023 

4*45 

1*503 

i*49o 

30*8 

•4647 

“ -00314 

*0062 

3-51 

1*501 

1*493 

34*2 

•4720 

- *00302 

*0079 

3-56 

1*497 

1*503 

361 

•4808 

— *00180 

*0081 

3-59 

1*509 

1*506 

39*1 

•4647 

- 00322 

*0073 

3*44 

1*529 

1*519 
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1 *00280 
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Table 2 
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Evaporation correction, E cal./sec. represents the rate at which heat is being 
used in evaporation of the water at the free surface. This was calculated from ob¬ 
servation of the rate of change of the curvature of the meniscus and the known 
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latent heat of evaporation at the temperature. Depending as it does on the degree of 
saturation of the air space the magnitude of this correction varied somewhat 
irregularly from experiment to experiment. 

§7. RESULTS 

Tables i and 2 show the relevant details of the experiments on water with the 
small and large apparatus respectively. The authors’ results can be best represented 
by 

A X 10® = 1*394 (i + 0*00239, 

the mean departure from this being 0*4 per cent and the maximum departure less 
than I per cent. They are compared with those of previous workers in table 3, 
where values of /e at o"^, 15^^ and 60° C. and the temperature coefficient a are shown. 


Table 3 



“T“--- 

10* X ft at 


“ 

0° c. 

1 S° C. 

60*^ c. 

Jacob 

132 

138 

156 

•0030 

Bridgman 

134 

139 i 

154 

*0022 

Martin and Lang 

139 

144 

159 

•0023 

Kaye and Higgins 

145 

148 

156 

•0012 


The values of k given by different workers agree better at the higher tempera¬ 
tures. This is difficult to understand, as the most troublesome correction, that due 
to evaporation, does not enter seriously at the lower temperatures. The chief 
criticism which can be levelled against the previous work concerns the magnitude 
of the corrections involved. The evaporation correction in the case of Kaye and 
Higgins is very uncertain, and the thickness of the water layer, which in no case 
exceeded 0*5 mm. and fell as low as 0*25 nun., was rather small for the measure¬ 
ment of such relatively high conductivities. The presence of the gallery of liquid 
in their apparatus would also be expected to give high values of ft. The total correc¬ 
tion applied to the measured power by Jacob ranges from 2 per cent to 10 per cent. 
In the present experiments it was only twice above 2 per cent and was usually less 
than I per cent. 
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THE MEASUREMENT OF THE VISCOSITY OF A 
MOLTEN METAL BY MEANS OF AN OSCILLATING 

DISC 
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ABSTRACT, Experiments have been made on the viscosity of molten tin by the use of 
an oscillating disc. The theory of the method has been investigated, and it has been found 
necessary to calibrate the apparatus on molten metals having viscosities and densities not 
too different from those of the metals which are to be investigated. In the case of tin, 
the values of the viscosity at different temperatures have been determined by Sauerwald 
and Topler by the capillary-tube method, and the present experiments have lengthened the 
range of temperature for which the viscosity of tin may be regarded as fairly well established. 
Discontinuity in the (viscosity, temperature) curve of molten tin at temperatures near its 
freezing point must be regarded as very improbable, and certainly does not occur at 
temperatures more than 6° C. above that point. 

It has been shown that the method of the oscillating disc may be used in cases where 
other methods of measurement are inapplicable, but it is desirable to verify the measure¬ 
ments which have been made by Sauerwald and his co-workers by the capillary-tube 
method in order that full reliance may be placed on the values of the viscosities of the 
metals which are most suitable for the calibration of the oscillating-disc type of apparatus. 


§ I. GENERAL CONSIDERATIONS 

P UBLISHED measurements of the viscosities of molten metals are scanty, and, 
for the most part, unconfirmed. Moreover, the reliable measurements have 
all been obtained by determining the pressure-difference required to drive a 
measured quantity of liquid per second through a capillary tube of known effective 
resistance. The viscosities which have been measured arc all very small, the kine¬ 
matic viscosities being usually considerably less than that of water, and in no case 
exceeding it. (The kinematic viscosity p - where 7] is the viscosity, and p the 
density.) There are but two other established methods of measurement which offer 
any hope of success in place of the capillary-tube method. These are the Couette 
or Margules method, and the logarithmic-decrement method. In the former it 
is necessary to determine the torque which must exist between two concentric 
cylinders, rotating at different velocities, when the annular space between the 
cylinders is filled with the liquid under investigation. For liquids of low kinematic 
viscosity, this method is difficult for a variety of reasons, and even in the case of 
water Couette was unable to dismantle his apparatus and reassemble it without 
producing a very considerable change in its constants. The added difficulties attend¬ 
ant on the use of high temperatures seem to rule out the use of this type of apparatus. 
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The logarithmic-decrement method is experimentally the simplest of all, the 
main difficulties being of a theoretical nature. As usually employed, it consists in the 
determination of the logarithmic decrements between successive maximum dis¬ 
placements of a solid of revolution which is immersed in the liquid, and executes, 
about its vertical axis of symmetry, rotational oscillations under the control of a 
torsion wire, or a biiilar suspension. 

The theory of such an instrument is in its simplest form when the amplitudes of 
vibration are very small and the vessel containing the liquid is very large compared 
with the dimensions of the oscillating body. In the case of molten metals the inertia 
of the liquid is great compared with its viscosity, and the movements of the liquid 
contained in a very large vessel are inappreciable at comparatively small distances 
from the surface of the oscillating body. The variations in the rate of decay of the 
oscillations of the latter are, therefore, not seriously affected by small changes in the 
dimensions of the containing vessel or in the height of the liquid contained therein, 
nor is it necessary that the oscillating body should be very accurately placed in its 
proper position within the vessel. Those who are familiar with the peculiar difficul¬ 
ties of high-temperature work will realize the very great importance of these con¬ 
siderations with regard to the choice of a suitable method of measurement. In 
comparison with the capillary-tube method, the logarithmic-decrement method has 
also the advantage of permitting a considerable choice in the materials from which 
the oscillating body and the containing vessel are formed. Capillary tubes, on the 
other hand, can only be made of silica, or glass for very low temperatures, and if the 
containing vessel be friable, care must be exercised to prevent any particles of dust 
from entering the capillary tube. As silica is attacked by aluminium and certain other 
metals, the capillary-tube method is inapplicable to them. Owing to devitrification, 
silica tubes cannot be used at temperatures greatly in excess of 1100° C. Unfortu¬ 
nately, the logarithmic-decrement method has several disadvantages. In the first 
place, the theory underlying the measurements is very complex, and can be applied 
to absolute measurements only in circumstances which are experimentally in¬ 
convenient. Secondly, the actual design of an oscillating system is a matter of some 
delicacy, a compromise being necessary between a considerable number of con¬ 
flicting requirements. To a smaller extent this remark applies also to the capillary- 
tube method. 

§2. APPARATUS 

As the work of Fawsitt’*^ had demonstrated the practicability of the logarithmic- 
decrement method, it was decided to give this a trial. As an oscillating body a disc 
of alumina, somewhat thicker at the centre than at the periphery, was chosen. The 
slight taper in the section facilitates the escape of air bubbles which might adhere to 
the under surface of the disc if this surface were horizontal. The tapered disc is less 
liable to warp during drying and firing than one with parallel surfaces, and the 
extra thickness in the centre does not add very much to the volume. This is im¬ 
portant, for it is desirable to use a body of such a shape that its volume is as small 
as possible for a given degree of damping of its oscillations. This is because the 

• Proc . R , S , A, 80 , 290 (1908). 
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buoyancy of the disc on immersion in the molten metal reduces the tension of the 
suspension wire, and raises the effective centre of gravity of the suspended system to 
an extent proportional to the density of the liquid in which it is immersed. 

Although pure alumina was finally selected as a material for both the disc and the 
containing vessel, graphite was used in the early experiments, as the ease with which 
it could be machined rendered its use attractive. Unfortunately, it was found to 
disintegrate to a slight extent, and measurements in mercury were vitiated by the 
formation of a scum on the surface. 

The suspended system finally adopted included the alumina disc, which had a 
diameter of i*8 in., with a short stem of diameter f^in. fixed in a steel disc, J in. 
thick and 3 in. in diameter, which acted as a sinker and as a mass of suitable moment 
of inertia. To the top of the steel disc was attached a steel rod, in. in diameter, 
extending upwards to the cold part of the furnace in which the experiments were 



Figure i. Construction of disc. 

conducted. The top of this rod was fixed to the lower end of the torsion wire, which 
was of phosphor bronze, o-oo6 in. in diameter, and rather less than a foot in length. 
The two discs are shown in figure i. The period of a complete oscillation of the 
system was always very close to 28 sec. The upper end of the steel rod carried, in the 
earlier experiments, a light mirror, and later a light aluminium disc, 3 in. in diameter, 
having a rim bearing a scale divided into 500 parts extending all round the 
circumference. 

The whole of this system, together with a pot of metal, could be enclosed in a 
wire-wound electric furnace in which an atmosphere of hydrogen was maintained. 
The furnace proper had an internal diameter of 3I in. and a length of 2 ft. The 
furnace tube, of silica, extended some 6 in. above the top of the furnace proper, 
this extension being water-cooled. A brass tube closed at its upper end was sealed 
to the top of the silica furnace tube, and formed a further extension in order to carry 
the torsion head. A window of optical glass was sealed into the brass tube at the 
level of the mirror, or the circular scale, thus permitting measurements to be made of 
the amplitudes of the oscillations with the aid of a telescope, a distant scale being 
used for the early experiments using the mirror, while direct readings of the divided 
scale were made during the later experiments. 
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Oscillations could be started and controlled by the rotation of the torsion head; 
as hydrogen was used in the apparatus, this entailed a gas-tight joint. The torsion 
wire was soldered at its upper end into a bronze rod J in. in diameter, which was 
accurately fitted to a bronze sleeve some 5 in. long through which it passed. The rod 
was lubricated with vaseline, and a small cup was turned out of the top of the sleeve 
to act as a reservoir for lubricant. Such a joint, if well made, will hold a vacuum for 
a fortnight without the lubricant having to be replenished. It has the advantage of 
permitting vertical movements of the centre rod in addition to movements of 
rotation. The disc could therefore be lowered into the molten metal at the start of 
a series of measurements and raised from the metal at the end of the experiment. 
A simple arrangement enabled the rod to be clamped at the correct height when 
required, so that oscillations could be initiated by means of a rotary motion without 
disturbing the vertical adjustment. 

The pot of metal was placed in the middle of the furnace on an inverted, closed 
hollow cylinder of refractory material filled with asbestos wool. This cylinder, 
occupying almost the whole width of the furnace tube, acted as an effective heat- 
insulator. A platinum-rhodio-platinum thermocouple, enclosed in a silica sheath, 
was inserted into the furnace from below through suitable apertures, a gas-tight 
joint being made at the bottom of the furnace. The top of the thermocouple sheath 
touched the bottom of the pot of metal. A similar heat-insulating cylinder, with a 
central tube of bore | in. through which passed the rod carrying the discs, was 
suspended from the upper end of the furnace tube. The furnace winding was 
uniformly spaced, and therefore the variations of temperature in different parts of 
the free space, some 7 in. long in the middle of the furnace, were negligibly small. 
The current through the furnace was thermostatically controlled, and no appreciable 
changes of temperature occurred during a measurement of the logarithmic decrement. 


§3. THEORY OF THE EXPERIMENTAL SYSTEM 


We shall now consider the theory of these experiments when the maximum 
velocity of the disc is very small. In this case it is found by experiment that the 
logarithmic decrement of the amplitude of vibration is independent of the value of 
the amplitude. 

The simplest equation of motion which yields this result may be written 


.de 


(I). 


where 9 is the angular displacement of the disc, and K, A, and n are constant during 
a series of oscillations. 

If A be the logarithmic decrement of a system conforming with this equation, 

A-XTjzK, 

where T is the time of vibration of the system. 

Now equation (i) is known to apply to the case of an ellipsoid of revolution 
oscillatmg with a small amplitude about its generating axis in a fluid contained in a 
vessel which has also the shape of an ellipsoid of revolution having its generating axis 
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coincident with that of the oscillating body. It is therefore reasonable to assume that 
an equation of the form (i), with suitable values of K and A, is applicable to the case 
of the disc and vessel used in the present experiments. 

We may observe that« is a property of the suspension wire and A a property of 
the liquid, while K may be regarded as the sum of Iq and Ii , where /q is the moment 
of inertia of the suspended system and Ii represents additional inertia due to the 
motion of the liquid. Now inasmuch as A depends upon the liquid, it must depend 
upon the viscosity 7^, and the density p. It must also depend on the scale of the 
apparatus, which may be represented by a length L, and on the time of vibration T, 

We may write, then. 


Now XjrjL^ is dimensionless. 



the function on the right including all possible dimensionless combinations which 
can be formed from 7/, p, i, and T, 

Now A - XTjiKf 



R t ^ 

/u 1V{1 \ 

where 7 0 the time of vibration of the system when undamped or, to a sufficient 
approximation, when oscillating in air. 7 ^, being the moment of inertia of the sus¬ 
pended system, is independent of the particular liquid. 

Hence AT/t; (i -i A^j^rr^) is the same function of rjTjp for all liquids, provided 
that the dimensions of the apparatus remain unchanged. 

Now, in Fawsitt’s experiments, Kjl^^ and TjT^ were practically unity in every 
case, so that if the amplitudes of vibration were small enough we should expect to 
find that A/t; is a function of 7^/p, or, of course, that 7//A is a function of rjlp. 

Figure 2 shows ry/A plotted against rjjp from the data obtained by Fawsitt in 
calibration. It will be seen that all the points are very close to a single curve; the 
deviations, regarded as equivalent to errors in the logarithmic decrements, being 
slightly less than the corresponding errors which occur when the relation used by 
Fawsitt is assumed to be true, namely, 

Aio -= C^VM -i -f G Typ, 

where is the logarithmic decrement calculated to the base 10. It is assumed 
throughout that A has always been corrected by subtracting from the observed 
value the decrement found when the suspended system swings, without the lower 
disc, in air or hydrogen as the case may be, at the temperature of the main 
experiment. 

In the present experiments, the first measurements were made with very small 
amplitudes, the greatest being some 7°. It was found, however, that the viscous 
forces were so small at these low amplitudes that the experimental errors were 
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somewhat serious. No change of logarithmic decrement with amplitude was actually 
observed under these conditions, although in the case of mercury, turbulence is 
liable to occur at an amplitude of about 3^° when a disc having the same dimensions 
and period as that used is caused to oscillate in a very large quantity of fluid’"'. At 
first sight, then, experiments carried out with larger amplitudes would be expected 
to lead to a logarithmic decrement varying with amplitude, and to the possible 
failure of the simple method of calibration already obtained. It was, however, 
noticed that Faw8itt*s discs were little smaller than those used in the present 
experiments and that his times of vibration were considerably shorter. Moreover, 
the amplitudes used by Fawsitt must have been large, for they were measured by 
means of a pointer moving over a scale divided into degrees, whereas in the present 
case the maximum amplitude was only about 7°, this being divided on the scale into 



P'lgure 2. ^4 mercury. B chloroform. 
C benzene. D water. E ethyl alcohol. 



Figure 3. 


500 parts. It appeared probable, then, that Fawsitt also exceeded the theoretical 
limits of the simple theory, and that it might be found even in the case of the higher 
amplitudes that we may have 

4 ^ _ ^ / (vl\ 

7 ; (i + A2/47r2) ^\p) 

or, sufficiently closely in our case. 


AT 

V 



It was anticipated, however, that the logarithmic decrement would be a function 
of amplitude, and that the former would have to be calculated for a particular initial 
value of the latter. 

Accordingly, the apparatus was modified in the manner already described, and 
measurements were made on mercury, chloroform, benzene, water, and isopropyl 
alcohol. It was found that the results depended upon the orientation of the torsion 
* A. Foch and J. Bariol, Comptes Rendus, 198 , no. 19 (1931). 
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head. The effect was traced to the fact that the torsion wire was not soldered quite 
vertically into the centre of the disc on which the angular displacements were read. 
In consequence, this disc was not rotating exactly about its centre. By repeating the 
measurements with the torsion head rotated through i8o®, and taking the mean of 
the two sets of measurements, this error could be eliminated. 

Figure 3 shows a typical curve for water, the logarithmic decrement being plotted 
against the double initial amplitude; that is, against the angle between the maximum 
displacement to the left and the succeeding maximum displacement to the right. 
Subsequent calculations were based upon logarithmic decrements associated with 
an initial double amplitude of revolutions, but the general nature of the results is 
unchanged if one, or two revolutions, be taken as fiducial values. For practical 
reasons it was not convenient to work with values outside these limits, the highest 



Figure 4. A mercury, /)=i3’55, —0*0156. B chloroform, p = i'492, 17 = 0*00614. C benzene, 
p=0*8845, 17=0*00706. D water, p=0*999, 17 = 0*01054. E isopropyl alcohol, p = 0*809, 
17=0*0264. 

precision being obtained from results based upon an initial double amplitude of 
11 revolutions, which was therefore used as the fiducial amplitude. 

The results first obtained for various liquids are shown in figure 4, but the 
lowest two points, which represent the behaviour of mercury at comparatively high 
temperatures, were obtained at a later stage. It will be observed that the points 
which were first obtained lie very close to a smooth curve. 

During the course of these measurements special experiments were performed 
in order to ensure that no errors were liable to occur as a result of inaccurate centring 
of the pot, incorrect quantity of liquid, incorrect height of the disc, or inclination of 
the torsion head from the vertical. It was found that very little care was sufficient 
to reduce the errors due to any of these causes to a value much lower than that of the 
errors found on repeating the measurements under similar conditions. The con¬ 
taining vessel used had an internal diameter of 2*6 in. and was filled with liquid to 
a height of i J in. before the immersion of the disc. The clearance between the 
circumference of the disc and the cylindrical surface of the pot was, therefore, 0*4 in. 
The middle of the disc was 0-84 in. above the bottom of the liquid. 





Measurement of visconty of a molten metal 537 

The values of the viscosities and densities of the liquids used were obtained from 
the International Critical Tables for the particular temperatures of the experiments, 
except in the cases of chloroform and isopropyl alcohol. The values for these two 
liquids were measured in the laboratory in the usual way. 


§4. CORRECTIONS NECESSARY AT HIGH TEMPERATURES 

As the calibration curve of figure 4 appeared to be satisfactory, a series of 
concordant measurements was made on molten tin in an atmosphere of hydrogen. 
Certain corrections had to be made owing to the high temperatures at which the 
experiments were performed. In connexion with the corrections we shall consider 
again the theory of dimensions, but we shall not assume the logarithmic decrement 
to be independent of the amplitude. We shall assume merely that A depends upon rj, 
T, p, L, /o, and where L is a linear magnitude representing the size of the appara¬ 
tus, 1 q is the moment of inertia of the suspended system as before, and 6 is the initial 
amplitude, the logarithmic decrement A being calculated from the values of two 
successive double amplitudes. A knowledge of the position of equilibrium of the 
oscillating system is not required in this case. 

Since A is dimensionless, 

f’ *) . 

the expression on the right including all possible dimensionless quantities depending 
upon 1], T, p, L, /(,, and 0. 

It will be observed that when T, L, /q, and 0 are constant, A becomes a function 
of tjIp and p, that is, an unknown function of two variables, whereas when the 
amplitudes are very small Ajr) is a function of T^/p, that is, of one variable; and since 
T] is known for every calibrating-liquid, A is immediately calculable when the value 
of A It} is known. 

Returning to the question of corrections, we may now point out that the results 
of the calibration may be written approximately 

A oc Viv'^p) .(3)- 

For all the liquids used, the constant of proportionality fell within the range between 
0-032 and 0-038. 

Comparing equations (3) and (2), we obtain 

A oc — VivTp) .( 4 )- 

Three independent thermal expansions are to be considered in connexion with 
experiments at high temperatures, namely that of the liquid, those of the alumina 
disc and the containing vessel, and that of the steel inertia disc. The preliminary 
experiments showed that the effect of the expansion of the liquid may be ignored. 
The same is true of the lowering of the disc with respect to the pot, which occurs at 
high temperatures owing to the difference in the rates of expansion of steel and 
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silica. The effects of the expansions of the two discs must, however, be allowed for 
in accordance with equation (4)*. 

Since most of the inertia of the system is due to the steel disc, a knowledge of the 
coefficient of expansion of steel is sufficient for the calculation of the change of Iq. 
This value can also be obtained by comparing the times of vibration of the apparatus 
in an atmosphere of hydrogen at high and at low temperatures, for, owing to the 
water cooling, the elasticity of the suspension wire is substantially constant. 

These corrections are actually very small, since the effects of the expansions of 
the alumina and steel discs have opposite effects on the value of A, resulting in a 
zero correction at the melting point of tin and a correction of slightly less than i per 
cent of A, or rather less than 2 per cent of rj, at 800® C. At still higher temperatures 
the correction grows rapidly. The principles involved have been explained in some 
detail because experiments might be made by other workers at considerably higher 
temperatures, and the explanation given by Fawsitt appears to be incorrect. It may 
be mentioned in passing that the expansion of all forms of calcined alumina is 
substantially the same as that of fused alumina so long as the heating, in the former 
case, is insufficient to produce a permanent contraction*!*. The discs used in our 
experiments were made of pure alumina by the process of slip casting and were 
fired to 1530” C. The stems were made separately, the ends being turned in the 
lathe. The lower end of the stem made a tight tapered fit in the disc, and the upper 
end was fixed in the steel disc with the aid of a refractory cement, the operation 
being conducted with great care in the lathe. 

As was previously mentioned, the logarithmic decrements require correction for 
the influence of the resistance of the gas in the apparatus, and the imperfect elasticity 
of the suspension wire. This correction depends very considerably on temperature; 
the logarithmic decrement of the system in hydrogen, without the alumina disc, 
varies from 0*002 at 16'’ C. to 0*0035 at 800"^ C. The change of this quantity with 
temperature was not considered by Fawsitt. In the present experiments this cor¬ 
rection amounts, in the case of tin at a temperature of 800° C., to 7 per cent of the 
logarithmic decrement or 14 per cent of the apparent value of the viscosity. 

§5. RESULTS OF MEASUREMENTS ON TIN, AND COMPARISON 
WITH THOSE OF OTHER INVESTIGATORS 

The logarithmic decrements in the case of tin for a fiducial double-amplitude of 

revolutions are shown in figure 5. On calculation of the viscosity values with the 
aid of figure 4 and with values of p obtained from the International Critical Tables, 

* I'he expansion of the pot has no appreciable effect on the value of A, the effect of a change of 
L being really ascribable to the change in dimensions of the alumina disc alone. This remark applies 
only to the conditions of our experiments. For example, if we w'ere dealing with liquids of extremely 
high viscosity we should find A proportional to and in this case the effect of a change of L 

would not be ascribable to the change in dimensions of the disc alone, but would include the effect 
of the expansion of the pot and the liquid. As the liquid would expand at a different rate from that of 
the disc and pot in such a case, special experiments would be needed to determine the correction. 

t George E. Merritt, Trans. Amer. Electrochem. Soc. 60, 165 (1926); H. Forestier, Annates de 
Chimie, 9, 316 (1928). 
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it was found that the temperature coefficient of viscosity was much less than that 
found by Sauerwald and Topler*, the two curves which express the relation of 
viscosity to temperature crossing at about the middle of the range. A careful 
consideration of the work of Sauerwald and Topler, who used the capillary-tube 
method, failed to disclose any probable source of serious error, the accuracy of the 
experiments being estimated by these authors as within about i per cent. 

A consideration of the viscosities and densities of the liquids used in calibration, 
suggested that the proximity of the various points to the calibration curve of figure 4 
might be fortuitous, and that divergences might be found in the case of other liquids 
since, as had been explained, there is no strong reason for the belief that the 
representative points should lie on a single curve in the case of oscillations of large 
amplitude. In order to test this supposition, liquids of high density with various 
viscosities are required. The practical choice is restricted to mercury at high 
temperatures if we leave out of account other metals, such as tin and lead, the 



Figure 5. Results for tin. 

viscosities of which cannot be regarded as established with a high decree of certainty. 
Experiments were therefore carried out on mercury, beginning at room temperatures. 
Difficulty in making consistent measurements was initially experienced owing to 
slight contamination of the disc with the tin previously used. Less than one part 
in a million of impurity in mercury results in the production of a surface layer of 
remarkable mechanical strength, which seriously interferes with the measurements. 
It was mainly owing to the disturbing influence of surface effects in the case of 
mercury that the earlier experiments at very small amplitudes had to be abandoned. 
Fawsitt, who melted his tin in air, had to cover the surface with a flux. If we assume 
the correctness of Sauerwald’s values, Fawsitt obtained a value some 30 per cent too 
high for the viscosity of tin at a low temperature. He recognized, however, the 
probability of a considerable error of this nature. In the present experiments it was 
found that the very small amount of contamination of the disc could be removed by 
repeated washing with pure mercury, after which the original calibration was 
repeated closely several times. These experiments were carried out in air, both inside 
and outside the furnace, proper correction being made in each case for the part of 
♦ F. Sauerwald and K. Tdpler, Z./. Anorganische und AUgemeine Cherme, 167,117 (1926). 
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the decrement due to subsidiary resistances. On raising the temperature of the 
mercury it was found that surface contamination occurred, and finally, as a result of 
an accident, the disc was broken. A new disc gave concordant results at room tem¬ 
peratures, the decrement being about lo per cent higher than those measured with 
the old disc. It was assumed that this ratio is independent of viscosity, and con¬ 
cordant measurements were then made at higher temperatures in an atmosphere of 
hydrogen, which suppressed the contamination of the surface. 

The results obtained are represented in figure 4 by the lowest two points, and, as 
was to be anticipated, they do not lie strictly on the original calibration curve. 

It was also found that an equation of the kind used by Fawsitt gave results 
similar to those calculated from the calibration curve, and therefore inconsistent 
with Sauerwald’s values for tin. Agreement may be obtained by the use of an 
equation of the form 

A== A \^{rjTp) 4 - BrjTp + Ct]T Dp, 

but even in this case the best values of the constants cannot be determined sufficiently 
accurately without the use of some metal having a lower density than that of mercury. 
It follows that this method of measurement must always be based upon calibration 
performed on metals having hydrodynamical properties fairly close to those of the 
metal under investigation, unless it be possible to work at very low amplitudes. At 
very high temperatures, however, the logarithmic-decrement method appears to be 
the only practicable one, and the considerations put forward may be of assistance to 
anyone undertaking such measurements. 

Although, as we have seen, the general determination of A as a function of 7;, T, 
and p, is a matter of great difficulty, the relations appear to be simpler if we restrict 
our enquiries to the case of liquids of high density. 'Fhus, the results of the measure¬ 
ments on tin and mercury may be expressed by the simple relation 

A = o-oioi + 0*0278 

the greatest deviation being less than i per cent of the value of A*. It is 
interesting to note that Thielmann and Wimmerf calibrated a somewhat similar 
apparatus, using for the purpose mercury, tin, and bismuth, and assumed that 

A Xi {rjp)i ^ X2 7]P + X2 {7]p)i, 

where Xz, and x^ are constants. Details are not available, however, of the values 
of these constants, nor of the amplitudes and times of vibration employed. Great 
difficulties were met by these authors in connexion with oxidation at the surface of 
the metal, and it is probable that the present experiments on tin are the first in 
which this difficulty has been overcome at high temperatures. These experiments 
have also permitted an extension of Sauerwald’s data on tin. Figure 6 shows the 
values of A, plotted against the values of rji obtained from Sauerwald’s smoothed 
results. By extrapolating this curve for a short distance at each end we may calculate 
values of 17, with the aid of our measurements of A, for temperatures some 60° lower 

* The formula is, of course, based on Sauerwald’s values for the viscosity of tin between 300° C. 
and 750° C. 

t Stahl und Eisen^ 47, 389 (1927). 
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and 50® higher than the range covered by Sauerwald. From these calculations, and 
Sauerwald’s smoothed values, the following table has been constructed. 


Tempera¬ 
ture (°C.) 

1? (poises) 

Tempera¬ 
ture C c.) 

17 (poises) 

. 

Tempera¬ 
ture (® C.) 

1) (poises) 

240 

0*0191 

420 

0*0133 

620 

0*01025 

260 

00182 

440 

0*0129 

640 

0*01005 

280 

0*0174 

^0 

0*0125 

660 

0*00985 

300 

0*0167 

480 

0*0122 

680 

0*00965 

320 

0 ‘Oi 6 o 

500 

0*0118 

700 

00094s 

340 

0*0154 

520 

0*0115 

720 

00093 

360 

0*0148 

540 

0*01125 

740 

0*00915 

380 

0*0143 

560 

0*0110 

760 

0*0090 

0*00885 

0*0087 

400 

0*0138 

580 

600 

1 

0 0 

M M 

0 0 

6 6 

780 

800 


No discontinuity of viscosity as a function of temperature was observed down 
to a temperature of 238® C., six degrees above the solidification point. Fawsitt 
approached this point so closely that partial solidification of the melt actually 
occurred, but no discontinuity was observed. We may therefore assume continuity 
down to the freezing point of the tin. The viscosity at this temperature (232° C.) is 
0*0195 poise. 



Figure 6. Results for tin. 

It has been assumed that the experiments of Sauerwald and Topler are sub¬ 
stantially correct, this assumption being based upon a critical study of their method. 
Measurements have also been made by Pluss* by a similar method, but with rather 
less refinement. At a temperature of zSo'" C. Pliiss found a value for r/ about 
3 per cent lower than that subsequently found by Sauerwald and Topler. At a 
temperature of 390*^ C. the discrepancy amounts to rather more than 6 per cent, the 
variation of viscosity with temperature found by Sauerwald and Topler being 
definitely less than that found by Pliiss. No other reliable measurements appear to 
have been made. 

• Z./. anorganische und allgemeine Chemie^ 93, i (1915). 
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The most recent measurements of the fluidities of a large number of molten 
metals and alloys have been made by Losana*. The values are said to be relative to 
the fluidity of tin at a temperature of 300° C. They were determined for the most 
part with the aid of an oscillating cylinder, no precautions being taken against 
oxidation other than covering the crucible with a sheet of asbestos. The method of 
calculating even relative values is erroneous, and a comparison of the results for 
mercury and tin reveals serious inconsistency if Sauerwald's values are approximately 
correct. Since, however, the effect of oxidation enters into foundry practice, 
Losana’s results correspond in some degree with that practice, to the limited extent 
to which considerations of fluidity have a determining influence in connexion with 
the ease of production of castings. 

§6. CONCLUSION 

The general conclusion emerges, from the present work, that the oscillating-disc 
method of measuring the viscosities of molten metals is capable of yielding satis¬ 
factory results if proper attention be given to the theoretical principles involved, 
and if the calibration be based on metals having densities and viscosities of known 
values, which should not be very different from those of the metals under investiga¬ 
tion. For this purpose it is desirable to check, by the capillary-tube method, the 
values obtained by Sauerwald and his co-workers, and perhaps, to extend them. The 
oscillating-disc method may then be used for cases to which the capillary-tube 
method is inapplicable, but in the case of the former method it is essential that 
thorough precautions should be taken to avoid errors due to contamination of the 
surface of the melt. 


DISCUSSION 

Mr J. H. Awbery. I'he figures in the table are interesting, even though I believe 
they are only Sauerwald’s values extrapolated, and not deductions from the author’s 
experiments. 

If log rj is plotted against i / 0 , where r] is the viscosity and 6 the absolute tempera¬ 
ture, the points lie moderately well on a straight line, in accordance with the 
formula given recently by Andrade. It has been suggested by R. O. Herzog and 
H. C. Kudarf that the slope h of the line is connected with the latent heat of 
fusion of the substance concerned. According to their theory, the latent heat of 
tin comes out at I2*i gm.-cal./gm., which may be compared with the calori- 
metrically determined value of 14-61 found by Dr Griffiths and the speaker. 

I have said that the author’s table only consists of Sauerwald’s values extra¬ 
polated. The method is a little more subtle than if he had merely plotted rj against 6 
and extrapolated the curve with a spline. Suppose he had adopted the following 
alternative method: Draw, as curve A, any one-valued continuous function of 0 , 
which need not be defined by any analytic expression whatever, but is to be defined 

* Luigi Losana, Jl Notizario Chimtco-Industriale, 2, i, 63, 121 (1927). 
t Z,f. Phys. 80, 217 (1933). t Proc, Phys* Soc. 88, 378 (1926). 
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for a range of values of d greater at each end than the range of values covered by 
Sauerwald’s experiments. As curve B, plot Sauerwald’s values of rj against this 
function/( 0 ). Curve B will only exist over the range covered by Sauerwald. Now 
by extending curve B we can draw up a table of values of rj against / ( 0 ) over a 
wider range, and this is an extrapolation of Sauerwald*s values only. Once this 
is done, the table is converted easily to a table of rf against 0 , by the aid of curve A. 
The extrapolation makes no use of the properties of the function /, except that 
the latter is taken to be continuous. 

This method is the one adopted by the author, who takes / {$) as equal to A, 
the experimental logarithmic decrement, for which experiment alone can and does 
answer the question as to continuity. 

Is it too late to ask him to give his experimental results? If Sauerwald’s work 
should be repeated and not confirmed, the necessary modifications in the author’s 
table could not be made without this information. Moreover, if it should ever 
prove possible to provide a calibration curve, of the nature of figure 4, applicable 
to the conditions of these experiments, the original data would be of great value. 

Mr A. J. Lewis. In searching for a method to extend the knowledge of the 
viscosity of tin, I decided against the logarithmic-decrement method for various 
reasons: (a) the effects of slight contamination of the surface by oxide and other 
impurities seem to be almost as great as in the capillary method, and the exposed 
area is greater. In particular, imperfections near the suspension seem to have an 
abnormal effect; (b) because results depend on the elastic properties of a suspension 
at different temperatures; (c) because the theory is in a highly complicated and rather 
uncertain state. The method cannot be used for absolute determinations, and rela¬ 
tive measurements cannot be made with such certainty as by the capillary method. 
I have therefore adopted the capillary method and am at present engaged in 
measuring the viscosity of tin by it. These objections have been met in a masterly 
way by the author of the present paper. In connexion with {a) I would like to ask 
if greater difficulty was experienced in overcoming oxidation troubles at tempera¬ 
tures near the freezing point than at higher temperatures. Sauerwald and Topler 
were unable to obtain satisfactory results below 300° C. on account of this increased 
difficulty. 

Author’s reply. In reply to Mr Awbery: I am very interested to hear that there 
may be a connexion between viscosity, temperature, and latent heat. The question 
raised with regard to the extension of Sauerwald’s values is even more subtle than 
Mr Awbery suggests. His explanation of my procedure, whilst mathematically 
correct, is physically incomplete. The logarithmic decrement A is essentially a 
function of the viscosity rj and is only incidentally a function of temperature. 
(The density p and the time of vibration T have each an influence on A but their 
variations were very small, and both p and T were continuous functions of 77. This 
is obvious in the case of p. The explanation in the case of T follows from the fact 
that the variations of T were due to the variations in the dimensions of the discs 
as a result of temperature changes, and it turns out that the viscosity of tin is a 

36-2 
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continuous function of temperature.) The relation between A and r) was established 
by determining A at a number of different temperatures, and obtaining the corre¬ 
sponding values of r) from Sauerwald’s work. The next step was to extrapolate 
the curve connecting A with The relationship between these quantities has 
a hydrodynamic basis which, except for the small effects due to variations of p 
and Ty is independent of the (viscosity, temperature) curve of tin. Furthermore, 
it is reasonable to suppose that the former curve is continuous, for the effects of 
discontinuities due to the turbulent flow in the liquid are smoothed because each 
oscillation of the system involves a range of velocities from zero to a maximum 
value. For the same reason the (logarithmic-decrement, amplitude) curve is con¬ 
tinuous, as may be seen from figure 3. Finally, it may be noted that the procedure 
which I adopted would probably have given correct results even had there been 
a discontinuity in the (viscosity, temperature) curve of tin in the neighbourhood 
of the melting point. It is evident, therefore, that the method involves more than 
the mere extrapolation of Sauerwald’s curve. Considerations of space hardly 
justify the publication of all the experimental results, which would probably be 
considerably modified by comparatively small changes in the experimental arrange¬ 
ments. 

In reply to Mr Lewis I may say that no difficulties were encountered in con¬ 
nexion with the measurements on tin at any temperature. Indeed, these measure¬ 
ments were more concordant than those made for the purpose of calibration. I am 
very glad that Mr Lewis is checking Sauerwald's results, as circumstances prevent 
my undertaking similar work. 
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ABSTRACT, In the first method a sinusoidal alternating current of some 15 mA. derived 
from a valve oscillator and of frequency equal to that of a Konig tuning-fork is allowed to 
induce an equal current in a secondary circuit. The equality of amplitude of the primary 
and secondary currents is judged with the aid of a Westinghouse instrument rectifier. The 
resistance of the secondary circuit is given by the expression 

where n is the frequency, N the self-inductance of the secondary and M the mutual 
inductance betw^een the primary and secondary. With standard forks of frequencies 256, 

320, 384 and 512, resistances have been measured ranging from i6f2 to 67O, 

In the second method equal primary and secondary currents of known frequency are 
also produced and are further adjusted to be in quadrature. A simple arrangement is 
thereby derived which enables CampbeU’s two-phase alternating-current method of 
measuring resistance to be carried out in the laboratory. 

In both methods a visibly beating circuit is employed which enables the frequency of 
the current used to be tuned easily, with precision, to that of a valve-maintained fork. This 
beating circuit is also of value in checking the relative accuracy of forks whose frequencies 
are very approximately in simple ratio to one another. 

§1. PRINCIPLE OF THE FIRST METHOD 

A PRIMARY circuit consists of a valve oscillator, resistance /?, relatively large R 
/A inductance L and neutralizing capacitance K, A secondary circuit of small L, K 

JL iLself-inductance N and having a mutual inductance M, greater than N, with AT, M 

the primary circuit, has a total resistance S, The amplitudes of the primary and S 
secondary currents are adjusted to equality by varying S or Af, while the frequency n n 

of the currents is adjusted to that of a valve-maintained Konig tuning-fork so that 
the beats, rendered visible, are of the order of 1 a minute. 

Under such conditions the resistance of the secondary circuit is given by the 
relationship 

.(i). 




546 H. R. Nettleton and E. G. Balls 

This expression readily follows* from the well-known equations of a primary and 
secondary circuit, namely 

. 

M^^ + iV ^+54 = o . { 2 b), 

where f'l, 4 the respective instantaneous values of the primary and secondary 
currents when a sinusoidal alternating e.m.f. of pulsatance co equal to 27m is applied 
to the primary circuit. For these equations give, for the ratio of the currents, 

hlh = - Mjwl{S -j- Njoj) .(3). 

Thus the ratio of the secondary and primary current-amplitudes is in general 
Ma)l\/{S^ + N^o)^)y and equation (i) results when these amplitudes are equal. 


§2. THE EXPERIMENTAL ARRANGEMENT FOR METHOD i 

The primary circuit, A simple valve oscillator F, figure i, was allowed to give 
a current of some 15 mA. through capacitance AT, a variable self-inductance Z/j, 



Figure i. Simple circuit for absolute measurement of resistance. 


a coil or coils of self-inductance linked with the secondary circuit, a coil B 
supplying energy to the beating circuit described below, a resistance box and a 
standard lo-ohm non-inductive resistance. The primary of a Campbell mutual 
inductometer could at any time be switched into the circuit. 

The anode circuit of the oscillating valve (Mazda P 220) had adjustable capaci¬ 
tance including a variable o*ooi-/xF. condenser. The inductance Lg consisted of one 
or two twin coils of self-inductance 0*15 H., resistance isfi, turns 500 and mean 
diameter 35 cm. The total effective inductance of the circuit was approximately 
neutralized, for the frequency used, by the capacitance K, 

The secondary circuit. The secondary circuit included a coil N of 67 turns of 
s.w.g. 18 insulated copper wire about 31 cm. in diameter and of self-inductance 
3242 /xH. The coil had a maximum mutual inductance of 10500 fiH. with either of the 

• Cf. S. G. Starling, Magnetism and Electricity , pp. 359-61 (4th edition); A. Gray, Absolute 
Measurements in Magnetism and Electricity , pp. 251, 252; J. H. Jeans, Electricity and Magnetism , 
pp. 465, 466 (4th edition). 






Absolute measurement of electrical resistance 547 

twin coils of the primary circuit. The rest of the circuit consisted of a non- 
inductive resistance box adjustable to o*oif2, a standard non-inductive lo-Q 
resistance similar to that in the primary circuit, and a plug key U which could be 
either closed to complete the secondary circuit or opened to permit connection with 
an accurate Post Office box, so that the total resistance S of the circuit could be 
measured. At any time the secondary of the Campbell mutual inductometer in 
series with a telephone could be included in the circuit. 

The equaUamplitude tester. The lo-O coils in the primary and secondary circuits 
were those of an accurate non-inductive ratio box and were connected, via potential 
leads, to a mercury rock-over key enabling either to be shunted at will by a circuit 
consisting of 500 O, a full-wave instrument-type Westinghouse metal rectifier 
(specified as 4-1-1, 50 mA. Inst, unit) and a unipivot 0-120 d.-c. millivoltmeter. 
Equality of amplitude was judged by identity of deflection of the millivoltmeter as 
viewed through a microscope with an eye-piece scale on very quickly rocking over 
the switch, such identity of deflection having been carefully verified when the io-f2 
coils were in series in the same circuit. 

As the Westinghouse shunt circuit is not of infinite resistance, and as the primary 
and secondary currents are interdependent and have circuits of unequal impedance, 
special precautions have to be taken in accurately judging identity of current- 
amplitude. For the actual operation of the rock-over will very slightly modify the 
currents, and this effect, though small, is not symmetrical. Accordingly a dummy 
circuit of 1650-12 resistance was prepared and was always switched on to the primary 
10 12 when the secondary 10 12 was on the Westinghouse circuit, and likewise always 
rocked on to the secondary loQ when the primary iol 2 was on the Westinghouse 
circuit. This dummy resistance was that of the Westinghouse circuit for the order of 
the deflection used and was such that the resistance of the secondary circuit, even 
when small, was the same whether the iol2 in this circuit was shunted by the 
dummy or by the Westinghouse arrangement. This equality of resistance was judged 
by means of a P.-O.-box test with such a direct current, in either direction, as 
would produce the standard millivoltmeter deflection when the battery key was 
depressed. 

Though this compensating device is most satisfactory it is no longer necessary 
if the voltages tapped off the io-12 coils are switched in turn to the filament and grid 
of an amplifying valve, the anode current of which is passed through a transformer 
and thence to the Westinghouse circuit with added resistance. Rectifier M.B.S. 10 
is now sufficiently sensitive. 

The visible-beater. The output transformer from a valve-maintained tuning-fork 
was connected to a coil Pj, figure 2, forming an adjustable mutual inductance with 
a secondary . Likewise the output from the coil P, figure i, in the valve oscillator 
primary circuit was led to a coil , figure 2, forming an adjustable mutual inductance 
with the secondary 52* The secondaries 5 i, were connected in series through a 
resistance box P, having a telephone T across it, to a Westinghouse metal rectifier W 
and a unipivot 0-120 d.-c. millivoltmeter MV. If desired a push-pull wireless 
transformer having two equal primaries and a common secondary may be substi- 
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tuted for the coils Pj, Pg, iSi, iSg, provided the inputs into the primaries are under 
control. 

If the frequencies of the fork and valve-oscillator current are sufficiently near one 
another, beats may be heard in the telephone T and seen by the oscillations of the 
millivoltmeter pointer and so may be counted by both ear and eye. As the variable 
condenser on the oscillator is turned to bring the frequencies more closely into 
unison the beats become too slow to be recognized by ear, but the pointer oscillations 
increase in amplitude and are easily timed by eye. If the steady millivoltmeter 
deflections, due to each source separately, are made approximately equal at a 
quarter-scale reading, elegant full-scale swings of the pointer of many seconds’ 
period may be produced when both sources are in operation, and the final tuning 
to unison is remarkably exact. 

If both input circuits are derived from valve-maintained forks whose frequencies 
are very approximately in simple ratio to one another, beats between the common 
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Figure 2. The visibly beating circuit. 


harmonic components of the currents in the driving circuits, though of small 
amplitude, are readily seen and counted. Thus a Konig C 256 fork gave rise to beats 
of period 37 sec. when used in conjunction with a Konig E fork of frequency 
320 + X, These beats are between the current harmonics of frequencies 5 ^ 256 
and 4 X (320 -I- x) and were suppressed by a very minute load upon the E fork. A 
rapid and accurate check on the relative frequencies of the forks used can thus be 
easily effected, and data are given in table 5 below. 


§3. EXPERIMENTAL TESTS (METHOD i) 

In performing an experiment the capacitance A, figure i, was adjusted so as to 
neutralize approximately the total inductance of the primary circuit for the frequency 
used, while the anode condenser of the oscillator was chosen to produce visible 
beating with the standard valve-maintained fork, these adjustments being successive. 

The resistance of the secondary circuit was set to produce an induced current 
approximately equal to the primary current, the final exact adjustment being made 
after tuning the oscillator to beat with the fork not more than once a minute. Any 
slight drift of frequency was easily corrected by a slight turn of the anode o*ooi-/iF, 
condenser. 
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As soon as currents of equal amplitude, as judged by several rock-overs, had 
been obtained, the oscillator was switched off and the resistance of the secondary 
circuit was measured on a reliable Post Office box after removal of the plug key U, 
the resistance of the leads (as taken when the plug key was inserted) having been 
adjusted previously to an exact number of hundredths of an ohm. Whether the 
secondary 10 O was shunted by the dummy or by the Westinghouse circuit the 
value of S thus obtained was in all cases the same to the nearest o*oi£2. 

The mutual inductance M between the primary and secondary was then measured 
with a Campbell mutual inductometer, the primary of which was switched into the 
primary circuit while the secondary and telephone were inserted in the secondary 
circuit. The usual impurity device was included and the frequency was maintained, 
by adjusting capacitance, at approximately that of the fork. 

The self-inductance N of the secondary circuit is of smaller importance than M 
and was practically constant throughout the experiments. It was measured twice 
with the Heaviside-Campbell equal ratio bridge and found to be 3242/iH. 

Variation of M for further tests was obtained by using one or both of the twin 
coils L2 and by separating and N. As the range of the inductometer was limited 
to 11,100 /xH. it was necessary when working above this range to add to it, at sufficient 
distance of separation, a 10,000 standard of mutual inductance which could 
readily be cross-checked against the inductometer. 

The results in tables i to 5 form a continuous series obtained when the mains 
were used with an eliminator as a source of high tension for the oscillator. Even in 
spite of slight fluctuations due to the d.-c. mains the equal-amplitude tester was very 
sensitive to changes of secondary resistance, which affect the primary and secondary 
currents in opposite directions. A change of -f 0-02 Q clearly upset the equilibrium 
when the secondary resistance was some 25 ii, and a change of ± 0*050 did so when 
the value of the secondary was 67O. We found later that if a high-tension battery 
was substituted for the mains and eliminator perfect quiescence was obtained, 
allowing a higher-power microscope to be used and aiding the ease and certainty of 
the equal-amplitude setting. Under such circumstances a secondary resistance of 
32 O could be set by the tester to within ± o*oiO. 

Tables i, 2, 3 and 4 give data for the four frequencies used. S is calculated from 
the relationship S == zttti y/{M^ — N^) after M and N have been expressed in 
centimetres by multiplying the readings in microhenries by 10^. Table 5 gives the 


Table i. Results when n == 512, N — 3242/411. 


M 

5 X lo"® 
(c.g.s.u.) 

Resistance by 
bridge (Q) 

21090 

6704 

67*09 

18629 

59-02 

59*07 

16626 

52-46 

52*50 

10557 

32-32 

32*31 

10510 

3216 

32*14 

8067 

23*76 

23*73 

6025 

i 6*34 

163O5 
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Table 2. Results when n — 384, N = 3242/xH. 



S X io~* 
(c.g.s.u.) 

Resistance by 
bridge (D) 

21087 

5027 

50*21 

18790 

44 66 

44*665 

16695 

39 51 

39*495 

13608 

31*89 

31*87 

1 10578 

2429 


8085 1 

17*87 

17*88 


Table 3. Results when n = 320, N = 3242/liH. 


1 

S X io“® 

Resistance by 

' M (/aH.) 

(c K.S.U.) 

bridge (12) 

10553 

20 19 

20 25 

2IOQ7 

41*91 

41-87 

18757 

3715 

37-17 

16718 

32975 

32 965 , 

13703 

26*77 

26 79 1 


Table 4. Results when n 256, N = 3242/xH. 


M (fxH.) 

5 X 10- 
(c.g.s.u.) 

Resistance by 
bridge (12) 

21067 

3348 

33 51 

1 18651 

29*54 

29*60 

16634 

1 26*24 

26*26 

1361s 

21*27 

21*29 

10746 

16-48 

16-50 

10746* 

1 1648 

16-47 ' 

* A second Konig fork, 256 B, was used 

in this experiment. 


lablc 5. Beats produced by valve-maintained tuning-forks 


Beating^ 

forks 


256 & 320 
256 & 384 
256 & 512 
256 & 256B 


^ Interval 

1 

Frequency 
of common 
octave 

Time occu¬ 
pied by 10 
beats in 
seconds 

Corrected 
frequency of 
second fork 

1 major third 

1 1280 

37 ! 

320*07 

I fifth 

768 

50*5 

384*10 

octave 

512 

88 

512*11 

1 unison 

256 

123 

25608 


* The second fork in all cases required load for perfect harmony. 


beats between the 256 fork and the others: the corrected value of the higher fork is 
relative only, the 256 fork being assumed to be correct. Such corrections have been 
neglected in the calculation of 5. 
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§4. METHOD 2; A SIMPLE FORM OF CAMPBELL’S TWO-PHASE 
ALTERNATING CURRENT METHOD OF MEASURING RESISTANCE 

If the arrangement shown in figure i be modified so as to take the form shown 
in figure 3 we have a circuit which is of value in teaching CampbeU’s method^ of 
determining the ohm, and experiments may be carried out with a current of 15 mA. 
derived from a simple valve oscillator. 

The primary circuit now includes the primary P' of a variable mutual inductance, 
preferably that of a Campbell mutual inductometer. The secondary circuit has two 
additions, viz. the resistance R whose magnitude is required, with potential leads, 
and the phase-adjuster consisting of a capacitance AT' in parallel with a variable 
non-inductive resistance Pg which permits of fine adjustment. The object of this 
multiple-arc arrangement is to neutralize the small self-inductanceiV of the secondary 
circuit so that the induced current shall be in quadrature with the primary current 
as well as ultimately equal to it in amplitude. Such compensation is attained when 



Figure 3. Simple form of Campbell two-phase alternating current method of measuring resistance. 

N = approximately and is almost independent of frequency, which only 

slightly influences the equivalent resistance. As the inductance-neutralizer intro¬ 
duces effective resistance into the circuit, and as the secondary current is limited 
when equal to the primary by the relationship 

S = zimM 

{N being now zero), it is well to use as a standard of frequency a valve-maintained 
fork of frequency not less than 512, and to set M at its largest value (in our case 
21,000 /xH.). The resistance Pis connected to the telephone T and the secondary S' of 
the mutual inductometer. 

If by adjusting the mutual inductance M' silence can be obtained in the telephone 
when the primary and secondary currents are in quadrature as well as equal in 
amplitude, we have Campbell’s relationship 

P - zimM' .(4). 

• A. Campbell, FVoc. R. S» 81 ,450 (1908); 87 ,398 (1912). For a brief account see the Dictionary 
of Applied Physics^ 2, 224, 426. 
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In performing a first experiment the capacitance K in the primary circuit and the 
oscillator condenser were adjusted successively, as in § 3 above, to neutralize 
approximately the primary inductance and to produce visible beats with a valve- 
maintained Kdnig fork of frequency 512. The resistance R was one of the lo-Q 
ratio arms of a Post Office box. K' was about 2 )liF. and the resistance R3 was 
adjusted until, irrespective of equality of amplitude of the two currents, a reasonably 
sharp inductometer balance, as judged by approach to silence in the telephone T, 
was obtained. This occurred when R^ was about 40 Q and it showed the close approach 
to perfect quadrature, the secondary circuit being approximately non-inductive. 
The primary and secondary currents were now adjusted to equality with the box R ^, 
as judged by the equal-amplitude tester, the frequency was controlled to obtain 
visible beats not exceeding one a minute, and R^ was slightly adjusted for sharpness 
of inductometer-telephone balance. The adjustments were successive. A sharp 
reading for M' was thus obtained without the slightest difficulty, and a zero reading, 
equally sharp, was taken similarly with the io-£2 plug of R inserted. 

By making AT' about 2-3/1?., R^ was reduced to some 38£2, permittingto be 
increased to 20 £2 while leaving sufficient surplus secondary resistance to allow of 
equal-amplitude adjustment with the box R2. Table 6 shows the readings obtained. 


Table 6. Determination of resistance by Campbell’s method 


n = 512, R = 27 rwAf' 


Nominal 
value of R 

zero (plugs inserted) 

10 Q (left arm) 

10 D (right arm) 
20 Q (both arms) 


K' 

Rz 

M' 

■ 


(“) 

R X io“« 

approx. 

approx. 

(mH.) 

(c.g.s.u.) 

— 

— — 

— - - 

— - 

2 

40 

zero (by zero 
adjuster) 


2 

40 

3101 

9*976 

2 

40 

3102 

9*979 

2*3 

38 

6208 

19*97 


Resistance as 
measured with 
bridge (Q) 

zero (lead reading 
taken) 

998 

998 

19-96 


§5. CONCLUDING REMARKS 

The experiments described in this paper may be simplified and readily performed 
by advanced students. Inexpensive condensers may be used for capacitance in both 
methods. If no inductometer is available, the fundamental relationships involved 
in the methods, viz. those of equations (i) and (4), may be tested by resorting to the 
Owen and Carey Foster bridges for the measurements of self and mutual inductance 
respectively, though the absolute character of the methods is thereby sacrificed. 

By virtue of the high inductance of the primary circuits, which ensures that the 
currents are minute until neutralizing capacitance for the fundamental frequency is 
introduced, error due to the presence of harmonics appears to be very small and 
inductometer balances are sharp. 
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DISCUSSION 

Dr D. Owen. The authors’ first method utilizes ingeniously the fact that in 
the a.-c. transformer there is a simple relation between the resistance of the 
secondary, the mutual inductance, the self-inductance of the secondary, and the 
frequency, if the primary and secondary currents are exactly equal. From this 
relation the resistance of the whole of the secondary circuit may be calculated in 
absolute measure. It must be borne in mind that the effective a.-c. resistance of 
a coil is not equal to its d.-c. value, but always in excess of it, to an extent increasing 
with the frequency. It would have been of interest if results for the same circuit 
at various frequencies could have been recorded. The second method furnishes a 
simple means of carrying out A. Campbell’s a.-c. determination of absolute resis¬ 
tance, which may with advantage be included in the laboratory course of the 
advanced physics student. 

Mr A. Campbell. The authors’ second method is quite suitable for an ordinary 
laboratory and the results show that it can give good accuracy. Some time ago 
I introduced a somewhat similar system as a phase-splitter for a.-c. potentiometers*. 
It is rather simpler in detail than that of the authors, but not so self-contained for 
students’ use. 

In the accompanying figure the two loops have equal total resistance R and 
self-inductance L, being set by preliminary tests. The currents and /g will thus 



be always in quadrature. By means of differential thermo-junctions and heaters 
A and JB, by altering either S or m, we can get 

* British Patent Specification No. 342,441. 
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Then S = wm == zirnm, 

which determines the resistance S in terms of m and n. With ordinary apparatus 
I have obtained accuracy to about i part in 2000. 

I have suggested the system to Dr Hartshorn as an alternative to my M-R 
method, by which the National Physical Laboratory has recently made a determina¬ 
tion of the ohm. It is sufficiently sensitive and requires very little apparatus, but 
it has one weak point—the accuracy is lowered by the presence of harmonics, for 
balance is obtained by making the effective (r.m.s.) values of and equal, and 
not, as in the M-/? method, by use of a selective vibration galvanometer. 

Authors’ reply. In reply to Dr D. Owen: We hope to carry out shortly further 
tests on the absolute measurement of resistance by a yet more simple a.-c. method. 
We shall certainly keep his suggestion in mind and measure the same resistance 
under different frequencies. 

We are very interested to learn that Mr Albert Campbell has used a simple 
device in which two currents, always in quadrature, are adjusted to equality to 
enable a resistance to be measured absolutely in terms of a mutual inductance and 
a frequency. The circuit of figure 3 is designed for teaching purposes to resemble 
the original arrangement as closely as possible and it is perhaps an advantage that 
the student has to perform the adjustment for quadrature carefully to obtain 
sharpness of balance. 
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THE DEMONSTRATION OF EDDY CURRENTS IN 
CONDUCTORS OF VARIOUS SHAPES 

By D. brown, Ph.D., Auckland University College, 

New Zealand 

Received March 13, 1933. Read and demomstrated^ in the absence of the author^ 
by Prof, F, W, Burbidge, May 19, 1933 

ABSTRACT. In this paper a method is described whereby it is possible to demonstrate 
visually the existence of eddy or Foucault currents in masses of conducting material, and 
the way in which the flow of the currents may be distorted or baffled by suitable slots or 
laminations. The experiment is very easy to set up, and would make a good conversazione 
experiment. 

I N the teaching of electromagnetic induction, demonstrations of the existence of 
eddy currents are usually of an indirect character, involving the resistance to 
motion of a mass of metal in a magnetic field or the rise in temperature of the 
metal. It is thought that the following method enables the eddy currents in metal 
specimens to be demonstrated more directly. 

The specimens were made out of brass or copper sheet J in. thick and cut into 
various shapes, and the currents were induced in them by placing them in the field 
of a vertical a.-c. electromagnet with a laminated iron core. A horizontal insulating 
platform of glass or ebonite was supported about 2 in. above the top of the electro¬ 
magnet and the specimens were laid on this so as to be cut more or less normally 
by the field. A sheet of cardboard, or better still opal glass, sprinkled with very 
finely divided (for instance, ground) iron was then laid on the top of the specimen. 

The use of iron filings in connexion with static fields is, of course, a common¬ 
place, but when used with a.-c. fields they give eflfects which are much more 
striking, as the particles forming the pattern are observed to be in continual motion 
which may take the form of either a violent oscillation or a slow circulation round 
a closed contour. In the present case the particles are in an alternating field which 
is partly due to the eddy currents and partly due to the exciting magnet, but it is 
at once seen that they form themselves into a moving pattern which is closely 
related to the shape of the specimen used. 

Thus figure i shows the pattern due to a circular disc 4 in. in diameter and 
that due to the same disc after it has been slotted with five radial saw-cuts extending 
half-way in towards the centre. The clear spaces between the arms of this pattern 
coincide with the radial slots, and the current evidently flows round the slots, while 
the large peripheral current is very much reduced. The particles in each arm of the 
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pattern exhibit the slow circulation effect referred to above. This is shown to an 
altogether greater extent, however, by the use of a specimen in the form of a cross, 
figure 2. The boundary portion of this figure consists partly of isolated particles 




Figure 2. 

which are in a state of rapid radial oscillation, and partly of upright needle-shaped 
aggregates which exhibit no oscillation but gravitate steadily towards the arms of the 
cross. There they unite to form a continuous stream moving in towards the centre, 
but as they move the mutual repulsion between adjacent needles keeps them spaced 
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out like the bristles on a brush. The centre of the pattern is crowded with needles 
mainly under the control of the exciting field, but the strong mutual repulsion is 
continually pushing individual members towards the edge of this group, where 
they htcomt equally affected by both the exciting and the induced fields. These 
fields are not in phase, so that the needles acquire a violent quivering motion which 
eventually disintegrates them into a powder which flies out to rejoin the boundary 
curve. In this way a continual circulation is kept up as long as the field is switched 
on, and there is no tendency for the material to accumulate at any one point. The 
resulting pattern represents an equilibrium effect, which may be varied consider¬ 
ably by altering the frequency or the strength of the exciting field. 

Although a great variety of results can be produced by experimenting, they can 
usually be explained by bearing in mind certain governing factors. If we consider 
the circular disc of figure i, for obvious reasons the eddy currents will be strongest 
near the rim of the disc, and the field they produce is the main influence acting 
upon the outer ring of particles. The central group is controlled by the exciting 
field, and in between there is a neutral region where neither field can predominate.^ 
The power factor for the eddy currents will be nearly unity, and the field they 
produce will be a minimum when the exciting field is a maximum, and vice versa. 
The powder in the outer ring is thus urged inwards and outwards alternately, and 
in fact a boundary of this character is found round any specimen in which a large 
peripheral current is permitted. 

There is a certain exchange of particles which goes on between the inner and 
outer regions, but this exchange assumes much greater proportions in the case 
shown in figure 2, and it is interesting to see how it is maintained. The relatively 
clear spaces in this pattern are traversed by an outward streaming of powder 
produced by the disintegration of the central cluster as previously described, and 
it is rather surprising that this stream moves uniformly outwards without appearing 
to be affected by those half-cycles in which the exciting field predominates. The 
cause of this is probably the increased friction which arises between the particles 
and the surface during these half-cycles owing to the large downward component 
of the force exerted on them. When the eddy-current field predominates its action is 
almost entirely horizontal and the particles are always able to profit by it. 

Once the particles have united, however, to form an upright needle they appear 
to respond much more readily to the exciting field, and one finds (for example in 
the first pattern of figure i) a few needles advancing inwards in the face of a stream 
of powder flowing outwards. A needle seems to be able to behave in this way owing 
to the fact that its magnetic moment when it is saturated is large in the direction of 
the exciting field and small in the horizontal direction, so that the eddy field is able 
to get but little grip on it, and the smallness of the base of the needle makes the 
frictional resistance less important. 

The ability of the smaller particles to ignore the exciting field ceases when they 
reach the boundary of a figure, and there they oscillate violently backwards and 
forwards. The divergence of the exciting field may cause it to have an increased 
horizontal component in these regions, and the frictional factor is lessened owing 

PHYS. SOC. XLV, 4 37 
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to the action being so violent here that the particles are in contact with the 
surface for only a part of the time. 

Whenever a peripheral current in a specimen is large enough to maintain a 
boundary curve in the pattern, the process of exchange between the inner and outer 
regions appears to take place. Thus, even with the slotted disc of figure i, if the 
slots are made shorter (for instance, one third of the radius) the pattern acquires a 
circular boundary and a circulation like that described for figure 2 ensues. 

The a.-c. magnet employed had an iron core 2 in. in diameter and took about 
80 watts at 230 volts; the frequency of the alternating current was varied from 
40 to 60 An ordinary electromagnet with a solid core could probably be used 
for short periods. Ordinary iron filings do not seem to be suitable for the experi¬ 
ments ; a finer type of particle is required. As specimens for showing circular eddy 
currents a set of rough brass weights served excellently, and doubtless many other 
variations will occur to an) experimenter. 

DISCUSSION 

Dr L. F. Bates said that modern magnetic alloys gave better results in experi¬ 
ments of this kind than the traditional iron filings. After reading the paper he had 
tried the experiment with mu-metal dust and obtained good results; but he had 
obtained a still more striking improvement by mixing mu-metal dust with iron 
filings. 
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THE ABSENCE OF FINE STRUCTURE IN THE 
ARC SPECTRUM OF SILVER 

By S. TOLANSKY, Ph.D., 1851 Exhibition Senior Student, 
Imperial College of Science, London 

Communicated by Prof, A, Fowler^ F,R,S.y April 5, 1933. 

Read in title May 19, 1933 

ABSTRACT, The arc spectrum of silver, produced in a water-cooled hollow-cathode 
discharge, has been examined for fine structure with a variable-gap silvered Fabry-Perot 
interferometer in the region 8300 to 4000 A. Results for the resonance lines at approxi¬ 
mately 3300 A. are also quoted. Silver consists of two odd isotopes 107,109, and although 
5s y 6s y 75, 5/), 6 py and sd tenns have been studied no trace of fine structure has been found, 
in spite of very excessive over-exposing in many lines. All lines are extremely sharp and 
are worth considering as wave-length standards, being well distributed. Attention is 
drawn to the fact that the analogous spectrum of Cd II also shows no fine structure, so 
that it is concluded that the absence of structure is probably due to the electron con¬ 
figuration and not necessarily to smallness of the nuclear magnetic moment. This is 
remarkable, for penetrating s electrons are involved in some configurations. 

§1. INTRODUCTION 

A n UMBER of previous investigators have examined the important lines of the 
arc spectrum of silver* for fine structure. In no case, however, have both 
L the source and the interferometers been such as to give very high resolution, 
so that a thorough re-examination of the spectrum has seemed desirable. The 
atomic weight of silver is 107*88, and as Astonf has shown that there are two odd 
isotopes 107, 109 the calculated abundance ratio is i : i if the mass defect is taken 
approximately as about 0*13, which, from the position of silver on the mass curve, 
is what it will roughly be. As both the isotopes have odd atomic weights it is 
natural to assume that they possess nuclear spins. Many terms of the silver arc 
spectrum involve deeply penetrating electrons, so that according to expectations 
the spectrum should show fine structure due to nuclear spin. No evidence of fine 
structure, however, has been found. The mass isotopic shift will be far too small 
to be observable and need not come into consideration. 

§2. EXPERIMENTAL RESULTS 

The spectrum was excited in a hollow cathode of silver, some 40 mm. long 
and with an 8 mm. bore. Helium was continually circulated through the tube at 
an approximate pressure of i mm. and as the gas passed through a charcoal trap 
immersed in liquid air, a high degree of purity was maintained. The tube was 
* S. Frisch, Z,f. Phys. 71, 59 (1931), etc. t Proc. R. S, A, 116, 487 (1927). 

37-2 
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excited by means of a small generator supplying 1000 volts d.c., and currents of 
either 200 or 300 mA. were used. The cathode was cooled with a continuous water 
flow. With this arrangement the tube radiated only the helium lines and the silver 
arc spectrum, the lines of the latter being very intense and very sharp indeed. 

Since most of the important silver arc lines (excluding the resonance lines) lie 
in the infra-red and visible portions of the spectrum, a silvered Fabry-Perot inter¬ 
ferometer was used to examine the lines for fine structure. The interferometer was 
the Hilger N 71 and was crossed with a large glass two-prism spectrograph of big 
aperture, the dispersion of which was about 30 A. per mm. at 5000 The large¬ 
ness of the apertures of both spectrograph and interferometer resulted in a very 
fast combination. 

The interferometer was silvered by the evaporation process described by 
R. Ritschlf, the acid after-treatment being carried out in detail. In the blue and 
violet regions Ilford Monarch plates, in the green and red Ilford Hypersensitive 
Panchromatic plates, and in the infra-red Ilford Infra-red Sensitive plates were 
usedj. Exposure times varied considerably, the green lines being so intense that 
one to two minutes sufficed for normal exposure, but the infra-red lines required 
an hour. Photographs extending up to four hours were taken for all regions so that 
faint components should not be missed. 

The line transitions which have been observed are shown in figure i. The two 
ultra-violet resonance lines could not be studied, but the author has had the privilege 
of examining photographs of these lines taken with 25- and 3 5-plate reflection 
echelons by Mr W. E. Williams of King’s College, London. 

The term scheme in figure i shows that the following terms come into con¬ 
sideration. 

5 ^ (ys 75 

Sd 2D} 2D} 

5t/2D§ 6rf2D«. 

One of the terms is involved seven times, one five times; five are involved twice 
and the remaining two once, so that there is ample opportunity for checking con¬ 
clusions as to term structures. 

All the lines which have been examined are given in the table, the allocations 
being those given by Blair§. Five of the observed lines have not yet been allocated||. 

* The spectrograph was that bequeathed to the Royal College of Science by the late Col. GiflFord. 

t Z.f. Phys. 69, 578 (1931)- 

t The author is indebted to Dr Bloch of Messrs Ilford Ltd., for supplying him with a new type 
of plate not yet marketed. This plate is very fast and as it needs no ammonia sensitization is entirely 
free from fog. 

§ Phys. Rev. 36 , 1531 (1930). 

il H. Kayser, Handbuch der Spektroscopie, Bd. 7, gives a close neighbour to 4620* * * § 0 A. 
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Table 


Wave-length 

Classification 

Wave-length 

Classification 

82737 

5 P ®P.-«s *Si 

4476-1 

SP *Pj^s ‘Sj 

7668*1 

SP ®Pj-6s 

43ii*i 

5471-5 

5 P *Pf-5<i 

4212*7 

SP ‘D. 

5465-5 

5/.*P,-5rf®Dj 

4210*9 

5l>®P}-5^i®Di 

5209*1 

5/.»Pj-5t/®Di 

4085-9 


4874-1 

4848*1 

40553 

SP ®Pj-5<i 

4668-5 

SP ®Pj-7s 

3382*9 

Ss ®Si-5/> *Pi 

4620-0 

3280*7 

5S *Sj-5/>®Pj 


'Si 





Figure i. Transitions observed in the arc spectrum of silver. 


The instrumental resolution between 4400 and 4000 A. is not, of course, so 
good as that for the longer wave-lengths, but it is still quite good enough to show 
effectively whether appreciable structures exist. The lines were examined with 
interferometer gaps up to 25 mm. but in no case was any trace of structure found. 
Indeed, the lines were so sharp that it was not considered that an increase in the 
interferometer plate-separation would serve any purpose whatever. A number of 
the lines were also very heavily over-exposed, but no faint components were seen. 
It is quite certain that all the lines observed are single, and furthermore are so 
extremely sharp, bright, and well distributed that they could be used as wave¬ 
length standards with considerable advantage*. 

• The line sp *Pi-6» ‘Sj is somewhat broad, and a very narrow doubling is suspected. This 
would be due to 6s . 
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The resonance lines are difficult to produce free from self-absorption effects. 
The lines photographed by Mr Williams were produced in a water-cooled hollow- 
cathode discharge, but the cathode was an alloy containing 5 per cent silver and 
95 per cent cadmium. The object was to reduce the self-absorption of the silver 
lines as much as possible without making them unduly weak. The lines are de¬ 
finitely broadened but show no other sign of structure, and it is very probable that 
the broadening is due to partial self-absorption. If any structure exists it is certainly 
considerably less than 0-050 cm:^ 

It is therefore concluded that none of the observed lines of the silver arc 
spectrum shows any appreciable fine structure at all. 

§3. r3ISCUSSION OF RESULTS 

Before discussing the peculiar absence of fine structure we may first call 
attention to the work of Wali Mohammad and Sharma'**' on the silver resonance 
lines. These authors claim to have found that both lines have almost exactly the 
same fine structure, namely two strong components 0*218 cm:^ apart and a faint 
component about five times less intense further towards the violet. It follows from 
this that the structure of the resonance lines is the same as the structure of the 
5^ term. On theoretical grounds this is quite impossible, for the maximum 
possible number of components is two, since the term multiplicity is 2y -f i and 
J - Even with the assumption that an isotope displacement effect produces the 
structures four components should result, and the intensities would be quite 
different, the maximum possible intensity-ratio of any pair of components never 
exceeding 3-0 : i. In the event of the nuclear magnetic moments being such that 
the weaker components fall together there should be three lines with intensities 
in the ratio 3 : 3 : 2, so that every possibility is theoretically excluded. 

When the observations of Mr Williams are taken into account it is quite obvious 
that the reported structure is nothing more than a case of self-reversal. The fact 
that two equally intense components result (together with the faint line) is evidence 
of this. None of the components appears in the water-cooled hollow cathode. 
The source used by Wali Mohammad and Sharma (a vacuum arc) is much more 
liable to produce reversal. 

As regards the present observations, it will be seen that these are very difficult 
to explain. It is quite certain that silver consists of two odd isotopes and both 
should possess nuclear spins; for every odd atom so far investigated has been 
shown to have a nuclear mechanical moment, although the nuclear magnetic 
moment may be small. The terms examined are produced by the 5^, 6 j, ysy 5/>, 6 p, 
and electrons. Tlie first three of these are penetrating electrons and the fourth 
may be considered as partly so, because the separation between the and 
terms is 203 cm:^ This large gross-structure multiplet separation would suggest 
that the coupling between I and J should be large. It follows from this that, if 
the silver nucleus possesses an average nuclear magnetic moment, i.e. if the g (/) 

• Ind,y, Phys, 0, 75 (1931). 
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factor is not abnormal, measurable fine structures are to be expected, particularly 
in the j-electron terms. 

The absence of structure can only be attributed to one of two causes; either 
(i) the nuclear magnetic moment is small, or (2) the coupling between the nucleus 
and all the external electrons, even penetrating s electrons, is small. With reference 
to these two points, attention is drawn to some unpublished results of Mr E. G. 
Jones on the spectrum of Cd II. This spectrum is analogous to that of Ag I, the 
two spectra being in fact, in iso-electronic sequence, and Jones has observed terms 
practically identical with those reported here for Ag I. In no line has any fine 
structure been found. As the Cd I spectrum shows very wide fine structures in 
suitable terms, the cadmium nucleus must possess a large nuclear magnetic moment, 
Jones concludes therefore that the absence of structure in Cd II must be entirely 
due to the electronic configuration, or else to some nuclear change in the process of 
ionization. The latter is highly improbable, judging from work on bismuth and like 
elements. If the electron configuration of Cdll is such as not to produce fine 
structures, the same should hold true for Ag I. This fact is very surprising indeed, 
for, as has been pointed out, penetrating s electrons are involved in many terms, 
and in others the gross structure multiplets are wide. 

Any conclusions made about the g{I) factors of nuclei must be carefully 
considered in the light of the present observations. It appears that the presence of 
penetrating electrons or large gross-structure multiplets is not evidence enough for 
assuming that the coupling between J and 1 will be large. It has always been pre¬ 
viously assumed that penetrating s electrons will give easily measurable structures, 
but the present facts contradict this assumption. It may be observed, too, that the 
extreme sharpness of the Agl lines shows that no isotopic displacement effect 
exists. 
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DISCUSSION 

Prof. A. O. Rankine said that confusion was likely to arise between the symbols 
for silver iodido and the neutral silver atom, both being denoted by Agl. Would 
it not be better to write Ag.I for the atom? 

Dr W. Jevons. The observations of the lines AA3281 and 3383 to which the author 
refers are described in a letter by W. E. Williams and A. Middleton in the current 
number of Nature^ which also contains a letter by D. A. Jackson recording similar 
observations of these two lines and five others of neutral silver*. Both investiga¬ 
tions agree with the author’s in denying the existence of fine structure such as 


• Nature, 181, 691-2 (1933). 
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has been reported by other observers using an unsuitable source. I would like to 
endorse the President’s remarks about the unsatisfactory nature of the symbols 
which are very widely used to denote emitters of line spectra. Many besides 
chemists have been misled by the representation (especially in the titles of papers) 
of a neutral atom M by the notation MI which should surely be reserved for the 
diatomic iodide. It is true that in many publications care is taken to separate the 
roman numeral from the chemical symbol by a narrow space, but even this is 
sometimes not insisted upon. It would be far better to write the numeral in smaller 
type, either on the same line as the chemical symbol (Mi, Mil,...), or as a super¬ 
script (M^ M“,...), or as a subscript (Mj, Mn,...); the first of these alternatives 
has, indeed, been adopted by many authors, e.g. in the Astrophysical Journal. 
Since it has become known that the successive stages of ‘‘simplification” of the 
atom, which Sir Norman Lockyer first represented by MI, Mil, Mill, MIV,..., 
are the neutral, singly ionized, doubly ionized, trebly ionized,... atom (resulting 
from the loss of none, one, two, three,... negative electrons), it is a great pity that 
these symbols are not abandoned in favour of M, M+, Mwhere the 
unadorned M represents the neutral atom. This plan has been adopted in the litera¬ 
ture of molecular spectra; although the molecules concerned are only neutral and 
singly ionized, the introduction of such symbols as HCII and HCIII for what we 
denote by HCl and HC 1 + would have been unfortunate, to say the least. For some 
atomic emitters the replacement of the usual notation by one of the alternatives 
mentioned here is particularly desirable; consider, for example, the atoms and atom- 
ions of iodine and vanadium. 

Author’s reply. In reply to Prof. Rankine: It is not customary to w'^rite a dot 
between the Ag and the I w^hen referring to the neutral silver spectrum. Instead 
a space is left, the symbol being written as Agl. The fact remains that this may still 
be confused with the symbol for silver iodide, but unfortunately it is the regular 
practice of most spectroscopists. 

In reply to Dr Jevons: The alternative suggestion of writing + signs instead 
of Roman numerals to designate multiply ionized spectra is used by some authors. 
The main objection is that the symbol becomes cumbersome with high degrees 
of ionization, and indeed a visual mistake is easy. Compare for instance the two 
notations in the case of bromine which has had six electrons removed by excitation, 
e.g. BrVII and Br^^+++\ 

Dr A. Ferguson suggested the use of the following more compact notation : 
Ag, Ag+, Ag 2 », Ag^.. .Ag^*^ 
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ABSTRACT^ The paper is a criticism of Dr L. F. Richardson’s proposed method of 
measuring sensations by “mental estimates”. In the absence of agreed principles the 
discussion is conducted in the light of an analogy with thermometry. 

It is argued (i) that Dr Richardson’s own facts prove that the method of mental esti¬ 
mates is inferior to another available method of measuring the same thing. If his facts and 
his implied propositions are true, indirect measurement by means of his S must be prefer¬ 
able to direct measurement by R, (2) That any arguments that Dr Richardson might 
base upon the fact that his method of measurement leads to a numerical law between R and 
S would be valid only if he proved that this law is true and not empirical. (3) That if his 
method measures anything, that something is almost certainly not a sensation; at least, that 
he has provided no evidence that it is a sensation. 

Finally it is pointed out that Dr Richardson’s method indicates the theoretical possi¬ 
bility of a method of measurement based upon ordering differences of increasing degree; 
but there is no evidence that the method is ever practically possible. 

§ I. THE PROBLEM 

I N the discussion on Vision organized by the Physical and Optical Societies on 
June 3, 1932, of which a report has been issued, the question was often raised 
whether visual sensations are measurable. But it was never discussed in the light 
of any general theory of measurement; indeed the only speaker (namely Dr L. F. 
Richardson, pp. 112-116 of the report) who referred to any such theory (namely my 
own) deliberately rejected it. The natural conclusion is that physicists generally 
hold that no general theory of measurement is possible or, at least, that none has 
yet been established. Of course I do not agree with that conclusion; I think that 
theories already propounded give a very simple and direct answer to many of the 
problems that were raised; and that where they fail to provide an answer, the failure 
lies, not in the theories, but in the ambiguity of the term “sensation.” However it 
would be absurd to consider doctrines in the light of principles that are almost 
universally rejected; and some other basis must be found for the criticism that I 
want to offer. Such a basis may perhaps be found in analogy; if we can show that 
some proposed method of measuring sensations violates conditions that confer its 
validity on some accepted system of measurement, then we shall clearly throw doubt 
on the validity of that method. 

The only proposed method of measurement that I am going to consider is that 
of Dr Richardson, though I believe that the arguments advanced have a bearing on 
the views propounded by other speakers. This method is called by its author that of 
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“mental estimates”; I venture to prefer the simpler term “measurement by 
guessing.” The accepted method of measurement that I shall choose as a guiding 
analogy is thermometry. 


§ 2. THE ANALOGY 

If a number of persons dip their fingers into a set of basins of water at different 
temperatures, each will be able to arrange them, confidently on the whole, but with 
some doubt in particular cases, in a definite order of warmth; and there will be a 
strong resemblance between the orders adopted by different observers. Indeed it is 
probable that it will never happen that one observer declares confidently that A is 
warmer than B, while another declares with equal confidence that B is warmer than 
A, Further the observers can probably be induced to represent the basins by points 
on a straight line, the ends of which represent the hottest and the coldest basin, in 
the manner described by Dr Richardson. The order of these points will, of course, 
agree to the same extent; and the range covered by the points assigned by different 
observers to represent the same basin will be much less than the whole length of the 
line, and not very much greater than that covered by the points assigned to the same 
basin by the same observer at a number of successive trials separated by an interval 
so long that memory plays no part. 

§3. WHY IS THE ANALOGY NOT MEASUREMENT? 

But such measurement by guessing is not the standard method of measuring 
temperature; we do not take Ry the mean distance of a representative point from one 
end of the line, as the measure of the temperature of a basin. Why? Dr Richardson 
would reply, I think: Because we have a better way of measuring temperature; if 
we had no better way, R would measure temperature. Now that answer implies two 
propositions: (i) that there can be two ways of measuring the same thing; (2) that 
the purpose of measurement is something in which accepted methods of measure¬ 
ment excel guessing. Further I think he would admit that this something is pri¬ 
marily sensitivity (though he might prefer to call it accuracy). If we compare (say) 
platinum-resistance thermometry with guessing, the striking difference is that by 
the former we can distinguish basins that are indistinguishable by the latter; the 
thermometer can say definitely that one basin is warmer than another, when direct 
sensation detects no difference at all. 

§4. MEASUREMENT AS NAMING 

If that is so, we can reach our first conclusion. It is that one purpose at least of 
measurement is to distinguish things. The numerals assigned in measurement are, 
in part at least, names. In this respect a method of measurement would be ideal if 
it always led us to assign exactly the same numeral, the same name, to the same 
object, and always to assign different numerals to objects that are in any way dis¬ 
tinguishable in the property we are considering. The second part of this ideal is 



The measurement of visual sensations 567 

attainable. For every measurable property there is one most sensitive method of 
measurement (or possibly a group of such methods all equally sensitive and more 
sensitive than any other). If we adopt that method, then we shall never assign the 
same name to distinguishable things; and we have no right to adopt any other 
method, except for professedly provisional purposes, or to regard it as really con¬ 
stituting measurement. On the other hand, the first part of the ideal is usually un¬ 
attainable. In all but a small group of measurements, the most sensitive method will 
sometimes lead us to assign different numerals to the same thing; that is due to what 
is called experimental error. Accordingly we need not demand that a proposed 
method of measurement fulfils the first part of the ideal. 

§5. WHEN ARE TWO MAGNITUDES THE SAME? 

We must now return to the proposition called (i) above. What is the criterion by 
which we are to determine whether two methods of measurement measure the same 
thing? This question has often been asked; many people seem to find a strange 
difficulty in answering it. To me the answer seems perfectly clear, and to depend on 
the conception of order; this conception must be fundamental in measurement, 
because the obvious reason for giving to numerals a unique position as names is 
their possession of a very definite and complete kind of order. My answer is that 
two methods measure the same thing, if the order of the numerals assigned by one 
to the members of a group is always the same as the order of the numerals assigned 
by the other to those same members. If, and only if, that is so, there is a definite and 
significant one-one relationship between the names assigned by the two methods. 
But one proviso must be added. The orders assigned by two methods differing in 
sensitivity can never be exactly the same; for one will distinguish things that the 
other confuses. Unless we are to confine the term measurement entirely to the most 
perfect methods, and refuse to recognize imperfect methods as measurement at all, 
we must add that differences of order arising inevitably from the ambiguity of the 
less perfect methods are negligible. Methods are the same if, and only if, their 
orders are the same as far as the ambiguity inherent in any of them permits. 

According to this criterion platinum thermometry and guessing measure the 
same thing (subject to certain reservations raised in § 8, which enforce our ultimate 
conclusions). But let us carry our analogy with Dr Richardson’s work a step farther, 
and suppose that the basins are prepared by mixing in them S parts of hot water 
with 100 — 5 parts of cold water, 5 being measured. The order of i?, the numeral 
assigned by guessing, will be found to agree, apart from ambiguity, with the order 
of 5 . If R is plotted against 5 a smooth curve will be obtained. But do 5 and R 
measure the same thing, according to the criterion? If basins are never prepared 
otherwise than by mixing the hot and cold water, the answer is. Yes. But we must 
note two possibilities, {a) We might prepare by other means basins of water pre¬ 
cisely similar to those produced by mixing, e.g. by heating cold water with a flame. 
(b) We might prepare objects of other kinds, e.g. basins of oil or even solid bodies, 
that could not be simulated completely by mixing hot and cold water, and yet could 
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be “measured’’ in exactly the same way and included in the same order with the 
basins of water. If we take these possibilities into account, the order of R is not 
always the order of S ; for there may be no 5 . Accordingly, especially in view of 
possibility ( 6 ), we should say that S and R do not measure the same quantity. But 
we must note also (r) that we could always prepare by mixing hot and cold water, a 
basin, characterized by a definite 5 , which would be equal in temperature to, and 
have the same value of R as, any of the objects that had not been, or could not be, 
prepared by that process. 

In these circumstances, I think our attitude would be this. S and R are not the 
same thing. But by measuring the 5 of a body having the same temperature as a 
body which can otherwise be measured only by R (for the moment we are ignoring 
platinum and other thermometers), we obtain a more sensitive way of measuring 
the thing measured by R. For S is actually less ambiguous than R ; and the ambiguity 
in deciding whether two temperatures are equal is less than that in assigning i?’s 
to them. Though R may be a way, even the only way, of measuring the thing directly, 
S measures it indirectly; and the indirect method is the better; it is to be preferred 
always, except when we are temporarily content to put up with imperfection. 


§6. FIRST CONCLUSION 

The analogy is incomplete only because, in Dr Richardson’s work, possibility 
(b) is absent and perhaps possibility (<7). (I simply do not know whether a series of 
differently saturated hues can be prepared otherwise than by mixing a saturated hue 
with white.) The absence of these possibilities makes it less plausible to maintain 
that R and S are not the same thing; but, whether they are or are not the same thing, 
possibility (r) makes it quite certain that measurement by 5 , even if it is indirect, is 
a better way of measuring what R measures than direct measurement by /?. Our 
conclusion then is this. Dr Richardson’s advocacy of his proposed method of 
measuring sensations rests on the smooth curve that he obtains between R and 5 . 
But that proves only that S and R have the same order, apart from ambiguity in¬ 
herent in R, But that, in its turn, gives rise to a strong suspicion that R measures 
the same thing as S, so that his proposed method measures a “stimulus,” not a 
sensation; and it proves quite definitely that, even if R and S are not the same thing, 
the best way to measure what R measures, is not by his method, but by the indirect 
method involving S, In other words his facts prove the exact opposite to his 
conclusion. 


§7. MEASUREMENT AND NUMERICAL LAWS 

So far we have assumed that the purpose of measurement is distinction and 
identification. And that is certainly one purpose. But if we return to our analogy we 
shall see that there is another. (If a psychologist reads what follows, he may not 
understand the references to “fixed points” and “thermodynamic scale”; but he 
need not understand more than the conclusions drawn.) Platinum-resistance 
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thermometry requires four fixed points. Numerals can be assigned to other tem¬ 
peratures with the same sensitivity and definiteness, whatever numerals are assigned 
to these points. Actually however we do not regard it as providing satisfactory 
measurement, unless they are so assigned that the scale agrees with the thermo¬ 
dynamic scale. Why? 

The reason is that one of the purposes of measurement is to enable us to discover 
numerical laws between things measured. Physicists do not regard a law as a true 
numerical law, unless its form is simple and/or explicable by a theory; if it does not 
fulfil that condition, it is a mere empirical law. It is a fact that we do not arrive at 
true, as distinct from empirical, laws involving temperature, unless we choose the 
fixed points so that the numerals assigned by platinum thermometry agree with the 
thermodynamic scale. 

It appears to me that part of Dr Richardson’s arguments in favour of his 
measurement by guessing (he never states them definitely) are based on this purpose 
of measurement, the formulation of numerical laws. He argues that his relation 
between S and i? is a numerical law, and that therefore the process of assigning 
numerals on which it rests, since it fulfils this purpose of measurement, must be 
measurement. If he produced any evidence that his law is a true, and not an em¬ 
pirical, law, the argument might have some weight, though it would never be con¬ 
clusive. But in the absence of that evidence, it is of no value at all. Any process of 
assigning numerals in respect of a property capable of order, in accordance with that 
order, can hardly fail to lead to an empirical numerical law relating the property to 
some other. But the process of assigning numerals in accordance with an order is 
not necessarily measurement; if it were, the “numbering” of houses in a street 
would be measurement. If Dr Richardson is going to introduce at all the conception 
of a numerical law—a distinctively physical conception—^he must accept the general 
standpoint of that science. In physics it is quite certain that a process of assigning 
numerals is not regarded as measurement, unless it fulfils conditions more stringent 
than the mere representation of order. The fact that a process leads to a true numer¬ 
ical law may possibly be evidence that these more stringent conditions are fulfilled; 
the fact that it leads to an empirical law most certainly is not. 

§ 8. IS R A SENSATION? 

So far we have been inquiring whether R measures anything. If we had answered 
that question affirmatively, it would still have been necessary to inquire whether it 
measures a sensation. A few remarks on this matter may still be made; fortunately 
some of them are independent of any knowledge of psychology. 

If the line along which Dr Richardson’s observers are asked to place their points 
is necessary to the “measurement” of i?, then what R measures is certainly not a 
sensation; for nobody will pretend that a straight line is a constituent of a sensation 
of hue. The line would be necessary, if it turned out either that observers refused to 
assign numerals directly instead of indirectly by means of the line, or that the 
numerals assigned directly differed systematically from those assigned indirectly. 
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It seems almost certain that the value of R assigned to a hue depends on the 
group of hues with which it is associated as well as on the hue itself. If the same hue 
X were presented, first, with a group all less saturated than X and, second, with a 
group all more saturated than -Y, surely the R assigned to X would tend systematic¬ 
ally to be greater in the first case than in the second. If so, R (if it is concerned with 
sensations at all) measures some compound of a particular sensation and of a group 
of sensations. 

Again, it is probable that R depends on the order of presentation, either in time 
or space. If a group of hues, containing a pair X and Y, so similar as to be just 
distinguishable, were presented in random sequence, it would sometimes happen 
that the values of R assigned were in the wrong order. But if X and Y were always 
presented in immediate juxtaposition, such a mistake would be made much less 
often. If so, R measures a compound of a sensation and of the order of presentation 
of a group of sensations. 

Lastly, it is remarkable that r 3 r Richardson combines the values assigned by 
many different observers who differ systematically. Here psychological questions 
are involved. Rut if, as seems at least plausible, a sensation is something cha¬ 
racteristic of a single individual, this procedure is not justifiable, unless some 
criterion is laid down to determine when the sensations of two individuals are the 
same or are equal. One conceivable criterion is that individuals exposed to the same 
stimulus experience the same sensation; this criterion might justify Dr Richardson’s 
practice of taking the mean of the R^s assigned by different observers; but it is in¬ 
consistent with his deliberate statement that observers differ in their sensations of 
the same stimulus. Another conceivable criterion is that observers experience the 
same sensation when they react in the same way. But then the systematic difference 
between observers shows that there can be no law between R and S ; for R is the 
reaction, and different S’s are undoubtedly associated with the same R. I can dis¬ 
cover no criterion that is not either utterly unreasonable or inconsistent with Dr 
Richardson’s practice. 


§9. FINAL CONCLUSION 

To sum up, there is no reason to believe that R, if it measures anything, measures 
a sensation, and much reason to believe that it does not. Again, if it measures some¬ 
thing, that something is not certainly different from the stimulus 5, and is certainly 
something that is measured more satisfactorily by an indirect process, involving S, 
and not by the direct process of guessing. The only apparent objection to measuring 
this something by means of S is that it then becomes impossible to state a numerical 
law between S and R, But, since there is no evidence that the law that Dr Richard¬ 
son proposes is true and not merely empirical, this objection has no weight. 

In fact, I think the position can be summed up by another analogy, which I hope 
will not be thought too frivolous. 1 know a street in which the houses are numbered 
and graduate definitely from fine houses with large gardens at one end to something 
like slums at the other. I believe that the citizens of the town in which it lies could 
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be induced (even in these days) to represent the social position of the occupants of 
those houses by points on a line, and thus to assign values of R to them, according to 
Dr Richardson’s plan. If so, the R values of the occupants plotted against the 
numbers of the houses would give a definite curve. But, in my submission, that does 
not prove that the numbering of houses is measurement or that the problem of 
measuring social position independently of wealth has been solved. The most that 
it proves is that the conventional estimate of social position is influenced largely by 
the character of the house occupied. 

§ 10. MEASUREMENT BY ORDERING DIFFERENCES 

One last word. I may seem to have proved too much. Surely, an objector may 
say, there is some significance in the fact that observers agree so well in their 
“mental estimates.” Certainly; it may be a very interesting psychological fact; but 
Dr Richardson has not produced any evidence that it is significant in the problem of 
measuring sensations. Again, he may say, surely there must be some meaning in the 
fact that the curve relating S and R is not a straight line, but has definitely some other 
form. This objection requires rather more attention. 

The curvature of the (* 5 , R) line arises from our power of ordering, not only hues, 
but also differences between hues. Almost everyone will agree, not only that a butter¬ 
cup is yellower than milk and milk than snow, but also that the difference between 
a buttercup and milk is greater than the difference between milk and snow. Now it 
can easily be shown that if we could order in this way all the differences between 
sensations, that is to say not only first differences, but also second differences, third 
differences, and so on indefinitely, then a process of measurement would be possible 
by means of which we could assign numerals quite uniquely. (Perhaps I had better 
explain, for the benefit of the possible psychologist reader, that second differences 
are differences of first differences and so on.) A simple example will show what I 
mean. If we have 5 hues, B, C, Z), £, and a choice of the numerals o to 10 to 
assign to them, and if we know that the hues stand in that order, then we can assign 
the numerals in many ways, so that the order of the numerals agrees with the order 
of the hues. But if we know also that the differences between the hues stand in the 
order A-By B-Cy C-T), £)-£, then we have only one choice; the assignment must 
be ^ 10, ^ 6, C 3, Z) I, £* o. If we knew the order of the second differences, the 
choice would be uniquely determined, even if we had more numerals at our disposal. 
Here is a system of measurement theoretically possible; the algebra of it is simple, 
but need not be elaborated. For as a matter of fact, we can rarely, if ever, order any 
differences higher than the first or second. Dr Richardson’s curve is merely an in¬ 
dication that, in this case as in many others, we can order first differences; it provides 
no evidence that we can order any of the higher differences that must be ordered if 
measurement by guessing is not to be inferior to substitutes already available. 
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DISCUSSION 

Dr R. T. Beatty. As a physicist I agree with Dr Campbeirs view that physical 
measurements are most accurately performed by methods of coincidences or of 
equality of sensations. But such methods cannot be employed to compare, numeri¬ 
cally, sensations of different magnitude: such comparisons are apparently intuitive; 
their accuracy can neither be confirmed nor disproved by any other individual, and 
as a rule the individual who makes them is unable to indicate the factors on which 
he bases his numerical comparison. 

Many people are able to compare the loudness of sounds. Experiments carried 
out by Ham and Parkinson* with 175 observers showed that with two pure tones of 
the same frequency an intensity ratio of 8 to i corresponded to a loudness ratio of 
2 to I, and this relation held good over a large range of intensity. Similar results 
were obtained by Richardson and Rossf though the scatter in their experiments was 
considerable. In the domain of vision I have made experiments on 50 observers. 
With the eyes in a definite state of light-adaptation, two lights of the same colour 
were flashed in rapid succession on a screen, the duration of each flash being one 
second, and comparisons were made of subjective brightness. When the illumination 
ratio was 8 to i the subjective brightness-ratio was on the average adjudged to be 
2 to I. 

This agreement may appear to be merely a coincidence. But in view of what 
physiologists tell us about the similarity of response of sensory nerves, whether 
excited directly or by means of a stimulus applied to their end-organs, we may 
suspect a relationship. 

A most interesting result has been obtained by AdrianJ, who measured the 
number of nerve impulses produced per second when the optic nerve of a vertebrate 
was stimulated by light falling on the retina. Under steady illumination adaptation 
occurred and the frequency of the impulses decreased, but if we consider only the 
initial outburst of impulses we find from Adrian’s curves that when the intensity- 
ratio of illumination is 8 to i the corresponding numbers per second of nerve 
impulses are in the ratio of 2 to i. 

From these results one may be justified in stating the following hypothesis. 
When two sensations of loudness or of subjective brightness are mentally compared 
as a numerical ratio, the ratio is based on, and its value is comparable with, the ratio 
of the frequencies of the nerve impulses which evoke the sensation. 

How is the numerical ratio transferred from nerve to mind? I suggest that it is 
by experience of muscular sensations. The relation between weight lifted and 
number per second of aflFerent nerve impulses from the muscles concerned is one of 
simple proportion, unlike the relation found by Adrian in the case of vision. A 
muscle is composed of individual fibres, each of which is either relaxed or completely 
contracted. If 10 fibres must contract when a i-lb. weight is lifted, 20 are re- 

• J. Acoust, Soc. Amer. 4, 511 (1932). t 7- Oen, Psychol 8, 288 (1930). 

X y. Physiol 68, 378 (1927). 
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quired for 2 lb., with a corresponding doubling of the number of nerve impulses per 
second. The sensations evoked are correlated with the knowledge that in one case 
one object is lifted, while in the other case two similar objects are lifted, and so a 
numerical ratio is assigned to the magnitudes of the sensations, a ratio which is 
identical with the ratio of the frequencies of the nerve impulses. 

If we assume that this interpretation of sensory messages is transferred more or 
less accurately to the domains of hearing and vision, we have an explanation of the 
experimental results already mentioned. 

Mr R. J. Bartlett. From one point of view measurement is a scale reading— 
the distance from a datum. In measurement a scale is presupposed. Now a scale of 
orangeness might be prepared by continued division of the distance between yellow 
and red by the method of equal-appearing intervals. A scale of the same number of 
points could be prepared by the quantitative mixing of red and yellow as on the 
colour wheel. If the various points on the one scale are approximately identical 
with those on the other, it would be reasonable to accept the physically determined 
scale rather than the psychologically determined scale as the more accurate. If, 
however, there is a marked difference between the two, the psychologically deter¬ 
mined scale must be accepted as the more correct scale of orangeness, and interest 
will centre in discovering, if possible, a law that will connect the two scales and so 
enable the more consistent physically-determined scale to be converted into a scale 
that is psychologically true. 

Mr J. Guild. Dr Campbeirs paper deals with a subject which, at first sight, 
does not appear to offer much interest to physicists as a whole. Direct interest in 
these problems among physicists is probably confined to those who work in branches 
of optics and acoustics in which there is some overlap between physics, physiology 
and pvSychology. Nevertheless, discussion of the specific question on which Dr 
Campbell and Dr Richardson are at variance raises wider issues which ought to be 
of interest to every member of this Society. 

Dr Campbell is the author of the only text-book which has been written on the 
theory of measurement, so I presume we may take it for granted that every physicist 
is familiar with his views. Needless to say, on so vast a subject there are minor 
points on which differences of opinion can arise, and unfortunately one is involved 
in the present paper. Dr Campbell puts forward the thesis that two methods of 
experiment measure the same thing if the numerals obtained by them are always in 
the same order. In my opinion this criterion, while necessary, is not sufficient. 
Further criteria are necessary, which, though expressible in various ways, originate 
in the theory of similar relations. I do not, however, wish to discuss this question 
further ^d thereby divert attention from the author’s main conclusion, which is 
that whatever the experiments of Dr Richardson and Mr Maxwell actually accom¬ 
plish they certainly do not ‘‘measure sensation.” 

I am in complete agreement with this conclusion, which necessarily emerges 
from any method of analysing these experiments, and follows from the fact that 
there is not a one-one relation between stimulus and sensation. 
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I'he entities which enter into these experiments are not identified except by 
reference to specified stimuli. The observer is presented with three stimuli, Sj, S2 
and iSg and finds a certain order to exist among entities which have to be described 
as “the sensation evoked by Sj “the sensation evoked by and so on. These 
entities belong to the class of things called descriptive functions and cannot be identi¬ 
fied with any one of the terms occurring in them. The R% with which the observer 
experiments are not, therefore, either sensations or stimuli: they are complex 
functions involving both. 

If the relations involved in these functions were known to be one-one (not 
merely not known to be not one-one) we should be entitled to regard each function 
as serving to identify a sensation. This would still be insufficient to constitute a 
method of measuring these functions a method of measuring the corresponding 
sensations; but we need not discuss this latter point because, as a matter of fact, we 
know quite well that the relation between stimulus and sensation is not one-one but 
varies with every alteration in the conditions. 

In order to obtain a one-one correspondence it is necessary to extend each de¬ 
scriptive function by inserting an instant of time, obtaining “the sensation evoked 
by S at the instant ” The relation “evoked by S at the instant/ “ is one-one between 
stimulus and sensation and serves to identify a sensation in the same limited sense 
that “the word being spoken by Dr Richardson at the instant t “ serves to identify a 
particular word even if we have no knowledge of what word it is. 

But it is clear that we cannot interpret the i?s which emerge from these experi¬ 
ments as definite descriptive functions of this kind, for immediately we make them 
definite by specifying instants we also make them ephemeral. Their significance is 
confined to the specified instants and cannot be maintained throughout a system of 
relations involving several experiments. Any law emerging from a scries of experi¬ 
ments cannot concern the definite functions involving instants, but must subsist 
between the ambiguous functions which do not involve instants, and which, for 
that very reason, cannot serve to identify sensations. 

The preservation of the identity of the function “the sensation evoked by 
say, throughout a series of experiments, does not involve preservation of the identity 
of any sensation. Now it is essential to the meaning of a relation that all the terms 
which appear in it shall preserve their identity throughout the whole series of 
operations involved in determining the relation, and, as this is not true of sensation 
in experiments in which sensations are only indicated by reference to stimuli, any 
relations obtained cannot be relations subsisting among sensations. 

'rhe sensations evoked by the two terminal stimuli to which the observer relates 
the intermediate member are not, as Mr Maxwell claimed in his remarks, standards 
of sensation, but are standards of the complex function “the sensation evoked by 
and the R to which the results apply does not denote the one term, sensation, 
but denotes the entire function. 

It is impossible here to discuss the distinction between a descriptive function 
and the terms which appear in it, but a consequence of the distinction is that things 
which are true of the function are not necessarily true, or even significant, when 
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said of any individual term, and vice versa. The function and its terms are entities 
of different mathematical types, and to confuse “the sensation evoked by 5“ with 
a definite individual sensation is a gross error in logic. 

There is a plentiful field of experiment for psycho-physicists in determining the 
relations between ambiguous descriptive functions of this type, but a clear apprecia¬ 
tion of their meaning is necessary if the interpretation of the results is not to remain 
permanently obscure. 

It will always remain obscure so long as a relation such as that shown by Mr Max¬ 
well’s curve is assumed to be a relation in which the related terms are sensations and 
stimuli. It is a relation in which each value of the independent variable is a stimulus, 
and the corresponding value of the dependent variable is that member of the class 
of ambiguous descriptive functions “the sensation evoked by 5“ which is obtained 
by putting the stimulus in question for S. Each sample of the dependent variable 
itself involves an undetermined relation between stimulus and sensation. 

All this follows from the nature of the experiment and does not depend on what 
the observer thinks he is doing when he assigns values to the dependent variable. 
In order to get any further in the process of interpretation, we must consider to 
what extent the results represent a subjective interpolation of the phenomena 
actually existing during the experiments^ and to what extent they are influenced by 
past experience of the appearances presented by combinations of stimuli. 

It would be very difficult for an experienced photometrist or colorimetrist to 
perform these experiments “honestly.” Despite himself his judgment would be 
influenced by knowledge of the stimulus combinations required to produce ap¬ 
pearances similar to those presented to him, and the “values” which he assessed 
would be little else than estimates of the stimulus ratios. This process is truly, as 
Campbell suggests, only an attempt to measure stimulus ratios by a rather un¬ 
satisfactory method. There are very few members of the community who have not 
picked up ideas—none the less definite because they are frequently wrong—on the 
association of appearances with stimulus characteristics. The influence of these 
ideas on the observer’s “answer” cannot be eliminated just by instructing him not 
to think about them. They would have to be eliminated not only from his conscious 
intentions but from the records which exist in the neurones of his central nervous 
system. 

In my experience the preconceived ideas of the man-in-the-street on colour¬ 
mixing, for example, are not less definite than those of the experienced colori¬ 
metrist. They differ from his only in being less nearly in accordance with physical 
facts. It is possible, therefore, that an inexperienced observer when performing an 
experiment of this kind is doing exactly the same thing as a colorimetrist would almost 
certainly be doing; that is, guessing the stimulus ratios, the only difference being 
that his guesses would have a greater tendency to be systematically wrong owing to 
the wrongness of his preconceived notions. 

I do not see that we can definitely conclude, without further evidence than is 
contained in the experiments tliemselves, that the departure from a straight line 
exhibited by Mr Maxwell’s results indicates anything more than a systematic 
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wrongness in preconceived ideas on additive colour-mixture, based, as are most 
people^s ideas on colour-mixture, on a miscellaneous experience in which subtractive 
colour-mixing predominates. 

I do not suggest that this is all that is involved in the curve, but merely that it 
is by no means proved that anything else is involved. If it could be shown that 
similar results were obtained by observers so entirely ignorant of the world they live 
in as to have no preconceived ideas on anything, we could then definitely conclude 
that a true subjective ordering of immediately present sensory phenomena was in¬ 
volved; but persons of this kind are hard to find, even among psycho-physicists, 
and some doubt must, apparently, always remain regarding the extent to which 
judgment based on memory enters into such experiments. 

In conclusion I would refer to a more general matter. Whenever discussions of 
this kind arise concerning the meanings of words and processes there are always 
some who regard such discussion as mere ‘‘hair-splitting** and quibbling over un¬ 
essential distinctions. “ Let us get on with our experiments,** they say; “what does 
it matter whether we call a process measurement or not, or whether we call the things 
with which we experiment sensations, or ambiguous descriptive functions, or any¬ 
thing else; it is the results that matter.*’ lliis attitude, in my opinion, reaches the 
limit of absurdity. It is tantamount to the assertion that it doesn*t in the least matter 
that we should know what we are talking about. Results cannot “ matter ** until we 
express them in propositions of known meaning. If I assert that I kick a football, 
this only becomes intelligible because kick denotes a certain process and football 
denotes a certain kind of object. If I make an assertion in these words and then 
qualify it by saying that it doesn’t matter whether kick means the process which this 
word usually denotes or football the kind of object which this word usually denotes, 
what fact have I succeeded in describing? 

The significance of any asserted fact does not lie in the mere sound or gram¬ 
matical form of the assertion but in the meanings of the words used and the kind of 
relations in which these meanings stand to one another. 

If we wish to talk about measurement in connexion with sensations, then mea¬ 
surement must mean measurement, and sensations must mean sensations—the things 
actually felt —and not entities of a different mathematical and logical type. Any 
statements involving these words but not these meanings can never be anything but 
sheer nonsense. 

Dr W. D. Wright. I hope our ideas on visual sensations will be clarified as a 
result of this discussion. I was, however, disappointed with the oral remarks of 
Mr (juild, in whose opinion I have considerable faith. I am afraid I followed very 
little of his argument, but I did gather that he looked on the measurement of visual 
sensations as a particular example of some general proposition. This method of 
attack is usually to the disadvantage of the particular problem. Hence my dis¬ 
appointment. This was the more unexpected as Mr Guild had already dealt clearly 
with the problem in his discussion of Dr Richardson*s original paper. If I may 
quote, he says there “ But we cannot measure the magnitude of a sensation. We 
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cannot experimentally isolate a unit of sensation from which to build up a quanti¬ 
tative scale of magnitude as required by all processes of measurement. This does 
not mean that we cannot make subjective estimates of the magnitude of a sensation: 
that in fact is the only means we have of obtaining quantitative information about 
sensations.” With all of this I am in entire agreement. If now we apply this view, 
it seems to me that the outstanding points of Dr Campbell’s paper lose their signifi¬ 
cance. 

For example, Dr Campbell concludes that since R varies with S, in all prob¬ 
ability R simply measures 5 in a bad way. But if i? is a mental estimate of the 
magnitude of a sensation, then it certainly is not a measure, good or bad, of S. It 
must be one or the other, but it cannot be both, and I think Dr Campbell is wrong 
in regarding it as a measure of 5. 

Again, Dr Campbell, quite rightly, assumes that R will vary with the simul¬ 
taneous or successive contrast to which the eye may be subjected. But to suggest 
that, assuming R did measure a sensation, it would in this case measure a compound 
of sensations, is quite wrong. R is an estimate of a particular sensation, an entity 
which, certainly, is affected by the experimental conditions but only as regards its 
magnitude and not its quality, (We must assume that the colour remains on the 
same line between white and red.) Hence while the magnitude of the sensation is 
changed, R is still an estimation of this magnitude and not of any compound of 
sensations. An analog}^ may make the point clear. If we had a basket containing a 
dozen apples, 12 would represent the number of apples in the basket. If, now, a boy 
came along and stole four apples, there would be eight left. Then 8 represents the 
number of apples now in the basket, but on Dr Campbell’s argument 8 measures a 
complex function of the apples, the basket and the boy. 

I am in partial agreement with Dr Campbell in his argument against combining 
the values from different observers. Evidently if each individual experienced a marked 
difference in sensation for the same stimulus, such a combination would be meaning¬ 
less. For instance, a smooth curve between R and S that was obtained by combining 
results for a number of normal observers and a number of colour-blind observers 
would be meaningless. The result would correspond to no known individual. But 
for observers who have normal vision the mean curve simply represents what an 
average observer gives as his estimate, and includes the effect introduced by the 
minor variations evoked by the same stimulus. It is admittedly necessary to assume 
that these variations are relatively small and distributed about a mean, but Dr Camp¬ 
bell apparently considers that they must be non-existent. 

One last point. It appears to me that Dr Campbell’s suggested method of 
measuring sensations by ordering differences is, in effect, the same process as that 
implied in the Weber-Fechner law, namely the ordering of sensations by observing 
just-noticeable differences of sensation for varying stimulus. The novelty of the 
method is therefore doubtful. In any case, as Mr Guild has indicated, we cannot 
measure sensations, and this method, with any others, must be discarded. 
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Mr T. Smith. An essential question involved in this discussion is the meaning, 
and possibly the need for limitation of the scientific use, of the word “measure¬ 
ment,” I should like to express my agreement with the position Dr Campbell has 
taken up in his book Measurement and Calculation^ and the view that Dr Richard¬ 
son’s application of the word to mental estimates is unfortunate and inconvenient. 
The arguments used in this paper must be read in conjunction with the more detailed 
discussion in Dr Campbell’s book, for owing to the need for brevity some conditions 
essential for the validity of the arguments are not specifically referred to, e.g. the 
limitation to a closed set of the numbers used to express measurements. 

Measurements other than those of derived magnitudes depend upon a pro¬ 
cedure by which two magnitudes A and B can be conjoined so as to be equivalent 
in some respect to a third magnitude C belonging to the same group as A and B. 
Provided this relation obeys some well-known conditions the process can be assimi¬ 
lated to arithmetical addition, and hence numerical values can be assigned which 
enable connections to be established with numbers corresponding to other measur¬ 
able properties. If it were possible to devise a process for synthetizing two sensa¬ 
tions so that in some respect they were jointly equivalent to ^ funct sensation we 
should be able to measure sensations. In the absence of si'opiru^rocess careful 
examination shows that, whenever real measurement is ca^^’td out, it is not a 
sensation, whatever else it may be, that is being measured. 

In investigating estimates of the ratios of sensations Dr Richardson is examining 
a matter of very general interest, but I suggest that part of his procedure is open to 
criticism. It may be that some people readily and naturally form definite judgments 
of the relative intensities of their sensations, but many of us find the process arti¬ 
ficial and very uncertain. Sensations sufficiently akin can be placed readily enough 
in a definite order, an order in which general agreement can be obtained. If, for this 
discussion, we use the symbols < and > to denote “slightly less than ” and “slightly 
greater than” with respect to some property for which less and greater have been 
defined, the useful relations between sensations of the same class can to my mind 
be adequately described by the series of symbols 

<!<c, <r, *c, —, >, >>■. 

The only point on which I am uncertain is whether it is not also desirable to add -- 
to express the relation between those sensations for which we find it difficult to 
decide between t, ^ owing to the unavoidable intrusion into our consciousness 
of other properties than the one under consideration. If I may take an example 
from Dr Richardson’s recent paper “A quantitative view of pain”* in place of his 
scale A -^ B ~-- 20, C' ^ 30, C -= 70, a 100, D = 200, E == 500, ^ -=500 (C' 
represents C when the sufferer’s attention was distracted from his pain), I should 
probably not be able to say more than 

A<<B<C'<C<oL<D<E = p. 

We hear children make such remarks as that one kind of pain is “ ten times worse ” 
than another, but I have always regarded this as a child’s way of saying “much 
• BriuJ, of PsychoL (General Section), 23, 401-3 (1933). 
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worse/’ To Dr Richardson the numbers apparently have a meaning, but to me the 
statement that a certain pain is ten times as intense as the one I am experiencing 
carries no precise significance. The conjunction of numbers and sensations may 
sometimes be merely a matter of mental association, comparable for example with 
the association formed by some people of the days of the week with particular 
colours. If I understand Dr Richardson correctly he claims to recognize ratios in 
sensations, but not to be able to recognize the intensity level of a single sensation. 
For example, in the paper referred to the scale is defined by taking a as 100, where 
a is “that pain which just prevents one from going to sleep at the time and under 
the circumstances in which one does ordinarily fall asleep when free from pain.” 
A definition of this kind is not without its dangers: to take a somewhat analogous 
case concerning the sense of hearing, one may ordinarily not be awakened by a 
violent thunderstorm at the time and under the circumstances in which one is 
ordinarily awakened if one’s name is spoken. 

Mr Maxwell and Mr Bartlett appear to be concerned with the comparison of 
intervals or differences between sensations rather than ratios. Mr Maxwell refers 
to interpolation between standard sensations; but the sensations in fact are not 
standards, but merely the sensations resulting at the particular time from exposure 
to standard stimuli. Apparently Mr Maxwell does not rely on judgments of ratios 
of intensities, though for Dr Richardson these “ratios were estimated in a manner 
so direct as to elude analysis.” If I may judge from my own trials and those of some 
of my colleagues who have made colour experiments on the lines proposed by 
Dr Richardson, the estimation of these ratios is commonly difficult and the process 
is both slow and indirect. Even though efforts were made to disregard any know¬ 
ledge based on general experience of measurements, the results suggest that the 
numbers obtained were influenced by past experience where this existed. In general 
there are wide differences’* from one person to another in the values reached as well 
as in the mental paths followed in obtaining them. I can therefore neither subscribe 
to the implications of Mr Maxwell’s claim that the observer “knows his own mind ” 
nor on the other hand attach importance to Mr Maxwell’s mean curve, which is 
assumed to be a function solely of the form of the question and the answer given, 
and independent of the varying criteria adopted by different subjects. 

My own trials lead me to think that in some of these investigations the number 
of arbitrarily fixed points is too small to define a scale. For example, in placing a 
pink on a scale bounded by white at one end and red at the other I may try to imagine 
the appearance of a coloured band which changes “uniformly” from white to red, 
and to place the pink strip at the appropriate position of the band. I then encounter 
the difficulty that “uniform” is so uncertainly presented to my imagination that a 
pink physically half-way between the white and the red may occupy any position 
in the central half of the linear interval, and may conceivably even lie outside it. If 
any position within this large fraction of the whole length is selected, there is no 

• As far as I can judge the spread of the observed points in my experiments was distinctly greater 
than m those of Mr Maxwell. This appears to me to be largely a matter of chance; the spread is 
not necessarily of importance. 
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difficulty in placing additional colours of the white-red series with considerable 
precision to form what appears to the eye as a “uniformly*^ changing series. This 
experience may imply that the particular intervals white to pink and pink to red are 
dissimilar in type, so that there is no intrinsic meaning in their ratio: it suggests on 
the other hand that compound ratios invariant on projection may be of significance. 
The process is certainly very different from that involved in comparing two lengths. 


Ill /I 
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The accompanying diagrams may be of interest. The isolated points of the top 
row in the upper diagram represent the positions assigned to coloursbj Richardson’s 
method, the colours varying from red through yellow to yelkmish green. The corre¬ 
sponding row of points in the lower diagram relates to a blue-green series of low 
luminosity. The bottom row of each diagram represents measurements of the stimuli, 
'rhree suitable members, representing approximately the extreme and the mean of 
the top scales, were used to determine a projection so that the positions of the three 
estimated points were moved to coincidence with the corresponding measured 
points. The projected points are shown on the middle line, and connections between 
measured and estimated points are added. In the upper diagram the two additional 
joins are approximately vertical, and suggest that the estimates are projectively re¬ 
lated to the stimulus measurements*. The approximate parallelism of most of the 
joins in the lower diagram suggests that a similar relation holds here also, the points 
which happen to have been chosen for reference being the least regular. The irregu¬ 
larities, including the one reversal of order between measurement and estimate, are 
undoubtedly due to the disturbing effect of differences in luminosity, though these 
differences were not really great. These two examples certainly do not contradict 
Dr Campbell’s conclusion that, however unconsciously, our numerical estimates 
relate to the stimulus. I ought to add that I have no experience of colorimetric 
measurements, so that the distribution of my points was not in any w^ay influenced 
by a knowledge of what measurement would yield. 

Dr J. H. Shaxby. I am in general agreement with the views of Dr Campbell on 
these problems of sensory magnitudes. I confess that I have never been able to 
persuade myself that such an estimate as this of a pink, by placing a point on a line 
whose extremities represent red and white, is not an assessment of stimuli rather 
than of sensations. If I try to estimate a weight in the same way in relation to two 

* It is pertinent to remark that different systems of colour scales are projectively related to one 
another. 
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other weights, one lighter and the other heavier, I seem to be asking myself what 
weight will produce the same sensation by interpolation between the sensations 
given by the two extreme weights, i.e. I am making a judgment of stimuli. 

The particular stimulus in question in the red-pink-white test is not so obvious 
as in the matter of weights, but I cannot feel that there is any essential difference 
between the two cases. 

In other words, I seem to be using my sensations as a sort of apparatus to form 
a scale of measurement of the stimuli producing those sensations. If I knew nothing 
of the experimental work on just-perceptible-differences, I should be tempted to 
call this scale a linear one, that is to associate equal lengths on it with equal changes 
in the stimuli. That this is not so seems only to indicate that my sensory apparatus 
gives ‘‘readings related to the stimuli in a way more complicated than that of pro¬ 
portionality, and not to justify me in supposing that I am measuring something 
quite different, namely my sensations. I am no more establishing a scale of sensa¬ 
tions than, in using the positions of the deflected pointer of a galvanometer, I 
establish a scale of angular measurement. Just as I assume this scale of degrees in 
using the galvanometer, so I assume a sensation scale as the indicator of gravita¬ 
tional or pinkness stimuli, and in the very act of doing this I rule out any possibility 
of finding out anything fundamental about the quantitative aspects of sensation. 

I have consciously or unconsciously made a definite, but unverifiable, assumption 
about my sensations, and, having done so, I may not argue back again to any law 
of magnitude of sensations. 

In all such tests we use our memory of previous (even if immediately previous) 
sensations to make the very sort of test that Dr Campbell shows that we can make 
more sensitively by an actual variation of stimuli to produce a sensation not differing 
appreciably from the one experienced: a sort of null method. 

Further there is the great difficulty of adaptation, which affects all our sensory 
estimates. Such methods as these under discussion not only leave the degree of 
adaptation out of account, but necessarily make its value indeterminate. 

Incidentally, what sensations or stimuli are estimated in Dr Richardson*s ex¬ 
periments? In the simplest way of conducting them one end of a line stands for 
maximum redness, the other for maximum whiteness, but also there is least bright¬ 
ness at the red end and greatest at the other. Are we then judging by redness, white¬ 
ness, redness versus whiteness (saturation), brightness, or a combination of these? 
It must surely be some combination, for if we made the brightnesses of the red and 
of the white (grey) each equal to that of the given pink, we should, I think, get a 
different position of the pink on the line. In other words, in marking a point on the 
red-white line we are attributing to a unique sensation a particular position on a 
scale, but this scale is not a function of any simple sensation or stimulus, and we 
have no means of knowing the parts played by different variables in fixing the scale. 

Major J. L. P. Macnair. I think the controversy really goes a good deal deeper 
than any question of stimuli or sensations. Briefly it appears to me to resolve 
itself into the fundamental problem, about which psychologists are still by no means 
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agreed—^have we a mind or not? If we have, R might represent some form of 
subjective measurement. If not, and all perception is purely physiological, then S 
is really the same thing as /?, though there may be many intermediate steps. 

But even in the latter case, to measure anything physically we must have some¬ 
thing to measure it against. What? I do not find Richardson’s analogy of the 
-J^-centimetre guess convincing. When judging centimetre we are in reality making 
a mental comparison with a measuring rod whose form is very familiar to us. 

Mental measurements, if really distinct from physical comparisons, must be 
absolute. But what is absolute mentally always turns out to be relative when looked 
at physically; see Dr 'rhouless’s experiments on the projectional visual observation 
of an inclined ellipse. It is practically impossible to say at what stage an ellipse 
rotated about its minor axis projects a circle to the eyes, because the mental process 
takes into account the surrounding objects. Hence the very seeming inaccuracies 
complained of by Dr Campbell are in a way a support for mental theories. For this 
reason also orders of difference cannot, I think, possibly provide a method of 
approach. 

'rhe difficulty will not be finally resolved until we have decided whether mind 
is to be regarded as separate from body or not. At the same time the “philosopher 
in the street ” (whom I diffidently claim to represent) must welcome Dr Campbell’s 
interesting and provocative paper and the discussion it has aroused, as helping us 
towards such a decision. 

Capt. C. W. Hume. Whenever by inadvertence I get into a hot bath with cold 
feet I always look at the thermometer. In the trying circumstances it is a great 
comfort to reflect that this latter is an instrument of precision whereas my mental 
estimate of the intensity of sensation is fallible if not meaningless. I just take the 
logarithm of the absolute temperature, and bear in mind that this is the only quantity 
that has assignable significance. 

Dr J. O. Irwin. I have been struck by the fact that there appears to be an 
analogy between a judgment of sensation and a judgment of probability. Probability 
is defined by Mr Keynes as the degree of rational belief in a proposition on certain 
evidence. Strictly speaking for given evidence there can only be one rational degree 
of belief in a proposition, but Mr Keynes admits that different people might differ 
in their degree of belief in a proposition on the same evidence. He says, for instance, 
“ Some part of knowledge, knowledge of our own existence or of our own sensation, 
is clearly relative to individual experience. We cannot speak of knowledge absolutely 
—only of the knowledge of a particular person. Other parts of knowledge—^know¬ 
ledge of the axioms of logic, for example, may seem more objective. But we must 
admit, I think, that this too is relative to the constitution of the human mind and that 
the constitution of the human mind may vary in some degree from man to man. 
What is self-evident to me and what I really know, may only be a probable belief 
to you or may form no part of your rational beliefs at all. And this may be true, not 
only of such things as my existence but of some logical axioms also... .What we know, 
and what probability we can attribute to our rational beliefs, is therefore subjective 
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in the sense of being relative to the individual. But given the body of premises 
which our subjective powers and circumstances supply to us, and given the kinds of 
logical relations upon which arguments can be based and which we have the capacity 
to perceive, the conclusions which it is rational for us to draw stand to these premises 
in an objective and wholly logical relation.*’ 

For ‘‘degree of rational belief in a proposition on certain evidence” substitute 
“sensation evoked by a stimulus under certain conditions” and the analogy begins 
to appear. If we could make the conditions sufficiently precise it is difficult to be¬ 
lieve that we should not get a unique sensation corresponding to a given stimulus, 
but in actual practice different people may differ in the sensation evoked by a given 
stimulus, or the same person may differ on different occasions. 

It does not follow that the sensation is measurable any more than it follows that 
the probability is measurable. One may again quote Mr Keynes. “ There are some 
pairs of probabilities between the members of which no comparison of magnitude 
is possible; that we can say, nevertheless, of some pairs of relations of probability 
that the one is greater and the other less, although it is not possible to measure the 
difference between them; and that in a very special type of case, to be dealt with 
later, a meaning can be given to a numerical comparison of magnitude.” For 
“probability ” substitute “sensation,” and would anyone seriously quarrel with the 
statement.? We may note in passing that of course probability in the sense of “ degree 
of belief” is quite a different thing from “empirical frequency” or the relative 
number of times an event will happen in the long run, but again under some circum¬ 
stances there will be an intimate connexion between the two. 

The following extension of the analogy is perhaps no more than suggestive. If 
we write R for stimulus and dS for a small increment of sensation we might write 

dS ^f{R) dR, 

meaning that the just perceptible difference in stimulus is some function of the 
stimulus increment*. Now dSj as Dr Campbell has shown us, does not measure 
sensation, but it may be related to it. Now suppose we are examining some measure¬ 
ment—say the stature of a few hundred or thousand individuals—let us write x for 
stature and dx for a small increment of stature: then we shall find dp^ <f> (x) dx, 
where dp is the proportion of individuals whose stature lies between x and x H- dx. 
Now dp is not a probability, it is an empirical frequency; but it is closely related to 
a probability. Is it too fanciful to suppose that dS is related to sensation as dp is 
related to probability.? To complete the analogy we should have to be able to identify 
dp with the smallest difference in stature (a:) such that for the two values Xi and x^ 
between which the difference lies one of the two propositions “the stature of this 
man is ” and “ the stature of this man is Xg ” could be judged more probable than 
the other. Is this legitimate? At any rate it raises the hope that some competent 
logician might be able to state precisely the conditions under which sensation would 
be a measurable quantity. 

Again I can see no reason why keen experimentalists should not ask people to 
• l{f{R)=^clR wc have Weber’s law. 
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make mental estimates or guesses of the point on a line which corresponds to the 
probability of a given proposition on given evidence, just as Dr Richardson has 
obtained mental estimates of colour-saturation, loudness and pain. 

The Rev. R. S. Maxwell. In his analogy with temperature in paragraphs 2 to 5 
Dr Campbell appears to have begged the question with regard to the experiments 
conducted by Dr Richardson and myself. Throughout, we were concerned with the 
measurement of sensations, not of stimuli. The sensation of warmth is surely a 
different thing from temperature. It may be granted that any such measurement is 
in a very primitive stage and is not necessarily very accurate. The underlying 
question appears to be Is it possible to make any such measurement quantitatively 
at all? I.e., can we assign any numerical value to such sensations as we may ex¬ 
perience in terms of standard sensations—a standard sensation being defined as the 
sensation produced by a standard stimulus?** 

I should be prepared to maintain that the answer to such a question is definitely 
in the affirmative. I have tried it myself in the case of colour estimations*, the loud¬ 
ness of sounds in a telephone receiverf, and the temperature-differences of water in 
various beakers. I feel that for myself I can assign a definite numerical value to such 
sensations. Call it guessing, if you \^ill. No one would expect a very high degree of 
accuracy in the use of such a method, but I feel that what I measure is an internal 
sensation, and not an external stimulus. 

Take the question of temperature-differences in more detail, since Dr Campbell 
refers to it especially. A few days ago I tried the following experiment. I took two 
beakers containing water at 25^ and 35' C. respectively, and got an assistant to pour 
\\ atcr of an unknown temperature into a third beaker. I placed the first finger of the 
right and left hands into the hot and cold water respectively. This gave me a 
standard sensation produced by a standard temperature-difference. After fifteen 
seconds I transferred the right hand into the beaker containing the water at the un¬ 
known temperature. This gave me the sensation due to an unknown temperature- 
difference, and 1 felt quite confident in assigning a numerical value to such a 
sensation, and although 1 should not be prepared to claim any high degree of 
accuracy for it, I definitely feel that it did represent a quantitative mental estimate 
of temperature-difference. When fourteen such estimates were made, the results, 
although somewhat scattered as might be expected for such a crude experiment, did 
lie more or less evenly distributed about a straight line. 

One final suggestion. Is it possible that the whole controversy has arisen through 
a misunderstanding of the meaning of the words used by Dr Richardson and 
Dr Campbell? The quantitative mental estimates either of colour, or sound-in- 
tensity, or temperature-difference made by Dr Richardson and others do appear to 
have some perfectly definite meaning even if they do not conform to Dr Campbell’s 
more rigorous definition of the word “measurement.” Would it not be possible to 
use the word “ estimate ” rather than “ measurement ** in such cases ? Dr Richardson 

* R. S. Maxwell, Brit.J, Psychol. 20, 181-9 (1929). 

+ L. F. Richardson and J. S. Ross, of General Psychol, 8, 299-300 (1930). 
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himself appears to hint at some such course when he suggests that Sensation 
belongs to some more primitive type of magnitude which has hitherto escaped 
classification 

Dr R. A. Houstoun. It would help to clarify our ideas if Dr Campbell could 
answer the following questions on the subject of his paper. The visible stars have 
been divided into six magnitudes since the time of Ptolemy. For centuries the 
estimation was made visually, but now it can be done photometrically by comparing 
a star with the pole star or with an artificial star and altering its intensity by means 
of a nicol prism, or it can be done photographically by measuring the blackening of 
the image. The results obtained by the three methods can be related by formulae. 

What did Ptolemy measure by his magnitudes, if it was not sensation? Is the 
term “ measurement ** to be withheld from the results obtained by the visual method 
and allowed to the results obtained by the other two methods? 

Reply by Dr L. F. Richardson: 

1. Physicists are accustomed to estimate mentally, or if you prefer to guess, 
tenths of a scale division; also to gliess tenths of a second when using a clock beating 
whole seconds. But let no one suppose that I advocate an extension of guessing in 
practical physics; for I really admire the growth of instrumental precision. The 
present controversy is not about physics but is about logic, psychology and 
metaphysics. 

2. If anyone desires to read the theory of order and quantity set out with clarity 
and charm let me recommend The Fundamental Concepts of Algebra and Geometry 
by John Wesley Youngf. Of course we must all agree with Dr Campbell that “a 
process of assigning numerals is not regarded as measurement unless it fulfils con¬ 
ditions more stringent than the mere representation of order. ” But mental estimation 
gives more than mere order. This is well known in connexion with estimating tenths 
of a scale-division. Again, if you saw an ordinary street of houses all alike numbered 
consecutively i, 2, 3,14, 25, 638, 639, would you not feel that although the order was 
correct the numbering was silly? Would you not feel this immediately without need¬ 
ing to measure distances with a tape? If so you become immediately aware of more 
than mere order. Dr Campbell admits this himself in regard to yellowness in his 
§10 and indeed he proposes an ingenious difference-method for assigning numerals. 

The serious question is not whether sensory events are quantitative, but how 
accurately they are quantitative. That can be found out by psychophysical experi¬ 
ment, but never by mere argument. Here follows a suggestion for a crucial experi¬ 
ment. Let four stimuli A, B,Cy Z), steadily increasing from .4 to D in some quality, 
be adjusted so that the successive intervals of sensation appear equal when the 
stimuli are considered in adjacent pairs, namely AB with BC and then BC with CD, 
How nearly does the interval of sensation from B to D then appear to be twice the 
interval of sensation from AtoBI The accuracy of this result is known to be good 

• L. F. Richardson, Report on Vision^ pp. 112-14 (Physical Society, 1932). 
t Macmillan, New York (1911). 
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when the sensation is that of lengths drawn on paper, but for loudness, colour, 
warmth, taste and pain there is I believe as yet very little definite information about 
accuracy in this sense, although there is already a good deal of information about 
accuracy of repetition of estimates of various sensations, 

3. I disown the remarks of the fictitious Dr Richardson introduced by Dr Camp¬ 
bell in his § 3, and give instead my own conviction that the sensation of warmth is 
quite distinct from thermodynamic temperature. Similarly for colour. What 
should we think of a fictitious person who could not distinguish qualitatively be¬ 
tween a wave-length and the sensation of colour which it produces? 

4. Important in Dr Campbell’s argument is his doctrine about the sameness of 
things. He uses the phrase “the same thing” at least ten times, and in a very 
peculiar and confusing sense. Thus in § 5 he states that “two methods measure the 
same thing, if the order of the numerals assigned by one to the members of a group 
is always the same as the order of the numerals assigned by the other to those same 
members.” Because, as x increases, tan“^ Xy exp x all steadily increase, therefore 
according to Dr Campbell, Xy x^y tan'^ exp a: all measure “the same thing.” 
Neither in mathematics nor in common speech is it customary to say that x and x^ 
measure the same thing. This doctrine of Dr Campbell’s is metaphysical and re¬ 
minds one of Kant’s doctrine of the alleged things-in-themselves behind pheno¬ 
mena. To prevent confusion we ought to have a technical term, and I propose in 
future to call Dr Campbell’s “same thing” a “same N.R.C. thing.” 

I am now able to state that whereas sensation and stimulus are entirely distinct, 
yet under specially constant circumstances they are approximately the same N.R.C. 
thing. 

5. A fundamental distinction between sensation and stimulus is that each person 
has his own immediate experience of sensation, but only an inferred and usually 
co-operative knowledge of stimuli. Hamlet’s epigram on the certainty of immediate 
experience* may be crudely brought up to date as follows: 

Doubt how electrons behave; 

Doubt if anything really is there; 

Doubt whether sound is a wave; 

But never doubt you hear. 

Unless of course you really are not quite certain. 

This comic anticlimax supports the thesis, for “ not-being-quite-certain ” is a 
personal mental state, very different from a stimulus. 

6. The plainest evidence that sensation is not, in ordinary parlance, the same 
thing as the stimulus external to the human body is afforded by a study of the illu¬ 
sions, Gestalt-phenomenaf, eidetic imagesf and hallucinations. For example a sensa¬ 
tion of brightness may be produced either by a train of waves entering the pupil or 

* Act 2, Scene 2. 

t E. R. Jaensch, Eidetic Imaj^ery (Kegan Paul, London, 1930); W. K6hler, Gestalt Psychology 
(Bell & Sons, London, 1930). 
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by digital pressure on the outside of the eyeball. Now if the sensation is the same 
as each of these different stimuli, it would follow that the stimuli are the same, which 
is absurd. It may be replied that each kind of sensation is in one-to-one corre¬ 
spondence with a special state of affairs in the brain; but even so, a state of affairs 
in the brain is not what we mean ordinarily by the ‘‘stimulus”. 

7. With regard to the minor variations in the relation between stimulus and 
sensation, that is to say setting aside hallucinations and illusions of the more ex¬ 
treme kind and considering only such minor affairs as simultaneous and successive 
contrast, Dr Campbell gives two strangely different arguments. Firstly: when these 
minor variations are negligible, he regards this in his § 5 as evidence that a mental 
estimate of a sensation and the measure of a stimulus are the measures of the same 
N.R.C. thing. I agree, but find the statement rather dull. Secondly: when these 
minor variations are not negligible. Dr Campbell in his § 8 considers that the 
variations indicate that the mental estimate is not an estimate of a sensation. In 
other words he accuses the observers of not knowing their own minds. Most people 
know their own minds more or less, though not perfectly. Dr Campbell condemns 
the whole procedure because some of the details are unclear. I think it will be much 
wiser to go patiently on with the experimental elucidation of these variations. 

In the last paragraph of his § 8 Dr Campbell attends to the chief difficulty of 
psychology, namely the privacy of the individual mind. It is indeed a formidable 
difficulty. Personally I refrain from assuming either of the criteria which he men¬ 
tions and rejects. It is not convenient to have to remember the individual estimates 
of hundreds of observers; so I prefer instead to state their mean and their standard 
deviation. This is a harmless, customary and useful procedure and there is no 
justification for Dr CampbelPs violent condemnatory words. 

8. With regard to the functional relation between stimulus and the average of 
the estimates of sensation, the credit of obtaining the interesting curve, which Dr 
Campbell attributes to me, is really due to the Rev. R. S. Maxwell, B.Sc. 

In discussing this curve Dr Campbell asserts in his § 7 that “Physicists do not 
regard a law as a true numerical law, unless its form is simple and/or explicable by 
a theory; if it does not fulfil that condition, it is a mere empirical law.” This state¬ 
ment of Dr Campbell’s contains, I think, more than one misleading antithesis. For 
the opposite to “true” is “false,” not “empirical.” Also the opposite to “simple” 
is “complicated,” not “empirical.” For example, Stefan’s radiation law was in the 
year 1880 empirical and simple and true for black bodies, before its thermodynamic 
theory was published by Boltzmann in 1884. Again, the law by which the tides at 
any particular port are predicted is fairly true, decidedly complicated and partly 
empirical. Disagreeing as I do with Dr Campbell’s fundamentals on laws, it is 
useless for me to argue about his deductions on this subject. 

9. A restriction of the meaning of the word “measurement” so that it should 
apply only to what Dr Campbell has named A-magnitudes and B-magnitudes is 
recommended by several speakers. Such a conventional restriction might suitably 
be left to the decision of the Committee appointed by Sections A and J of the British 
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Association in 1932. But I must point out that Dr Campbell formulated his valuable 
classification of types of magnitude before he had sufficiently considered the exist¬ 
ence and properties of mental estimates. Dr Houstoun in this Discussion has men¬ 
tioned excellent reasons for not thus restricting the meaning of “measurement.” 
Might we not suitably say that mental estimates are “ C-magnitudes,” and that all 
magnitudes are measured.^ 

10. Taking each person’s word “measurement” in his own sense, I am happy 
to be in general agreement with the remarks of Mr R. J. Bartlett, Dr W. D. Wright, 
Capt. Hume, the Rev. R. S. Maxwell and Dr Houstoun and am much interested in 
the facts brought into comparison by Dr Beatty. 

11. As to bias, I agree with Mr Guild that experience of painting, dyeing or 
of colorimetry would be likely to distort mental estimates of colour. But ordinary 
adolescents should be much less biased. 

12. Mr T. Smith has much to say about the difficulties experienced by himself 
and some colleagues and mentions by contrast the lesser scatter in the estimates of 
Mr Maxwell’s schoolboys. But the existence of great learning and intelligence in 
some persons, who find difficulty in making estimates, does not, I think, discredit 
the estimates of those who make them easily. For among nearly 400 persons, whom 
I have asked to make estimates, there was no obvious connexion between refusal on 
the one part and learning and intelligence on the other. Also it is known that various 
sensory accomplishments are distributed among the population in a manner having 
no important correlation with general intelligence. According to G. M. Whipple’s 
Manual of Mental and Physical Tests* this is so for the discrimination of lifted 
weights and of double touch on the skin. Some very intelligent people are colour¬ 
blind, as John Dalton was. An honours B.Sc. is no guarantee that its possessor can 
sing in tune. Sometimes logical propensities are actually a disqualification. Thus 
Sir Francis Galton found that imagery was weaker among those accustomed to 
much abstract thought than among women and childrenf. Again Mr Dudley I leath 
of the Royal College of Art remarked, in connexion with estimates of pink, that 
those art-students who decline to make a decision in this and similar problems are 
those who are also argumentative; and that they could place the mark on the line if 
they would trust to their first impressions, instead of to reasoning J. 

Reply by Dr N. R. Campbell: 

I. To much of the discussion I can reply generally. I am not competent to 
discuss whether Dr Richardson’s facts are indeed facts, or whether there are 
similar facts concerning other branches of sensation. In order to limit the issue I 
do not propose to discuss here whether other alleged methods of measuring sensa¬ 
tions, e.g. the equal-interval method or the just-perceptible-difference method, are 
actually measurement. The opinions on these matters are interesting, but beyond 
my present scope. I am only asking whether Dr Richardson has produced evidence 
that his method measures sensations, on the assumption that his facts are facts. 

* (Warwick & York, Baltimore). t See W. James, Principles of Psychology, 2 , 51-57. 

X Brit^J. Psych,, General Section, 20, 36 (1929). 
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I maintain (in accordance with Mr Guild) that nothing but confusion and error 
can result from using “measurement” in any but its accepted sense. I call nothing 
measurement that does not possess the distinctive features of the processes physicists 
accept as measurement. 

I do not deny a difference between sensations and stimuli, and I fully recognize 
that there are facts, beyond the scope of physics, well worthy of study. But to study 
is not necessarily to measure. Everything concerned in a process of measurement is 
not measured by that process—e.g. the colour of a titration indicator or the luminous 
flux from a galvanometer lamp. To say that two processes measure the same thing 
is not to deny that there are things, not measured by either of them, in which the 
processes differ. 

2. I will start with Dr Richardson, considering only his main points not covered 
by paragraph i. 

Estimating tenths is measurement only because it has been shown to agree ap¬ 
proximately with better ways of measuring the same thing. In so far as the estimates 
give a result different from that of the better methods, they are wrong; witness the 
term “decimal error.” And here I niay answer Dr Houstoun’s question. Until the 
Ptolemaic method had been shown to agree with physical methods, there was no 
evidence that it measured anything; it was on a par with Mohs’s scale of hard¬ 
ness. Now it has been shown to agree, it is simply a bad way of measuring some¬ 
thing that is better measured otherwise. These two examples support, not undermine, 
my position. 

I do not admit that the mathematician’s “ quantity ” is the same as the physicists 
“quantity.” Dr Richardson’s citation of Dr Young’s work shows well the danger 
of calling different things by the same name. I do not deny that mental estimates 
give more than order; but I do deny that they give enough more to constitute mea¬ 
surement. I accept his view that mental estimates are probably an indirect way 
of recognizing equal intervals; but the question remains wheAer measurement 
can be based on such recognition. 

I maintain my position about “measuring the same thing”, for Dr Richardson’s 
evidence supports it. There are actually no two recognized physical magnitudes 
related as are x and jc®, or as and any other mathematical function of x having the 
same order; tan*"^ x has not the same order. The reason is that, when we find 
ourselves measuring two quantities so related, we realize that they are the same and 
drop one of them. The nearest approach to the position Dr Richardson contemplates 
is when we recognize magnitudes (e.g. period and frequency) related as x and ijx 
or (i ~^); but then the order is not the same; it is reversed. 

I have not accused observers of not knowing their own minds. A man may know 
his own mind and yet be wrong. I do not deny that observers may associate par¬ 
ticular numerals with particular sensations. I deny only that they have that kind 
of reason for the association which would make it measurement. 

The context shows that I use “true” merely as the dictionary antithesis of 
“empirical” and not as the dictionary antithesis of “false.” 

PHYS.80C.XLV, 4 
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3. In reply to Dr Beatty, Mr Bartlett, Capt. Hume: See paragraph i. 

4. In reply to Mr Guild: Any differences between us appear to me to be differ¬ 
ences of emphasis or of expression rather than of substance. I do not know of any 
further criteria necessary for “measuring the same thing,” but am prepared to admit 
that there may be some that I have overlooked. I should like to stress Mr Guild^s 
statement that the /?s are complex functions of both sensations and stimuli. 

5. In reply to Dr Wright: I agree that if a sensation is a magnitude, and if 
mental estimates measure it, then R and S are not the same thing. But I deny utterly 
that Dr Richardson has produced any evidence for either part of that hypothesis. 
The analogy with the basket of apples is incomplete. It would be complete if our 
estimate of the number of apples depended on whether the 8 apples had been put 
in the basket originally or whether they had been left after 4 had been taken away 
from an original 12. Neither Dr Wright nor anyone else meets the point (empha¬ 
sized when I read the paper) that you must define what you mean by two observers 
having the same sensation before you combine their observations. Until that 
definition is given, all analogies with accepted statistical methods are misleading. 
Finally, see paragraph 12 below. 

6. In reply to Mr Smith: I accept most readily his suggestion that mental 
numerical estimates can be analyzed into recognitions of non-numerical relations. 
I have some work on this matter in hand. 

7. I agree entirely with Dr Shaxby, especially with his third paragraph. 

8. In reply to Major Macnair: I have never been able to make up my mind 
whether I have a mind; I rather think not. But I seem able to interest myself in 
these discussions without one. 

9. In reply to Dr Irwin: I accept entirely his view that there is an analogy— 
and a helpful analogy—between Keynes's probability (a function of belief) and 
sensations. But since I am not considering alleged measurement by means of just- 
perceptible differences, I will not examine his last paragraph. 

10. In reply to Mr Maxwell: Surely it is he who begs the question. The question 
at issue is precisely whether we are concerned with measurement of sensations or 
of stimuli. The remainder of his remarks have already been dealt with implicitly. 

11. I have already answered Dr Houstoun's question. 

12. Finally, I have realized that there is a very serious error in the last section 
of my paper. I have there assumed that pairs of sensations similarly related are 
necessarily represented by pairs of numerals with constant arithmetical difference. 
1 his assumption is false; I have fallen headlong into a pit that has trapped many 
psychologists. I am dealing with the matter elsewhere. So if the method of differ¬ 
ences there proposed is, as Dr Wright suggests, identical with the Weber-Fechner 
method, that method is not merely old, but also fallacious. 
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A METHOD OF MEASURING THE SPECIFIC HEATS 
OF POOR CONDUCTORS 

By W. G. MARLEY, M.Sc. 

Communicated by A. F. Dufton^ March 4, 1933. Read May 19, 1933 

ABSTRACT, A brief review of existing methods of determining specific heats is given 
with reference to their suitability for poor conductors. The method of cooling, which 
has received scant attention in the past, is developed to afford an accurate and ready 
method. This is used to measure the specific heats of typical substances. 

§1. INTRODUCTION 

I N connexion with the calculation of heat flow in walls the need has been felt of a 
simple and rapid method of measuring the specific heats of materials commonly 
used in building, and the present research was conducted with a view to the 
development of such a method for routine work. 

The measurement of the specific heats of poor conductors is a matter of peculiar 
difficulty. Such materials are sometimes light and bulky and frequently of a granular 
or fibrous nature. They are, moreover, generally porous and retain a considerable 
quantity of moisture, the amount of which greatly affects the thermal capacity. 

In order that the determinations shall be of practical value it is necessary that 
they be made under conditions approaching those obtaining when the material is 
used for its normal purpose. It will be seen that this requirement prohibits the 
adoption of some of the usual methods of measurement, and it is therefore proposed, 
before describing the present work, to review briefly the customary methods. 

§2. REVIEW OF AVAILABLE METHODS 

The method of mixtures is probably the simplest and best known method of 
calorimetry, though perhaps not the most accurate. It is particularly convenient for 
determinations of mean specific heats over a range of temperature, but it has been 
found to be impracticable with substances of the type at present under consideration 
owing to the change in moisture content during preliminary heating and to the 
difficulty of obtaining uniformity of temperature throughout the specimen. 

In the early days of calorimetry, when accurate temperature-determination was 
a problem, methods of thermal measurement based upon the change of state of a 
calorimetric substance were particularly valuable. Bunsen’s ice calorimeter and 
Joly’s steam calorimeter are classic examples of apparatus working on this principle, 
while Dewar has applied the method in measuring specific heats at very low tem¬ 
peratures, using liquefied gases as calorimetric substances. 

As the determinations in the present work have to be made at normal tempera- 
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tures, Bunsen’s ice calorimeter would seem suitable; but the difSculty of heating a 
poorly conducting specimen to a uniform temperature without modifying its water 
content still remains, and with the thermometers available nowadays the method 
seems to have little advantage over the method of mixtures, while the apparatus is 
far more complicated. 

The facility with which electrical energy can be measured, conveyed, and suit¬ 
ably dissipated has led to the development of several methods of calorimetry in¬ 
corporating electrical heating. With such a method the specific heat of water at 
various temperatures was determined by Callendar and Barnes to a high degree of 
accuracy and their work probably represents the summit of achievement in the 
difficult field of calorimetry. Despite the undoubted advantages of electrical 
methods, research in them has been confined almost entirely to liquids: the author 
of an article in Glazebrook’s Dictionary of Applied Physics says : ‘‘Very little work 
has been done on the determination of the specific heats of solid substances by the 
electrical method except for metals. The method, of course, lends itself admirably 
to the determination of the specific heats of good thermal conductors, but with poor 
conductors special devices must be adopted to ensure uniformity of temperature 
throughout the material under test.” 

A method of measuring the thermal capacities of heavy powders has recently 
been described by J. H. Awbery and Ezer Griffiths. A measured quantity of 
energy is introduced electrically and the material is constantly stirred by a special 
form of stirrer, but no correction is applied for the heat generated in stirring. The 
temperature-rise is recorded by multiple thermocouples and the thermal capacity of 
the apparatus is determined from experiments with water. 

Griffiths previously described <3) a more complicated apparatus which he used 
for the accurate measurement of the thermal capacity of materials used in cold- 
storage insulation. This comprises an adiabatic calorimeter and, in order to obtain 
uniformity of temperature, the substance is stirred by vanes in a revolving drum. 
A heating coil imparts a known quantity of energy to the system and a correction is 
applied for the heat produced in stirring. Loss of heat is reduced to negligible pro¬ 
portions by maintaining an electrically heated jacket always at the same temperature 
as the drum, and the ultimate temperature-rise affords a measure of the thermal 
capacity of the drum and its contents. 

The maintenance of such an adiabatic condition is by no means easy, and without 
it a correction has to be applied to allow for the thermal exchange with the sur¬ 
roundings. It would seem possible to utilize this cooling correction as a measure 
of the thermal capacity of the calorimeter and contents, and experiments have been 
conducted to develop a method on these lines. The method of cooling has not been 
used in the past for poor conductors on account of the difficulty of obtaining uni¬ 
formity of temperature throughout the specimen. Perfect uniformity, however, is 
not necessary, for initial irregularities tend to even out if the rate of cooling is small 
[see Appendix], leaving a definite temperature-distribution which persists: the 
cooling of the specimen is then regular throughout its mass and affords a measure of 
the thermal capacity. 
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§3. APPARATUS USED IN THE PRESENT WORK 

In the present work the specimen is contained in a vacuum flask, 30 cm. deep 
and 5 cm. in internal diameter, which fits tightly in a metal cylinder immersed in a 
bath maintained at constant temperature by melting ice (figure i). The small 
annular space between the flask and cylinder is filled with water to ensure good 
thermal contact, and the specimen occupies the flask to a definite level (3'5 cm. from 
the top) which is conveniently found with a small gauge. A thermometer in the 
specimen enables the rate of cooling to be determined. 



Preliminary experiments with the flask indicated that the rate of transfer of heat 
was less than 0'003 calorie per second for a difference of temperature of 1° C. 
between inside and outside, and it was clear that the cooling would be so small that, 
even with a poor conductor in the flask, temperature-irregularities would vanish 
after a reasonable time. 

§4. RADIAL VARIATION OF TEMPERATURE 

If the mean temperature of a uniform circular cylinder, cooling slowly by radial 
flow of heat, is required, it may be found by measurement of the temperature at a point 
distant i /\/2 of the radius from the axis. As will be seen in a later section, it is not 
necessary in the present instance to measure the mean temperature: all parts of the 
cylinder cool in the same substantially exponential manner, and it suffices to 
determine the rate of cooling at any one point, preferably in the axis of the cylinder. 
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§5. VERTICAL SURVEY OF TEMPERATURE 
By means of a pair of thermocouples, one of which was situated at one particular 
point in the flask whilst the other was withdrawn along the axis in stages, the 
vertical variation of temperature was investigated for various sets of external con¬ 
ditions. 



Temperature (® C.) Temperature (° C.) 

Figure 2. First vertical survey of Figure 3. Second vertical survey of 

temperature. temperature. 


* H 4T ' i L 



Temperature (°C.) 

Figure 4. Third vertical survey of temperature. 
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In the first experiments the flask projected i cm. from the top of the ice jacket, 
whilst the level of the material (sand) inside was some 3*5 cm. below the top of the 
flask. The temperature was found to vary as shown in figure 2, from which it will 
be seen that excessive cooling is recorded near the top of the flask. 

A second survey was then performed with the flask projecting a further 5 cm. 
above the ice jacket and the results, shown in figure 3, then indicated that the 
optimum position has been passed. The discontinuity in the curve at the level corre¬ 
sponding to the top of the ice jacket suggested that the level of the material in the 
flask ought to be the same as that of the cooling-bath outside. A third survey 
adequately confirmed this conclusion, and the vertical temperature-variation is seen 
in figure 4 to be almost zero in the middle section of the flask. In all subsequent 
work the flask was filled to 3*5 cm. from the top and immersed in the ice jacket to 
this level. 

§6. EFFECT OF VARIATIONS IN LABORATORY-TEMPERATURE 

Since 3*5 cm. of flask as well as the cork stopper are exposed to the air of the 
laboratory, variations in the roorti-temperature may influence the cooling appreci¬ 
ably. Experiments were conducted to investigate this effect, and two cooling curves 
were obtained under identical conditions except that the laboratory-temperatures 
were different. When these curves were plotted on a logarithmic scale of tempera¬ 
ture, the rate of cooling was seen to be increased by a definite amount, 1*5 per cent, 
for every degree by which the flask-temperature exceeded that of the room, and 
when the curves were replotted with the time intervals between successive points 
increased in this proportion they yielded parallel straight lines. If the temperature 
of the flask is C. and that of the laboratory T° C., and if t is the time in seconds, it T, t 
was found that 8//S (log 6 ) = 1650 when 0 = T = 13 and also when 6 T -= ly; 
but when 0 -= 17 and T 13*9, then 8t/8 (log 6 ) — 1555. Thus 

8t [i f 0*015 (0 - r)]/8 log 0 = 1650 

in all three cases. 

§7. INTERPRETATION OF RESULTS 

From experiments such as that just described it was concluded that the curve 
obtained by plotting the logarithm of temperature against time, after correcting for 
variations in laboratory-temperature, was practically straight. This is very con¬ 
venient, for in interpreting the result it is a simple matter to draw a good straight 
line through the plotted points and so minimize the effect of small errors in in¬ 
dividual observations. 

With the flask used in the present work the loss of heat amounts to some 160 
calories per hour when the temperature-difference between inside and outside is 
18"^ C.: this is lost almost entirely by radiation. A small quantity, not exceeding 10 
per cent, is conducted along the glass wall of the flask, and a similar amount is 
probably transmitted by ‘‘carriage”* by the molecules in the residual gas of the 


• W. Crookes, Proc. R, S. 81.239 (1880). 
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vacuum. It seems not unreasonable to suppose that over a limited range of tem¬ 
perature the cooling is according to Newton’s law. In this case the slope Sf/8 (log 0 ) 
of the line obtained is proportional to M, the thermal capacity of the flask and 
contents, because 

- Mdejdt = kB 

and so, by integration. 



that is M = Khtjh (logio B), 

In this equation the constant /ST is a function of the flask alone, and the accurate 
evaluation of this quantity is an important part of the research. 

Since values of S//S (log 6 ) are proportional to thermal capacities, they may be 
added and subtracted in like manner. Calculation is thereby simplified when, for 
example, the thermal capacity of the flask and thermometer is to be eliminated. 

§8. METHODS OF MEASURING TEMPERATURE 

Since the purpose of the research is to produce not only an accurate but a ready 
method of measuring specific heat, the method of determining the rate of cooling 
must be simple. Despite its extremely high accuracy the resistance thermometer 
is unsuitable as it requires complicated apparatus and has considerable thermal 
capacity which is a serious disadvantage. 

From a thermal point of view a thermocouple is eminently suitable, but it needs 
an accurate potentiometer. Two pairs of couples were cemented to the flask, and in 
many experiments readings were made both with these and with an ordinary, 
mercury-in-glass thermometer. The logarithmic cooling curve obtained by mea¬ 
suring the wall-temperature was parallel to that obtained from a mercury thermo¬ 
meter situated in the material at the same level, but the spread of the points was much 
greater. 

The thermal capacity of the mercury thermometer and the fact that heat may be 
conducted appreciably along the stem may perhaps be cited as possible disadvan¬ 
tages, but the former is not serious in magnitude and the latter vanishes when the 
observations are corrected for variations in laboratory-temperature. The mercury- 
in-glass thermometer appears to be the most suitable instrument and was used in 
obtaining the results given later in this paper. 

§9. CALIBRATION OF THE APPARATUS 

The value of a method of calorimetry is greater if it can be used for absolute 
determinations. Very few methods, however, permit of this, and consequently the 
specific heats of most bodies are measured by comparison with a substance of which 
the thermal capacity is accurately known. With the present apparatus an attempt was 
made to balance the loss of heat by supplying electrical energy uniformly distributed 
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in the substance, but was abandoned as it was found difficult to maintain steady 
conditions for the long time necessary for the attaiximent of thermal equilibrium. 

The most accurate comparisons are made when the physical properties of the 
substances compared are nearly the same, and the possibility of calibrating the 
present apparatus with solid materials was considered. There are, however, very few 
solids of which the specific heat is accurately known: the authors of the section 
dealing with the specific heats of elements in the International Critical Tables 
say : “ .,. specific heat data on metals are rarely accurate to better than i per cent, 
an uncertainty of several per cent being not unusual.’^ 

An examination of the results obtained by various investigators for the specific 
heats of otherwise suitable non-metallic substances reveals similar discrepancies of 
the order of 2 or 3 per cent. It is not a very satisfactory calibration which relies 
upon such results or even upon a probable value obtained from them. 

The specific heat of water is known to a high degree of accuracy and the material 
is otherwise pre-eminently suitable as a standard. The first calibration was therefore 
made with the flask containing 542*8 gm. of water and a logarithmic cooling curve, 
the slope (8380) of which was proportional to the thermal capacity of the water, flask 
and thennometer, was obtained. In order to eliminate the thermal capacity of the 
flask and thermometer another curve, of slope 328, was obtained with the flask 
empty and, as is explained in § 7, the difference (8052) between the slopes corre¬ 
sponded to the difference between the thermal capacities (that is, to the known 
thermal capacity of the water) yielding a value 0*0674 constant K. 

In order to obtain consistent results for the empty flask the preliminary heating 
was performed with the flask full of warm sand, and the thermometer in position; 
the sand was poured away and the flask quickly corked and inserted in the ice-bath. 
In the experiments with water the flask was filled to the standard depth given by the 
small gauge, and the readings were not commenced till two hours had elapsed from 
the start*, in order that steady conditions might prevail. The curves obtained were 
corrected for the effects of variation in laboratory-temperature (§ 6) and the slopes 
were measured at the point corresponding to 18° C. At this temperature the specific 
heat of water is 0*999 cal./gm. 

It was thought that convection currents in water might possibly influence the 
results, and experiments were made to determine whether this was the case. It was 
found that the flask containing 550 cm? of coarse sand would also absorb some 220 cm? 
of water, and cooling curves were therefore obtained first with the sand alone and 
secondly with the same sand containing water: the difference between the slopes of 
the logarithmic curves corresponded to the thermal capacity of the water and yielded 
a value for the constant K, This experiment was repeated with a different sample of 
sand and again with fine copper turnings: the various values obtained for the con¬ 
stant are shown in table i. 

In these experiments any convection currents would be greatly reduced by the 
sand or copper turnings. The fact that the values of K obtained are in excellent 


* This procedure was adopted with all the substances studied. 
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agreement with that obtained with water alone indicates that no error is being in¬ 
troduced by convection currents; the apparatus is therefore suitable for the deter¬ 
mination of the thermal capacities of liquids. 


Table i. Experiments to confirm the calibration 


Experiment 

Material 

Slope 
htih (log B) 
(minutes, ®C.) 

Constant K 

3 

(by difference) 

856*2 j?m. sand and 225*1 gm. 

water in flask 

856*2 gm. sand in flask 

225*1 gm. water alone 

5940 

2587 

3353 

00671 

5 

6 

(by difference) 

838 gm. sand and 220*8 gm. water 
in flask 

838 gm. sand in flask 

220*8 gm. water alone 

5979 

2675 

3304 

0*0669 

7 

8 

(by difference) 

1287 gm. copper turnings and 

363 gm. water in flask 

1287 gm. copper turnings in flask 

363 gm. water alone 

7440 

2062 

5378^ 

0*0675 


§io. TYPICAL RESULTS 

The specific heats of some representative substances have been determined by 
observation of their cooling in the vacuum flask and the values obtained are shown 
in table 2. 

Table 2. Specific heats of typical substances 


Substance 

Moisture 
content 
(per cent) 

Measured specific 
heat at 18" C. 
(cal./gm.) 

Copper turnings 

0*0 

0*0909 

Benzene 

0*0 

0*417 

Potassium chloride 

0*1 

o-i 7 i 

>> >1 

0*1 

oi 7 s 


0*1 

0-172 

Sodium chloride 

0*0 

O-ZOg 

Cotton wool 

3*3 

0-304 

Charcoal 

4*5 

0 -^ 7 , 

Granulated cork 

2*4 

0-^81 


In order that the value of the present method may be more easily assessed 
table 3, showing results recently obtained by various observers for the materials 
listed in table 2, is given. 

§11. ADVANTAGES OF THE METHOD 

It will be observed that the range of the values given in table 3 is very large, 
especially in the case of poor conductors. As this is no doubt due to the difficulties 
of measurement, it is noteworthy that the present method is as simple and accurate 
when used with these materials as with good conductors such as copper. The 
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accuracy of the method may be judged to some extent by the consistency of results 
such as those shown in table i for water and the three separate determinations shown 
in table 2 for a sample of potassium chloride. 


Table 3. Specific heats found by various observers 


Material 

Specific 

heat 

Tempera¬ 
ture (“C.) 

Observer and reference 

Copper 

0‘094 

0*0911 

0*0909 

0*0923 

0*0915 

19 
•17 

23/ 

20 

Kolossowsky, Krak.Anz^p. 596 (1912) 
Nemst and Lindemann, Berl, Sitzher, 
p. 1160 (1912) 

Ef. H. and E. Griffiths, Proc. R. S, A, 
88, 549 (1913); Phil. Trans. A, 218 , 
119 (i9y) 

Hatpur, J. Wash. Ac. 4 , 489 (1914); 
Bml. Bur. Stand. 11 , 259 (1915) 

Benzene 

0*414 

7 

Hufhnan, Parks and Daniels, J. Am. 
Chem. Soc. 52 , 1549 (1930) 


0*4078 

20 

Williams and Daniels, y. Am. Chem. 
Soc. 47 , 1490-1501 (1925) 

Dejardin, Ann. Phys. (9), 11 , 253 

(1919) 

Trihin, Arm. Phys. (9), 15 , 246 (1921) 


0*416 

• 20 


0*410 

20 

Cotton-wool 

0*319 

_ 

Dietz, Lpz. Monatsh. f. TextiUnd. 27 , 


0*362 

0*280-1 

0 to 100 

Ottoienghi, Mem. di Turino (2), 57 , 

97 (1907) 

Meltzer, Dr. Dissert., Darmstadt 


0*283 / 

0 to 34 

(1928) 

Charcoal, 6*89 per 
cent water 

0*299 

25 

Griffiths, Proc. Phys. Soc. 33 , 335- 
361 (1921) 

Granulated cork, 

3*45 per cent water 

0-438 

25 

Griffiths, Proc. Phys. Soc. 38 , 335- 
361 (1921) 

Sodium chloride 

0*2146 

0 

R. Weber, Sdanc. Soc. Neuchdtely 28 
Marz. 1895; Arch. sc. Phys. (3), 33 , 
590 (189s) 


0*2036 

0 to 19*6 

Brdnsted, Z. Elch. 20 , 554 (1914) 


0*2078 

24 

Russell, Phys. Z. 18 , 59 (1912) 


0*2069 

17 to 99 1 

Magnus, Phys. Z. 14 , 5 (1913) 

Potassium chloride 

0*1652 

58 

Nemst and Lindemann, Berl. Sitzher. 
p. 1160 (1912) 


0*1616 

0 to 19*6 

Brdnsted, Z. Elch. 20 , 554 (1914) 


0‘i66i 

23 

Russell, Phys. Z. 13 , 59 (1912) 

Magnus, Phys. Z. 14 , 5 (1913) 


0*1654 

16 to 99 


With an ordinary mercury thermometer graduated in tenths of degrees the 
accuracy of reading is such that the plotted points are well aligned, and experience 
has shown that the slope of the line through the points can be determined within 
about 0’5 per cent. As the results are generally calculated from the difference between 
two experiments the ultimate error should be less than i per cent, and a comparison 
of the results quoted in tables 2 and 3 would tend to confirm this. Moreover with 
poor conductors such as sodium chloride the agreement is no less than in the case 
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of copper, and it is concluded that the accuracy is not greatly dependent upon the 
thernval capacity or the conductivity of the material. The method is therefore sub¬ 
mitted as an accurate and ready method of measuring at laboratory-temperatures 
the specific heats of liquids and granular or fibrous materials of low conductivity. 
It is possible that the method could be extended to permit the determination of 
specific heats at other temperatiu-es; for measurements in the neighbourhood of 
100° C., for instance, a steam jacket round the flask would be convenient, Such 
work, however, is somewhat outside the scope of the present research, which is 
confined to measurements at normal temperatures. 
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APPENDIX. THE DECAY OF TEMPERATURE-IRREGULARITIES 

c In a completely heat-insulated cylinder of length c, if the temperature be uni¬ 

form over any plane at right angles to the axis and the initial temperature-distribu¬ 
tion be of the form 

AF.* e = Asm^, 

c 

t then, after time the temperature at the mid-point of the cylinder will be 

® ^ ., ,.008 

Ipn „.,i7r(4n«-p*) J’ 

when/) is odd and a* is the diffiisivity. From this formula values of ( 5 , - dn) were 
calculated for a cylinder of granulated cork, for which a* = 0’0032 c.g.s.u. The 
values of ( 0 , - daf) for an extreme initial variation of 1° C. are shown in the table. 


p 

( 9 , - 9 ®) 

f - 2 hr. 

(Sf - 6 ck ,) 

t«« 3 hr. 

hr. — ^3 hr.) 

I 

-f 0-099 

+ 0*048 

4 0*051 

3 

“ 0*089 

- 0*043 

- 0*046 

5 

- 0-035 

- 0*017 

- 0*0l8 

7 

- 0*023 

- o*on 

- 0*012 
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With the experimental procedure described in the paper, observations of cooling 
throughout the third hour would be in error by the amount shown in the last 
colunm, an error of the order of i per cent when p is unity. It is clear that the error 
decreases asp (the number of peaks) increases and, furthermore, when the number 
of peaks is even the error becomes zero. 

Since the radius of the flask is only one-tenth of the length, any radial irregu¬ 
larities of temperature will disappear long before the axial variations become 
insignificant, and a detailed investigation of these is therefore unnecessary. 

By adequate mixing of the material the initial irregularities can be kept down to 
I® C. The error, therefore, is likely to be very small and can be still further reduced 
by taking a mean of two or more experiments. It remains to point out that in the 
present research observations were not made till the third hour, and in most in¬ 
stances two or more curves which gave results in very close agreement were obtained. 

DISCUSSION 

Mr W. C. S. Phillips. I am particularly interested in this method of measuring 
specific heat as applied to poor conductors and insulators. The author has taken care 
to arrange conditions so as to obtain a uniform axial temperature near the middle 
of the flask, but I should be glad to know to what extent the radial variation in 
temperature is uniform. What method was adopted for initially heating the materials.^ 
If the initial temperature-distribution is very irregular after such heating, was it 
necessary to allow some time to elapse before taking readings of the thermometer.^ 

Mr J. H. Awbery said that some thermometers would read a falling tempera¬ 
ture correctly if tapped. The author’s experience was not unique in this respect, 
but whether a thermometer behaved thus or not was a matter of luck. 

Author’s reply. In reply to Mr Phillips: I would refer to §§4, 9, in which I 
have pointed out that, when the specimen is cooling exponentially, the position of 
the temperature-measuring device does not affect the slope of the logarithmic 
cooling curve obtained, although there may be a considerable drop in the tempera¬ 
ture along a radius, amounting in some instances to one or two degrees. Slight 
heating was necessary to raise the initial temperature of the specimen a few degrees 
above that of the laboratory. This was done in a metal box while the specimen 
was stirred continuously, and it was found possible to keep the variations in 
temperature down to within 1° C. No observations were made till the cooling had 
proceeded for at least two hours (see § 9), and it is shown in the appendix that 
initial irregularities will then have become insignificant. 

With regard to Mr Awbery’s remarks I would like to say that I have used two 
thermometers in this work and both have been beyond reproach in the matter of 
freedom from sticking: this could be seen to some extent in the excellent alignment 
of the points on the cooling curves. 
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ABSTRACT, The temperature variation of a new hysteresis of the thermomagnetic 
electromotive force in a steel wire is described. The hysteresis is of a negative or abnormal 
form, with a maximum amplitude of about 2 /iV. between up and down branches. The 
accuracy of the apparatus and method is critically examined, and an error of more than 
0* * * § 5 /xV. in any reading is considered to be unlikely. 

A qualitative explanation of the phenomenon is given in terms of Gerlach's^ theory of 
spontaneous magnetization, and Broili’sf results for nickel are discussed from the point of 
view of that theory. 

I. INTRODUCTION 

S EVERAL papers have recently been published describing the thermomagnetic 
e.m.f. in nickel and iron wires, and a hysteresis of the effect has been discovered 
for both metals. Band and T’ao announcedJ a hysteresis of the e.m.f. in iron, 
but described no detailed properties of the phenomenon. After the present work 
had been commenced, Heinz Broili§ described the temperature variation of the 
hysteresis of a similar e.m.f. in pure nickel wires. The nickel hysteresis was a normal 
type with small retentivity and coercive field, but the iron curve was peculiar in 
that a permanent remanent e.m.f., which never disappeared during several cycles, 
seemed to have been produced by the field. 

Unfortunately the curve published by Band and T’ao showed signs of a vagrant 
shift of zero e.m.f. during the cycle, and there was not much detailed investigation 
into this source of error. The results given in the present paper were obtained with 
apparatus similar to that used previously in these laboratories, and appear to have 
established the hysteresis on a more secure basis. The results are numerous and the 
various sources of error have been traced out carefully until a satisfactory self- 
consistency has been attained. 

The experimental arrangement used in the present work is similar in principle 
with that used by Sir William Thomson || when the longitudinal thermomagnetic 
e.m.f. was first discovered. That used by Broili was different in that a uniform tem- 

• Becker, Z.f. Phys. 62 , 253; 68, 660 (1930); Gerlach, Ann, d, Phys, 8, 649 (1931). 

t Heinz Broili, Ann, d, Phys, 14 , 3 (1932). 

X Proc, Phys, Soc, 44 , i66 (March* 1932). 

§ Heinz Broili, Ann, d, Phys, 14 , 3 (1932). 

II Math, and Phys, Papers^ 2, 267-307. 
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perature is maintained throughout each part of the specimen wire over which a 
non-uniform magnetic field exists. Broili’s apparatus gave the pure longitudinal 
effect, and we should expect the present results to be somewhat more complex 
though not beyond analysis. In the present work the potential leads (of the same 
material as the sample) were taken transversely to the field through small holes in the 
solenoid and were thus non-uniformly magnetized by the field even though they 
were not uniform in temperature. 

2. ACCURACY OF THE APPARATUS 
A water-cooled solenoid of the Moullevigen* form gave fields up to 380 G. 
uniform to o-i per cent over a length of 40 cm. A heating coil of nichrome wire 
wound non-inductively gave temperatures up to 900° C. uniform over 20 cm. and 
controllable to within 0‘4° C. A water-cooling jacket, also in the axis of the solenoid, 
gave uniform cool temperatures over 20 cm. which were found to remain constant 
within o-i° C. for periods of one hour}-. Transverse leads of the same material as 



Figure i. Section through the water-cooled solenoid, heating-coil and water-jacket. The Dewar flasks, 
potentiometer, galvanometer, etc., are omitted, 

the longitudinal wire were taken out from the centres of these two uniform- 
temperature stretches and led through the solenoid into two Dewar flasks containing 
melting ice, where junction with the copper leads was effected, A Leeds Northrupp 
K-type potentiometer measured the e.m.f. between these two leads to within 0*5/xV., 
against a standard cell placed in a thermostat maintaining a constant temperature to 
within 0‘0i° C. The last change in temperature would involve a change in the 
standard voltage of 0*406/utV, The temperature of the hot part was measured by 
means of an iron-platinum couple, of which the iron element was the part of the 
sample projecting from the hot oven through the end of the solenoid, figure i. In 
every case the wire was kept under constant tension by the application of a weight of 
2 kg, 

After the work had been completed we realized that errors might have been 
introduced into the temperature-measurements by the magnetization of one of the 
thermo-elements. In our case iron—the specimen itself—was used against platinum. 
If the temperature of the iron element varied appreciably in a strong field the thermo- 
magnetic e.m.f. would be produced in the thermocouple, and only o*2/xV. would in 
our case be required to produce an error of C. 

• J. d. Phys. 7 , 466 (1898). 

t The water is obtained directly from an artesian well of considerable depth on the university 
campus, and its temperature is thereforealmostindependentof daily variations in surface temperatures. 
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A very searching test was therefore carried out to check this error. The iron wire 
was stretched as before down the axis of the solenoid and a piece of platinum wire 
soldered on at the centre of the heating coil. Another platinum wire and a copper 
wire were also attached at the same point to form an independent non-magnetic 
thermocouple to test for variations of temperature. Tests were then made over a 
complete cycle of the solenoid field at three different temperatures near i6o®, 500° 
and 900° C. respectively. The reading of the platinum-iron junction was kept 
constant by adjustment of the heating current, and any variations in the other 
couple were noted. Variations of temperature of 1° C. could easily have been de¬ 
tected in the galvanometer reading, but no trace was found in fact at any of the 
temperatures. Even sudden changes in the field produced no detectable changes as 
between the readings of the two thermocouples, which were connected to two inde¬ 
pendent galvanometers of similar sensitivity. 

We can explain this null result rather easily in our case. The iron element was 
kept at a uniform temperature throughout the strong part of the field, and not until 
the field is smaller does the temperature begin to vary; the e.m.f. produced must 
therefore have been less than that necessary to cause an error of C. in the 
temperature reading. This error was found by test to correspond to less than 0*5 /xV. 
in the thermomagnetic e.m.f. measured in the potentiometer. 

Had there been an error in the measured temperatures of about 5° C. due to the 
magnetic field, a spurious hysteresis phenomenon would have occurred: in main¬ 
taining the thermocouple reading constant the temperature would have been taken 
through a cycle during the field cycle, and the thermomagnetic e.m.f. values ob¬ 
tained would not have been those corresponding to some one temperature-difference 
between hot and cold ends; there would have been variable errors amounting to the 
order of several microvolts. It thus seems that accuracy to less than 1° C. is de¬ 
sirable for the temperatures at both ends of the specimen, and that this accuracy is 
actually attained in the present work. 

3. RESULTS 

Analysis of iron sample. The wire investigated in these experiments was thermo¬ 
element metal manufactured by the Kahlbaum Company. The diameter was 
uniformly 0-57 mm. Two independent chemical analyses showed that the metal 
contained only 98-97 per cent of iron, the remaining 1-03 per cent being chiefly 
composed of carbon, manganese and sulphur, with traces of silicon and phos¬ 
phorus : the latter were not exactly determined. 

The ordinary hysteresis properties of the wire were determined by standard 
methods. It showed magnetic saturation under fields of 75 G. at 23° C.; the in¬ 
tensity of magnetization being iiio c.g.s. units. There was retentivity of about 
77 per cent. At 275° C. saturation was reached in fields of 30 G., the intensity of 
magnetization being 740 c.g.s. units; and there was retentivity of 44 per cent. The 
coercive field necessary to reduce magnetization to zero after saturation was 15 G. at 
23° C. and about 4 G. at 275° C. 
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At a later stage we hope to investigate the various related properties of the same 
specimen; magnetic resistance-change, spedfic-heat changes with magnetization, 
etc. 

Hysteresis of the e.m.f. Figure 2 shows the hysteresis curves obtained when the 
hot end of the wire was at the temperatures respectively of 190°, 360“ and 710° C.; in 
each case the cold end was between 19° and 20° C. The e.m.f. has been recorded as 
positive when it is directed from the hot end to the cold end of the specimen. 

The initial e.m.f. in zero field was found in general to be about the same for any 
given temperatures after separate demagnetization processes. But sometimes it would 
differ by considerable amounts, even changing sign. Normally the initial e.m.f. 
would be positive from hot to cold end, but sometimes it would be in the opposite 
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Figure 2. (a) Hysteresis of the thermomagnetic e.m.f., with the cold end of the wire at 19*5** C. and 
the hot end at 190'’ and 360° C. (6) Hysteresis with the cold end at 18*5° C. and the hot end at 
710® C. 

sense. This was probably due to incomplete demagnetization, as will be pointed out 
later in the discussion of the results. But the general form of the hysteresis was 
found to be independent of this initial discrepancy. A sample curve obtained when 
the initial e.m.f. was negative is shown in figure 4, After the first quarter-cycle there 
is not much difference from the curves of figure 2(a). 

Effect of the transverse leads. To estimate the effect of the transverse leads on the 
hysteresis the longitudinal steel wire was removed and in its place a copper wire was 
stretched along the axis of the solenoid; the same steel leads to the potentiometer 
being used as before. The e.m.f. produced by the field was then determined as 
before. It may be permissible to subtract the e.m.f. found in this way from the 
total e.m.f. found before, and to call the difference the pure longitudinal e.m.f.: 
but this procedure seems to require too many assumptions to be rigorous. At least 
it gives us a qualitative idea of the facts, however. 

PHn. 80 C.XLV, 4 
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Figure 3 shows the cycles obtained for two temperatures, respectivdy aoo® and 
350° C. at the hot end and 17*5° C. at the cold end in both curves. It will be 
inynediately noted that there is no trace of a hysteresis loop, but that the field 
definitely introduces a permanent remanent e.m.f., which remains constant after 
the first quarter-cycle. This remanent e.m.f. remains constant throughout the fiidd 
cycle. It increases with temperature, but not quite as rapidly as the remanent e.m.f. 



Figure 3. Complete cycles of e.m.f. in transverse leads, with the cold end at 17*5* C., 
and the hot end at 200^ and 350*^ C. 



Figure 4. Hysteresis of the thermomagnetic e.m.f., when the initial e.m.f. in zero field it negative. 
Cold end at 22*5° C. and hot end at 370° C. 

found in the total e.m.f., figure 2(0). We may therefore assume that the peimanent 
remanent e.m.f. is due partly, if not entirely, to the transverse leads, while the 
hysteresis loop is purely a longitudinal effect. 

Obviously it is desirable to perform the experiments without having any 
transverse leads, and some new apparatus designed for this purpose has already been 
constructed. The results will be published in another paper, because the principle (ff 
the arrangement is quite different from the present one. 
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4. DISCUSSION OF RESULTS 

The theory of spontaneous magnetization. Although there is still a great deal of 
confusion in the literature between the idea of intrinsic field and that of spontaneous 
magnetization, the particular interpretation of the latter given by Becker^ will serve 
to give at least a qualitative explanation of our hysteresis curves. According to 
Bedcer, two distinct phenomena occur when a metal imdergoes ferromagnetization: 
(a) the reversal process in which magnetic vectors directed originally opposite (or 
nearly so) to the external field are suddenly reversed in sense without change of 
direction; and {b) the turning process in wWch vectors nearly parallel to the field 
are turned more nearly parallel. The latter process is supposed by Becker to be 
effective for magnetic resistance-decrease and magnetostriction phenomena, and by 
Broilif for thermomagnetic phenomena; but the reversal process is not supposed to 
have any influence at all in this respect. 

GerlachJ considers that the turning process is essentially a change of the spon¬ 
taneous magnetization (or true magnetization); and in order to account for the 
various phenomena connected with resistance change near the Curie point he 
assumes that this change in spontaneous magnetization is more easily effected by any 
given field when the temperature is increased towards the Curie-point value. 
Applying this idea to the present problem, we see that there should be a greater true 
magnetization (a greater change in the spontaneous magnetization) at the hot end of 
the specimen than at the cold end. The e.m.f. observed is then directed from parts of 
higher spontaneous magnetization to parts of lower spontaneous magnetization. 

If now we further make the plausible assumption diat at the colder temperatures 
there will be some hysteresis of the change in spontaneous magnetization, whereas 
at the hot end no such (or less) hysteresis will occur, we find a very simple explana¬ 
tion of our hysteresis results. We must first emphasise that our hysteresis curves are 
all remarkable in that they are negative hystereses. The e.m.f. in an increasing 
positive or negative field is always greater than the e.m.f. in decreasing positive or 
negative field. And this is explained by the above hypothesis; for in a decreasing 
field the spontaneous magnetization of the cold end does not decrease as rapidly as 
the (greater) true magnetization at the hot end, and therefore the difference is less 
than for the increasing field. The abnormal hysteresis curves may thus be taken as a 
remarkably interesting proof of the spontaneous magnetization theory and of 
Gerlach’s views in relation to it. 

It is interesting to note that on plotting the square of the intensity of magnetiza¬ 
tion as a function of the field for the two temperatures, and then finding the difference 
curve between the two graphs, we obtain a hysteresis curve of quite a different form 
from that for the thermomagnetic e.m.f. This shows that the total magnetic energy 
is not the significant factor for the phenomenon. We can similarly satisfy ourselves 
that the induction in the wire is non-significant. 

♦ Z./. Phys. 62 , 2S3; 68, 660 (1930). 
t Ann. d. Phys. 14 , 3 (1932)* 
t Ann. d. Pfo's. 8, 649 (1931)* 
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We have noticed that a change in tension of the wire produces an e,m.f. even 
when the magnetic field is kept at zero, and that there is a hysteresis of this e,m.fi 
also. This is mentioned here only as further elucidation of the spontaneous*- 
magnetization theory; more work is being done and results will be published later. 
Here we point out that tension will turn the magnetic vectors without changing their 
magnitude, and will not cause any reversal of their sense. This has been fully dis¬ 
cussed by Gerlach and his collaborators’'^' in connexion with the change of resistance 
produced by tension. It will thus be realized that the existence of hysteresis in the 
e.m.f. produced by tension is a satisfactory indication that the assumptions made 
above as regards hysteresis of the turning process are valid. 

Phenomena at the Curie point. The Curie point for the wire used has not yet 
been determined with any great accuracy; but we have found that the thermo- 
magnetic e.m.f. reaches saturation in a constant field when the temperature at the 
hot end is near 750® C. We may assume, in the light of Broili’sf work, that the 
Curie point is close to this temperature. An estimate of the Curie-point temperature 
was also obtained from three separate cooling curves against a platinum-copper 
thermocouple. These all agreed in giving the temperature of recalescence as 735° C., 
and the result is probably more accurate than that derived from the saturation 
temperature. But too much reliance cannot be placed on it; Gerlach has defined the 
Curie point in quite a different wayj, and his value may be different. In any case, 
however, we see that the curve for 710° C. shown in figure 2 (ft) corresponds to a 
temperature very near the Curie point at the hot end. This may account for the 
anomalous form, but no further explanation has as yet been found. We hope to 
investigate later. 

Comparison with previous results. Broili, in the work already quoted, did not notice 
any hysteresis in iron below 500° C. The metal which he used was, however, much 
purer and softer than that used here; our material was a rather hard steel, and the 
occurrence of hysteresis may be more likely in it. It is interesting to note, on the 
other hand, that Broili found two distinct phenomena corresponding with the two 
different initial e.m.f. states mentioned in the present paper. 

Generally Broili found curves which were very similar to the first quarter-cycles 
shown in figure 4. But if the iron was heated up to above 600® C. before the be¬ 
ginning of the cycle and allowed to cool, the cycles became like those in our figure 2 (a). 
Broili interpreted this as due to some kind of “ recrystallization of the iron at 
temperatures above 600'’ C. But the curves shown in figure 2 (a) were found by us in 
steel in which no recrystallization had taken place.; the heating process was at no time 
given to the specimen. It therefore seems that a more careful investigation into the 
phenomenon is required before Broili’s interpretation can be accepted. 

It seems to us that incomplete demagnetization may account for the temporary 
negative e.m.f. obtained in the curves for small fields like that in figure 4. This 
would mean that Broili’s results for his “non-recrystallized iron’* are erroneous; 

• See, e.g., £mo Englert, Ann, d, Phys, 14 , 589 (1932). 

t Ann, d, Phys, 14 , 3 (1932). 

t Gerlach and Schneiderhan, Ann, d, Phys. 6, 772 (1932). 
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unless the fact that his is soft iron will account for the difference. At least we obtain 
curves with our hard steel which are similar to Broili’s for the recrystallized iron; 
and probably the heating process of Broili does little more than destroy the magned* 
zadon left by the insufficient demagnedzadon process. 

Broili describes the hysteresis of the e.m.f. in pure nickel wires, and we note that 
his curves are of the normal or posidve form; the e.m.f. is greater in absolute value 
for decreasing posidve or negative fields than for increasing fields. This results in a 
contradiction with the qualitadve theory put forward to explain the negative 
hysteresis we found in steel. It is true that the e.m.f. in nickel is opposite in sense 
to that in iron, being directed from cold to hot temperatures; but nevertheless the 
absolute value of the e.m.f. should imdergo the negative hysteresis in both metals. 

In this connection we should like to point out that Broili appears to have neglected 
a probable source of error in his work. In the researches on nickel Broili used a 
copper-constantan thermocouple to control the hot temperature, and constantan 
usually contains about 40 per cent of nickel. The thermomagnetic e.m.f. developed 
in nickel is rather higher than that in iron, as his own work also showed. Now since 
a rapid temperature-drop exists in the constantan wire as it emerges from the 
heating oven in the field of the solenoid, one would expect a considerable e.m.f. 
introduced into the thermocouple circuit by the influence of the magnetic field. 

Broili does not mention this, and apparently no tests were made to check it. It is 
possible therefore that there is in his results a spurious hysteresis error of the type 
discussed earlier in the present paper. It is proposed to go over the work with 
nickel wires in these laboratories, with this possible error in mind. 
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A NOTE ON INTERFERENCE TONES IN 
SUPERHETERODYNE RECEIVERS 

By W. F. FLOYD, B.Sc. 

Communicated by Dr Allan Ferguson^ February 17, 1933. 

Read May 19,1933 

ABSTRACT, The question of interference tones, in the case of a superheterodyne receiver, 
presents certain features not encountered in the case of non-heterodyne types of receivers. 
Briefly, the problem involves (i) the reception of at least three signals, (2) double detection, 
and (3) a filter action between the two detectors. In the case of rectification by detectors 
with generalized characteristics, quantitative analysis is extremely complex. The form 
of the result, however, shows how large is the number of possible sources of interference 
tones. The specific case of square-law rectification is considered also. 


W E shall consider a single-dial-control superheterodyne receiver in which 
the local-oscillator frequency is always greater than that of the desired 
signal. The voltage E at the grid of the first detector will be composed of 
, El three fundaments, the desired signal voltage £1, the local-oscillator voltage E^, and 
El El due to the presence of an interfering signal. Then we may write 


E ~ ElEl + El .(i), 

Cl where J?, cos cof .(2), 

€2 Ei-CiCos {<o + n)t .(3), 

C3 Es^eiCos{w+f)t .(4), 


/, n and where / may have any value, positive or negative, and n is supersonic and 
bears the same order of relation to w as angular audio (modulation) frequencies 
bear to n. Tuning-circuit effects are assumed to be implicitly expressed % these 
values. Substituting equations (2), (3), and (4). in equation (i), and applying the 
well-known trigonometric transformations, we have 


£ = F cos {(ot -f <l>) .(5), 


V where 

F® = «]* + ^2® + 63® + 2^1 ^2 cos nt 



+ 26163 cos ft + 26363 cos {n-f)t 

.(6), 

<f) and 

,4_tan-»- 

^ ^1 + ^2 cos nt -t- 63 cos ft 

.( 7 ). 
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CASE I. GENERAL RECTIFIER 

We shall assume that the (current, voltage) characteristic of the first detector 
is of the form r . /o\ 

t = 00+^1^+...-f + ... .(8), Of 

where i is the output current, e the input voltage, and the fl*s are constants. The i, e 
output current for an input voltage represented by equation (5) is then 

f = Oq + Oi F cos(cu^ + ^) + O2 [F cos(a)^ + ^)]^+... + Or cos {mt + <l>)y + ., .( 9 ). 

Now the output circuit of this valve contains selective devices (usually band-pass 
filters) tuned to select, from the output current, only those components of angular 
frequency between « + € and n ~ where c is an angular audio frequency and e 
is the width of the tuning curves of the selective devices. Rewriting equation 
(9) and expanding the powers of the cosines in terms of multiple angles we have 
f = Oq + Oi F cos {oit + 

ioa F* + J02 F* cos 2 (oit + <!>) 

+ l(h cos {(jiit + <^) + M cos 3 {mt + <f>) 

+ J04 F^ cos 2 (oit -h <f>) f etc. 

— 2^^ ^ terms in cos 2 (cot 4 (^), cos 4 (wt + ^), etc. 

+ terms in cos (cot + <^), cos 3 (cat + <f)), etc. .(9a). 

Here r is even only. 

Only terms from the first column of equation (9 a) will be selected by the 
selective devices. All other terms have angular frequencies of the order of a> and 
multiples of a>, and will not be taken into account in the present treatment. Con¬ 
sidering only terms in the first column, we have 

IA,AsV^-h .(10), A, 

where s is even and the .< 4 ’s replace the coefficients in equation (90). The constant 
term has been omitted, since it does not contribute to the useful output. As we 
shall now be concerned only with qualitative results we need not consider the 
values of the As. Substituting equation (6) in (10), we have 
I ^ A^ [ei^ f + 2^1 ^2 cos nt + cos ft + cos (n -/) t\ 

+ A^ [^1® i' ^2* cos nt + 2 ^i^8 cos ft f 2^2^3 cos (n - /) tf 

+ etc, .(n). 

Expanding the general term in equation (i i) by means of the multinomial expansion 
(see appendix) we see that equation (ii) is composed of terms whose angular 
frequencies are exactly represented in the following two-dimensional array 

/ . 2/ . 3/ . • 


n±f, 

2 «±/, 

3 «±/. 


n±2f, 

2« ± 2/, 
3 « ± 2/, 


»± 3 /. 

2» ± 3/. 

3 » ± 3/. 


.(12), 


J 
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^ ? By giving / an appropriate value, namely that given hy pf=qn ±7} where p and q 

ij, e are integers, and 17 < e, the various terms in the array actually contributing to the 

output current may be picked out. Thus, in the case where p = i, 9 = 2, we see 
that the following terms contribute towards the output : (an — /), (» — 2/), ( 3 n — if), 

(S» - 2/). (S« - 3/). ( 7 « - 3/). and so on. 

The term of angular frequency n in equation (12), standing alone in the first 
column, is always present in the output, and is the term representing the output 
when ij — 0; that is to say, when no interfering signal is present. All the other 
terms in equation (12) contributing to the output, when a value is assigned to/, 
^ have angular frequencies of either « + f or n - where 

I = «■’?< 6 .(13)- 

a and a is an integer. 

S 'rhus the voltage oj applied to the grid of the second detector, on the assumption 
that the intermediate frequency amplifier does not introduce frequency distortion 
between the limits « f £ and n — e, is of the form 

r/. = P cos nt 4 Qi cos (n + i) t + Q2CO^(n — t .(14), 

Qi where P depends on powers of ey and only, and and on powers of 
and ^3. 

Assuming that the action of the second detector also is represented by the 
general relation of equation (8), substituting equation (14) in equation (8), and 
expanding the series so obtained in the same manner as previously, we see that the 
audio output contains a number of whistling tones, the angular frequencies of 
which are integral multiples of The relative amplitudes of these are as follows: 

Angular frequency ^ 2^ 4^ 8| ... 

Amplitude proportional to P{Qi f ^2) Q1Q2 Q\Q^ 

These whistling tones are additional to the bands of interference tones due to 
the various combinations of the modulation frequencies of and In actual 
practice, when interference is being experienced with a one-dial-control super¬ 
heterodyne receiver, the frequencies /, of the wanted and unwanted signals 
remain constant, and n varies slightly owing to inaccuracies in the ganging between 
signal-input and oscillator circuits. 

Suppose that an interfering signal is producing whistling tones in the output 
of a receiver, and that the receiver-tuning control is adjusted so that the signal- 
input circuit is tuned over a range equal to the band-width of the desired signal. 
Suppose also that the angular frequency of the oscillator changes by an amount 
An An during this operation. Now in the relation 

pf^qn± Tjy 

the value assigned to / is independent of variation in n. When n varies by An, 
i?A 7j also must vary by Arj in order that this relation may be true, and we have 


qAn±Arj = o .(15). 

Hence | and the multiples of f vary by an amount given by 
Af a9.An±A|==o .(16), 
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That is to say, the whistling tones vary slightly in pitch. The amount of variation 
depends, of course, mainly on the accuracy of the ganging of the input and oscillator 
circuits. As a typical case consider a receiver designed to cover the wave-lengths 
from 200 to 600 metres, that is to say, covering one hundred channels each of 
10 kc./sec. width, so that rotation of the condenser scale through 0*01 of the total 
scale reading is sufficient to tune completely through a station. The sections of a 
good modern ganged condenser are generally matched to within \ per cent or 
I /x/LtF., whichever is the less. Taking this figure, it is clear that AC/C is of the order 
of 10'-^, where AC is the misalignment error between two sections, introduced by 
rotation of the condenser through a small amount. The variation in f is given, as 

aj.A«±A| = o. 

where An + i (AC/C) n = 0. 

At a wave-length of 500 metres n = izir x 10® radians per second, and we 
i 0 } ^. 10 “^. I 27 r. 10® = A^^, 
or * ± 6o7r (xq = A^. 

Therefore, in this case, the fundamental whistling tone varies in pitch by an amount 
of ± 30 o^, where a and q are integers. In practice the pitch is found to vary by 
amounts of the order of 300, giving a value of the order of 10 to the product og. 

The whistling tones occur at several places around the tuning scale in the 
majority of commercial models of superheterodyne receivers when they are operated 
in the vicinity of a broadcasting station, and the writer has yet to meet an instrument 
which does not suffer from this trouble in some degree. The actual magnitudes 
of the tones cannot be determined until the various coefficients in the first and 
second detector functions are known. It is clear, however, that the amplitude 
of the fundamental tone, of angular frequency f, is greater than the amplitudes of 
the overtones of f. 


CASE 2. SQUARE-LAW RECTIFIER 
Assuming that the first detector (current, voltage) characteristic is of the form 
i — kV^y and putting /== i « ± e, we find that the terms selected from its output 
current by the intermediate frequency selective circuits are as follows: 

I ^ki [2^1 ^2 cos nt + 2^i^ 3 cos (/^ ± 0 f] .(17). 

If we put / = 2», we have the simple case of second channel interference, and the 
amplitude of the second term in equation (17) becomes 2^2^8- 

If no distortion occurs in the intermediate frequency amplifier, the voltage 
applied to the grid of the second detector will be proportional to I in equation (17), 
and if this also operates as a perfect square-law rectifier, the audio output terms 
will be given by 

k^Iji = + 2^i*V + cos €t .(18), 

If El and £3 are both modulated, the first term in equation (18) contains the 
desired signal plus, harmonic distortion products. The second term may be ignored 
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if ^8 is small, and this frequently obtains in practice. If not, it represents ten inter¬ 
ference bands. The last term gives a pure whistling tone plus fourteen interference 
bands. As in the general case, the whistling tone is of variable pitch, the variation 
depending on the accuracy with which the frequency of the local oscillator keeps n 
radians per second ahead of the signal-frequency circuit. The mutual effect of the 
signals results in an increase in the modulation of the desired signal, for 


+ 4^1 ^3® + cos et .(19), 

in the presence of ^3, and 

^ = 4^1^22 .(20), 

in the absence of e^. 

The ratio x of expressions (19) and (20), giving the increase in modulation 
due to the interfering signal, is given by 

a: = I + (^3^ + cos €t)je^^ . (21), 

and if e^ be small this becomes 

X — 1 2 (^3/^2) cos ct .(22). 

(When/~ 2w this value, being neglected, becomes 

1 + 2 (^3/^1) cos 6/). 


In the absence of [the desired signal the interfering signal does not contribute 
to the audio output. There is, of course, an infinity of values which may be accorded 
to /, and in cases where the interfering signal is due to a powerful local station—that 
is to say, where e^^ is not negligible—each different value of / results in a different 
audio output and, in general, a different value of x. It would serve no purpose to 
consider further cases here, but there are certain conclusions which may be drawn 
from the preceding analysis. 

The fact that the number of interference bands in the audio output is greatly 
reduced when e^ is negligible stresses the importance of careful screening in the 
pre-first-detector stages. Further, a receiver employing a well-screened stage of 
radio-frequency amplification is, for the same reason, to be preferred to a receiver 
in which the first stage is the first detector. The use of band-pass filters and of 
circuits of low decrement in the signal-input circuit also aids in this direction. 

These points are referred to only briefly as it is realized that the principles of 
superheterodyne-receiver design are now fairly well established, and, further, it 
would be out of place to discuss them in this paper. 


APPENDIX 

We have to expand the general term T,, where T, = in equation (10), 
where V has the value given by equation (6) and 5 is even. Replacing e-^ + 4- e^ 

by 2e^ in equation (6) and writing the value of in full, we have 

r, = 2l« As [e^ -I- ^1^2 cos nt -h e^e^ cos ft -I- ^2^8 cos (n -/) 







% 
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Since s is even, ^5 is integral, and expanding T, by the multinomial expansion 
we have 

where jS = x x x 

a — e^\ r = ^i^8Cos//; ^2^3 cos (n —/)/; 

snd U "j" ”i“ K. -j- Z/ = 

As we are only concerned with the angular frequencies present in ST,, the 
values of the coefficients will be ignored. It is clear that Tg is composed of a sum 
of products of powers of cosines which can be expressed in terms of multiple 
angles. Replacing the powers of the cosines by the multiple angle series, we see 
that each term in the summation T, is itself a summation, and we obtain 

Tg - Ba^ 2 y cos / nt . cos k ft . cos /(«—/) h 

where y depends on the values of /, and /. Rewriting this, we have 

= 2^^At, 2 2* y' [cos {(j + ^ ~ 0 /} ^ + 3 similar terms], 

0 Jsk.f Xj’^O 

where y' takes account of the additional constants introduced by the re-arrange- 
ment. In equation (lo) we have 

I — T,{s even), 

8-2 

whence 

/ = S 2^‘‘A, S ) 3 a® S y [cos {{j+ t)n + {k — l)f}t +2 similar terms]. 

s-2 H,J,K,L=^0 j,k,l-0 

Giving the successive values to y, k, /, J, Ky L and to s we see that the angular 
frequencies of the terms in the summation are exactly contained in the expression 
KH ± A/, where k and A are positive integers. When kh ± A/-= ±n±7]y where 
17 < €, a value can be assigned to/, and the terms actually contributing to the output 
can be picked out, as has been stated in the text. The only values of k and A which 
must be excluded are those given by #c > i, A o, and /c = A = o, and hence the 
array (12) is obtained. 


DISCUSSION 

Mr A. Hall. The author mentions only interference due to the presence of incom¬ 
ing stations, but, as has been pointed out by Mr Willans, there can be interference 
when only one station is being received, the worst offender being the second detector 
valve. Even the fifth and sixth harmonics of the intermediate frequency originating at 
the second detector valve can cause serious interference. In one conunercial form 
of superheterodyne receiver I have found an interference which I would like the 
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author to consider. One station was being received, namely, an oscillating wave- 
meter, the strength of the signal entering the receiver was fairly considerable, and 
the amplification of the receiver was adjusted to be fairly large by suitable adjust¬ 
ment of grid bias. Then if the receiver was tuned accurately by the wave-meter 
no interference was received and any modulation could be freely heard. But 
when the receiver was tuned to a frequency a few thousand cycles higher a 
serious heterodyne note was heard. This took place over the whole of the wave-band 
range. If the author can explain this trouble I shall be very thankful. 

Author’s reply. Although in my analysis I set out to consider interference 
from a source external to the receiver, certain other forms of interference, such 
as that due to the generation of harmonics by the local-oscillator valve, or to back- 
coupling between the second and the first detector valves, may be readily taken 
into account by assigning appropriate values to /. With regard to the problem 
stated by Mr Hall, the data given are not sufficient to permit of a definite solution. 
If we put ^1 = 0 and /= — Ao) (Aa> < c) we see that the output from the second 
detector valve contains only the modulation (if any) of the wave-meter signal. It 
is clear, therefore, that the whistling tone experienced in this case is due to some 
cause other than that treated in the present paper. 
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Les Bandes MoUculaires dans les Spectres Stellaires^ par P. Swings. Pp. 29. 
{Actualitis Scientifiques et IndustrielleSj No. 50. Paris: Hermann et 1932.) 
7 francs. 

The appearance of this excellent monograph is particularly welcome on account of the 
difficulty, which many readers experience, in finding the rather widely scattered papers on 
this important branch of astrophysics. It is a clear, concise and critical survey, such as 
might be expected of an author who has made a special study of the subject at the Yerkes 
observatory after carrying out elsewhere some laboratory investigations of certain band- 
spectra. The bands which have been identified in stellar spectra are all due to neutral 
diatomic molecules and occur only in the cooler stars (types F, G, FT, M, 5 , F, and N), 
Amongst these molecules the author includes H2 without a query or a comment, although 
some astrophysicists of long experience doubt the reported identity With sun-spot lines of 
certain Hg band lines. To the author’s list of molecules it seems safe to add SiH, band lines 
of which have been identified in the sun-spot spectrum. The band head at A4752 which, 
together with the one at A4744 due to accompanies the strong Swan band 

head at A4737 in certain stars, is attributed on p. 15 to It should, however, be 

mentioned that this interpretation of the band has been questioned by Menzel, who 
attributes it, apparently with greater justification, to thus removing any evidence 

there was of a third carbon isotope The booklet closes with a very useful list of refer¬ 
ences to original papers. It is the second of this admirable series of monographs dealing 
with the study of molecular bands in spectra of celestial sources, a former one (No. 16, 
1929) by F. Baldet having been devoted to comet spectra. w. j. 


Structures et Proprietes Optiques des Carbonates^ par H. Brasseur. Pp. 29. 

{Actualites Scientifiques et IndustrielleSy No. 51. Pari§: Hermann et 1932.) 

7 francs. 

This monograph deals chiefly with the refractive indices, birefringences and related 
properties of carbonates in the two crystalline forms, e.g. of CaCOg in the well-known 
forms calcite and aragonite. It also includes a brief account of the same optical properties 
of certain crystals in which the CO3 group is replaced by one of the groups BOs, NO3, 
TiOg. The subject is founded upon some of the researches of W. L. Bragg and later in¬ 
vestigations by others, including the author himself, who, as we learn from a preface by 
V. Henri, has worked upon this subject in W. L. Bragg’s laboratory and elsewhere. The 
four diagrams would gain in usefulness if specific reference were made to them either in 
captions or in the text itself and if symbols were included in all instead of only one of them. 
So broad a title seems hardly suitable for a monograph which excludes such important 
optical properties of these crystals as their infra-red spectra, about which much valuable 
information has been won by Liebisch and Rubens, by C. Schaefer and his collaborators 
and by Rawlins, Taylor and Rideal. Within its set limits the booklet is interesting and 
valuable. w. j. 
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Acoustics and Architecture, by Paul E. Sabine. Pp. ix + 327. (McGraw-Hill 
Publishing Co., Ltd.) 2i^. net. 

The two introductory chapters of this book contain those notions concerning the 
nature and properties of sound necessary for the appreciation of its principal theme, and 
justify the author’s departure from the more usual title of “ Architectural Acoustics” by 
which works of similar scope are known. In these chapters, which also provide an historical 
background, the essential preliminaries are disposed of in a simple but businesslike manner 
and the reader is introduced to the subject of sustained sound in an enclosure by the con¬ 
sideration of stationary and semi-stationary waves in a tube. We note that the diagram 
illustrating the last named system has the unusual merit of being correctly described and 
drawn, and, passing to a description of Prof. Wallace Sabine’s work on the intensity dis¬ 
tribution in a room, we meet one of the characteristic features of the book—the prominence 
given by the author to the pioneer work of his kinsman and the researches with which he 
himself has been associated at the Riverbank Laboratories. A description of W. C. 
Sabine’s work may appeal especially to those without easy access to the Collected Papers, 
while an account of the author’s work under a single cover and fitting easily into the general 
ensemble is too welcome to require the apology made in the preface. Reverberation is 
studied with absorption considered as a continuous and then, in the modern mode, as a 
discontinuous phenomenon, while the proofs of the corresponding reverberation formulae 
are based on Buckingham’s analysis the kernel of which is given in an appendix. The 
methods of measuring absorption coefficients at normal and at random incidence having 
been described and the results considered, there follow two chapters of considerable 
practical interest. The first of these is concerned with the calculation of the reverberation 
time of an auditorium and a discussion of the “acceptable range of reverberation times,” 
which expression the author prefers in place of “ optimum reverberation time ”; while, in 
the second, salient features of auditorium design are illustrated by architectural drawings 
of actual buildings. The account of the measurement and control of noise is good and on 
the subjects of sound-transmission and insulation the author has much to say that is of 
interest. Particularly valuable is his critical comparison of the methods that have been em¬ 
ployed for measuring the transmission of sound by walls and his demonstration from the 
data obtained that, in general, it is the mass per unit area of the wall which plays the pre¬ 
dominating r 61 e in sound-reduction. In the chapter devoted to machine isolation, oscillo¬ 
grams of machine and floor vibrations are reproduced and serve to illustrate the clear 
distinction which must be drawn between measures which reduce the vibration of the 
machine on its supports and those which reduce the transmission of vibration to the 
supporting structure. The book concludes with a number of appendices containing useful 
data on absorption coefficients. 

This volume has been written by a master of the craft which it describes and, as it 
continuously reflects the eminently practical outlook of its author, it may be recommended 
not only to those whose interest is of an academic nature but also to those actively engaged 
in the design and acoustical correction of buildings. E. J. i. 

The Colloid Aspects of Textile Materials and Related Topics. A General Discussion 
held by the Faraday Society. London, 1933. Pp. 368. Price 15^. 6^. net. 

By a striking coincidence this volume has appeared within a few weeks of the twentieth 
anniversary of the first general discussion on colloids arranged by the Faraday Society, that 
held on March 12, 1913, on the viscosity of colloids. Few things could more vividly im¬ 
press a reader with the astonishing development of the discipline than a comparison of the 
two reports. Twenty years ago investigators were concerned much more in discovering 
strange and anomalous properties of colloidal solutions, and in developing a classification 
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and nomenclature, than in attempting to discover why a number of substances of the highest 
importance exhibited colloidal behaviour. It is on the latter problem that recent research 
on cellulose and proteins has concentrated, and it has achieved an astonishing measure of 
success by bringing into action the whole armoury of modem experimental methods. 
Measurements of the elastic and optical properties of natural and artificial cellulose fibres, 
X-ray analysis, viscosity measurements and determinations of the osmotic pressure of sols 
of cellulose esters, as well as the exhaustive application of classical chemical methods like 
methylation, have produced results which dovetail very satisfactorily. The stmcture of the 
cellulose fibre deduced from an imposing mass of concordant evidence is described as 
follows by Prof, H. Mark in his opening paper: “Cellulose...consists of fibres with a 
diameter between i and 5 deniers or 80 and 400/i, which have often a very irregular shape. 
These fibres are built up from the so-called cellulose micelles. They are bundles of long 
molecular chains which are held closely together. We do not know exactly how many of 
these chains form one micelle, and it seems to depend to a very great extent upon the treat¬ 
ment which the sample has undergone, but we may estimate that one of these packets in 
native cotton or ramie fibres consists of about 40 or 60 of these chains. We have reason to 
believe that the single chains of one special sheaf are not all exactly of the same length and 
stmcture; it seems, however, that the differences are not very great, so that we are entitled 
to speak of a certain average length and structure of these chains. The diameter of a micelle 
is between 50 and 70 A., so that one single fibre contains about ten million micelles in its 
cross section. 

“The chains themselves are built up of glucose units linked together by consecutive 
i~4-glucosidic bonds; they are called main valence chains and form the very backbone of 
the whole structure; their average length is not yet quite fixed but, it seems, one may 
assume for the most carefully treated natural samples that the chains contain about 150 
or 200 glucose molecules, and that this number decreases very rapidly with every chemical 
treatment of the fibre. Glucose units, main valence chains and micelles are the three 
essential building stones of cellulose fibres.*’ 

The next problem of fundamental interest to the colloid physicists is: into what ele¬ 
ments is this astonishing stmcture broken up when cellulose, or one of its esters, goes into 
solution.^ The answer “The micelle!” would have been unanimous a few years ago and 
would still be that given by a considerable number now, there being some diversity of 
opinion regarding the mechanism by which the high viscosity so characteristic of these sols 
was brought about. In recent years however Prof. Staudinger, who gives a comprehensive 
summary of his work, has been led to a different view, in the first instance by studying 
substances of high molecular‘weight which could be obtained in the laboratory by poly¬ 
merization of comparatively simple bodies, e.g. polyoxymethylenes and polystyrenes. The 
chemical investigation of these bodies, and later of natural substances of high molecular 
weight like mbber and cellulose, “ arrived at the result that these substances consist of very 
long molecules, in which a hundred or more single molecules are bound by means of main 
valencies into chains, and it was further proved that these molecules, which were termed 
fibre molecules {Fadetmolekule)^ dissolve normally, like the molecules of substances of low 
molecular weight...,The properties of their solutions can, therefore, not result from a 
micellar structure of the colloid particles and special solvation phenomena occurring with 
them, but the colloidal nature of the solutions is connected with the size and special shape 
of the molecules. The investigation of this connection and the results of viscosity experi¬ 
ments provided confirmation for the results found chemically.” 

A brief summary only of Prof. Staudinger’s results can be given here. He calls specific 
viscosity the increase in viscosity produced by the dissolved substance, i.e. if 7;^ is the 
relative viscosity solvent^ then ^ For long molecules he then finds 
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where M is the molecule weight, a constant for the particular homologous series, and 
c “the concentration of a primary molar solution,'* which quantity is defined as follows: 
“ By the primary molecule of a long chain molecule is here designated that structural unit 
which, when regularly linked end to end, builds up the long chain molecule. The primary 
molecule of the normal paraffins and paraffin derivatives is the CHg group; a primary molar 
solution of such substances has, therefore, a concentration of 1*4 per cent." Since this 
quantity is also a constant for a given series, the formula states that, other things being 
equal, the specific viscosity is proportional to the molecular weight or the chain length. 
Prof. Staudinger assumes the molecules to be straight and to make “ elastic oscillations like 
a glass fibre," but not to be flexible like say a silk filament. The effect of these oscillations 
is that the molecules have a “sphere of activity" vfYiich, for purposes of calculation (his 
italics), he takes to be a flat cylinder with the length of the chain as diameter and its 
diameter as height. Only solutions of such low concentration that the aggregate volume 
of these cylinders is smaller than the total volume of solution are suitable for the deter¬ 
mination of molecular weights. 

The somewhat arbitrary hydrodynamics does not seem to have troubled the meeting 
as much as the concept of straight molecules, which seems to have been unacceptable 
especially to the investigators of surface films, like Rideal, Adam and Katz. I'he question 
whether viscosity measurements can be utilized to determine molecular weights was, 
however, raised in a much more acute form by the results submitted by Prof. E. H. 
Buchner (with P. J. P. Samwel). The investigators had measured, by a new and ingenious 
method, what is undoubtedly the true osmotic pressure of cellulose acetate solutions in 
various solvents, and found mean values of 34,300 to 41,000 for different samples, which 
are in good agreement with those obtained by other methods. The specific viscosity of 
solutions of equal concentrations should therefore, according to Staudinger, be approxi¬ 
mately the same, but actually it varies from 1*28 to 4*01. Incidentally the specific viscosity 
decreases rapidly with rising temperature which, needless to say, does not affect the mole¬ 
cular weight. The discussion did nothing to clear up this discrepancy. It may also be 
useful to point out that, in the absence of other evidence, osmotic-pressure measurements 
cannot distinguish between micelles and macromolecules; in fact, the emphatic distinction 
between the two may remind critical readers of a well-known epigram by Swift. 

The fibres of animal origin, which consist of proteins, have been studied as far as their 
insolubility permits by the same methods as the cellulose fibres, and here again X-ray 
examination has confirmed and completed the picture first sketched by the chemist. 
Drs Dorothy Jordan Lloyd and Henry Phillips, acknowledging an earlier summary by 
Astbury, describe it as follows: “ Silk, stretched hair or wool and collagen fibres have been 
shown to be built up of long chain molecules lying parallel to the fibre axis. The long mole¬ 
cules consist of a repeating unit, of which three atoms lie on the spiral or zig-zag axis of 
the molecule, while the remainder form lateral extensions—the whole being a long poly¬ 
peptide chain with the length of the repeating unit 3-5 A." How these structural units are 
combined in natural fibres, and how the mechanical properties depend on the configuration 
of these elements and on their grouping in the fibre, are questions which are dealt with in 
a number of fascinating papers. It is difficult to choose a single example, but perhaps the 
paper by Dr S. G. Barker on “ The physical significance of crimp or waviness in the wool 
fibre " will serve as well as any to illustrate the intricacies of a single problem, and the great 
number of possible methods of attack from the physical side alone, which have to be 
supplemented by physiological and biochemical investigation on secretion and growth. 
Some of the relations found are surprisingly—and misleadingly—simple. Thus, if the true 
area of the cross section, which is elliptical, is taken into account, the product (area x 
number of crimps per inch) is reasonably constant. In view of this result, research for 
some lime was concerned chiefly with the number of waves per unit length of fibre, until 
further work showed that this figure was not really significant, but that “ the total number 
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of crimps per fibre along its entire length was constant for a given fleece. “ In many locks 
the mean total number of crimps in each fibre was the same irrespective of the length of the 
fibre ** although the difference between the length of the shortest and longest fibre amounted 
to as much as 9 cm. 

The geometrical form of the crimp may be anything from a plane sine curve to a helix, 
with a number of intermediate types: thus the sine curve may not throughout its length lie 
in one plane, but in a succession of planes inclined to each other. Similarly the helix may 
have a pitch which varies or even changes sign, i.e. a right-handed helix may become left- 
handed and vice versa, A mathematical expression covering all these types has been 
formulated by Tunstall. 

These regularities having been established by observation, there remains the formidable 
task of discovering the mechanism producing them. As with other structures of organic 
origin “models** can be produced by comparatively simple physical methods which can 
bear no real resemblance to what goes on in the organism: an oscillating jet of gelatin sol 
discharged into a dehydrating liquid sets to a filament which, after drying, closely re¬ 
sembles a wool fibre. Although surface tension effects and dehydration may be operative 
in the latter too, their action is spread over a very considerable period, and ancillary hypo¬ 
theses postulating periodicity in the physiological activities of the secreting organ, the 
follicle, become necessary. 

These, and much else contained in the volume under review, is outside the province of 
the physicist. But there is also much which will afford him the satisfaction of knowing that, 
in the comparatively short time during which the physicist has been called upon to assist 
in the study of textile fibres, he has certainly magnified his office. E. H. 

Lehrbuch der Glashldserei^ by Carl Woytacek. Technisch-Gewerbliche Bucher, 
Bandy. Pp.vii 4-319. (Wien: Julius Springer.) Price RM. 22.50. 

A good book on glass-blowing can be of great value to the research worker and labora¬ 
tory assistant as well as to the professional glass-blower, and the above volume is one that 
can be recommended to all who are interested in the subject. The treatment is considerably 
more detailed and comprehensive than that found in the majority of books, and the portions 
dealing with glass-blowing proper are written with the clear style of the expert who knows 
precisely how to present his subject. The volume is divided into two sections, the first 
being a general introduction while in the second the manufacture of special apparatus is 
dealt with. At the beginning of part i a survey is made of the grades of glass in common 
use, and the selection of blowpipes, glass tools, blowers and similar apparatus. The author 
passes to the correct method of holding the glass tubing so that it can be rotated steadily in 
the flame. Instructions are given for drawing a capillary and a series of graded exercises 
lead to the more complicated work such as the manufacture of taps. This section of the 
book is admirable; every requisite detail is given and, when necessary, illustrated. The 
diagrams are a noteworthy feature; they are numerous and indicate clearly what is required 
at each stage of the work. The only limitation is that the book is written for continental 
workers and may require a little adaptation when applied to English conditions. There is, 
for example, no mention of pyrex glass and the type of flame best suited for working it. 
Probably the majority of readers would also have welcomed a chapter on the working of 
fused quartz in the blowpipe. 

Instructions are given in the second section regarding the manufacture of all kinds of 
specialized apparatus—thermometers, barometers, standard volumetric and gas-analysis 
glassware, vacuum pumps, discharge tubes and mercury-vapour lamps. An immense 
amount of information is thus collected together, but it is doubtful whether all of it strictly 
belongs to a book on glass-blowing. For example, the description of Geryk, Gaede, and 
similar oil pumps could have been omitted and a reference to a suitable volume on vacuum 
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practice given. A difficulty that arises in some of the specialized branches is that, as the 
author admits, the assistance of an expert is required to obtain a working knowledge of the 
process. With such help detailed written instructions seem unnecessary, and without it 
they are not of very much use. On the other hand there are few who will not find much 
information that is useful in this section, and the book as a whole is the best work on glass- 
blowing that the reviewer has had the pleasure of reading. K. H. P. 

Heat, Light, and Sound, by E. Nightingale. Pp. xii + 378, with ii plates and 
363 figures. (London, G. Bell and Sons, Ltd., 1931.) 6^. 6 d. 

The writer of an elementary text-book of physics must necessarily travel a well-worn 
path. The author of this book, therefore, has contented himself with a ready-mapped 
route, and with few exceptions has followed the conventional order of treatment. None the 
less, new departures in two directions may be noted. Firstly a wider cultural value is given 
to formal observ^ations and records, by the skilful insertion of historical accounts. In this 
way the beginner, for whom this book is written, is pleasantly introduced to the first 
principles and to their origins at the same time. Secondly, the text, broken up by many new 
and redrawn illustrations and diagrams, bears a fresh and interesting appearance. In a few 
places a certain laxity of description and explanation may be observed, as in the account of 
the joining of two ice blocks by pressure, p. 82 ; the statement that the blocks will stick 
together even under warm water hardly elucidates. The diffusion of air and hydrogen in 
wide jars does not immediately prove that “the molecules are in rapid motion** (p. 94). 
Such minor criticisms may be made, but these smaller faults do not obscure the outstanding 
attractiveness of the volume for both teacher and student, to whom it may be recommended 
with confidence. j. p. a. 

Experimental Hydrostatics and Mechanics, by E. Nightingale. Pp. x-f 244, with 
20 illustrations and 182 text figures. (London, G. Bell and Sons, Ltd., 1931.) 
45. 6rf. 

In this little book the methods successfully employed in Heat, Light, and Sound are 
developed in a more pronounced degree. Anyone w'hose youth was marred by the study 
of mechanics of the purely algebraic kind, with academic problems to be solved by formula 
at the end of each section, will desire to have this book, although it is meant for beginners. 
It is true that if in a critical mood he will find rather trying the frequently repeated quali¬ 
fications “great,** “remarkable,** “famous,** as applied to well-known investigators and 
experiments, but he is not a schoolboy. The historical developments are carefully described 
with new and interesting illustrations. After a general historical introduction, the book 
sets off with the principle of moments, centres of gravity, and equilibrium, employing a 
rough and ready definition of force. Hydrostatics follows. Then, after a more detailed 
study of force and equilibrium and the conceptions of work and power, dynamics and the 
laws of motion finish the book. This order, to which grave objection might be raised on 
logical grounds, is deliberately chosen as more suited to the beginner. While one may doubt 
the wisdom of this decision, there is no question that the author has revitalized the pre¬ 
sentation of elementary mechanics. No teacher of the subject would be wise to neglect 
this book. j p 

Elementary Hyperbolics, by M. E. J. Gheury de Bray. Vol. 1, pp. xi+35 i. Vol. 2, 
pp. xii + 209. (London: Crosby, Lockwood and Son, 1931.) 

The book is specially adapted to the requirements of beginners and is intended for 
those technical students who do not take easily to mathematics. Provided they are suffici¬ 
ently tenacious of purpose such students will find every step filled in, so that they can 
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hardly be ** stumped in reading the book, though they will need all their wits about them 
if they are to retain the thread of an argument which extends over perhaps three pages of 
algebra. 

If they are the sort of people who are helped by speaking of; How we descend a flight 
of steps, and where they lead us ” instead of How to evaluate a continued fraction,” then 
this book will certainly help them. 

The reviewer feels that much of the difficulty of the h3rperbolic functions would be 
removed if the hyperbola were not introduced. The difficulty as to the unit of measurement 
for the argument could not then arise, and much tedious algebra would be avoided. 

What will be the reaction of the technical student to the assertion on p, io8 that if 
2u == zdy then u is not equal to By we do not know. His shock will be no less severe than 
that of the mathematician who on another page is supposed to be horrified at the suggestion 
that cosh (dog) = J Actually his surprise might be so small that he would 

even be prepared to admit that cosh a? ^ -f e^) even when x = (the numerical value 
of) Gheury de Bray! 

The second volume is devoted to the application of vectors and of hyperbolic functions 
to the solution of mechanical and electrical problems, and can be particularly warmly 
commended. j. h. a. 


Tables for the Development of the Disturbing Function with Schedules for Harmonic 
Analysis, by Ernest W, Brown and Dick Brouwer. Pp. 85. (Cambridge: 
University Press, 1933.) los, 6 d. 

The disturbing function R is such that dR/ds gives the disturbing force on one planet, 
in the direction r, due to another planet. When there are several disturbing bodies, R is the 
sum of a number of functions each of the form mjp — mr cos co/r'* where m is the mass of 
the disturbing body, p the distance between the two, r, r' the distances of the disturbed and 
disturbing bodies from the sun and w the angle between r and r\ 

The numerical treatment of the function is facilitated by the expansion of 

(i — 20L cos S + a®)”'^ 

in the form 

(i — a®)~” (An "f Bn a cos S -t- Bn' a® cos 2 5 -f a® cos 3 <S + ...), 

the coefficients A and the first eleven of the coefficients B being given in this table for 
values — — f, — I and ~ | of — Actually the quantities tabulated are the logarithms 

to 7 figures of A and B for values of a®/(i — a®) from o to 2*50, proceeding by steps of 0*01. 
Natural values would be less useful even when a calculating machine is available, since 
products of several factors would normally be required. 

We may note that the extraction of the factor (i — a®)“” simplifies the numerical work 
but not the analytic nature of the Bs which are quite closely related to ordinary Legendre 
functions if the expansion is made simply in powers of a. 

The rest of the book contains other tables of use in precise calculation of orbits, the 
only other one likely to be of interest to the general physicist being the expansion of 
(i - 2a cos S + a®)“'‘ in the form (i — (C + Dn cos S -f Dn" cos 2 S -f ...) for 

n = -f i and + f. This time, the natural values to 5 figures are entered as functions of a 
itself, which proceeds from 0*900 to 0*950 by steps of o*ooi. 

The book is stated to be the same as part 5 of volume 6 of the Transactions of Yale 
University Observatory y and it has apparently been printed from the same plates, since the 
page numbers commence at 73. j. h. a. 
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HYPERFINE STRUCTURE IN THE SPARK 
SPECTRUM OF CADMIUM 

E. GWYNNE JONES, Beit Scientific Research Fellow, Imperial 
College of Science and Technology, London 

Communicated hy Prof. A, Fowler, F.R.S., June 15, 1933. Read July 7, 1933 

ABSTRACT. 1 ’‘he Cd ii spectrum has been investigated in the region AA 4200-8500 
with Fabry-Perot etalons. Of the thirteen lines examined, only A 8067 has any structure. 
From the structure of the term it is calculated that the^ (/) factor of the odd isotopes 
is — 1*25 proton magnetons. 

§1. INTRODUCTION 

N the spectra of cadmium, only four arc lines have been thoroughly investigated 
for hyperfine structure. Michelson proposed A 6438 (5iPi-6^D2) as the 
standard of wave-length measurements on account of its lack of structure, and 
the visible triplet AA 4678, 4800 and 5086 (5^Po,i.2“6®Si) has long been known to 
possess satellites. The structures of these lines were accurately measured and 
explained by Schuler and Kcyston*, who assigned the nuclear moments / o to 
the even isotopes (mass numbers no, 112, 114 and n6) and / - ^ to the odd 
isotopes (in and 113). The present investigation was carried out in order to 
examine the lines of Cd ii that fall in the region AA 4200-8500, where a silvered 
interferometer can be used to best advantage. 

§2. EXPERIMENTAL RESULTS 

The spectrum, which had already been analysed by von Salisf was excited in a 
Schiilerlamp of the hot cathode typej, in which the required lines were very 
intense. Fourteen lines (involving thirteen terms) wwe examined; the twelve lines 
in table i were found to have no structures. 

Table i. Cd ii lines which have no structures 
A Classification A Classification A Classification 

{ 4285 8 ^Sp 6 T^ 6759 7237 6®Dj-6*F5 

4412 8^S^'-6T^" 5337 s’*F)»“4T5 7284 6 *D”.- 62 F 7 

6465 6 ^P;- 62 D. 5378 5®D:-4T. 6355 4 *F,- 5 *G 

6726 6 ^¥]-A»^D] 5381 s'Dr4*F: 6360 4»F—5*G 

* H. Schuler and J. E. Keyston, Z.f. Phys. 67 , 433 (1931). 
t G. von Salis, Ann. d, Phys. 76 , 145 (1925). 
j H. Schuler, Z.f. Phys. 36 , 323 (1926), 
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The line A 8067 has a small structure comprising three components, 

an intense line (due to the unresolved even isotopes) bracketed by a much fainter 
doublet (with a separation 8v of 0*11 cm:^) which is ascribed to the odd isotopes. 
Since the absence of hyperfine structure in A 6726 and A 6759 proves that the level 
6‘^Pj is single, the measured structure in A 8067 is that of the level 6*Sj. The in¬ 
tensity ratio and position of the faint doublet indicate that the odd isotopes have 
nuclear moments I equal to \ and that the hyperfine levels are inverted, in com¬ 
plete agreement with the analysis of Schuler and Keyston’**' for the visible triplet 
of Cd I. The related line A 8530 (6^Sj-6‘^Pj), which is, however, too faint to be 
analysed completely, shows indications of the same structure as that obtained for 
A 8067. 

A number of new Cd 11 lines have been observed in the far red, and it has been 
found possible to classify three of these, namely 

A 8530*3 62 Si- 62 Pi 

^8389-3 7 ^Si- 62 P^ 

A 7940*8 72Sj~62Pj. 

The new doublet involving the 7^8^ term, which had previously only been 
estimated from combinations in the extreme ultra-violet, fixes its value as 
29,075*50111:^ These new lines were all too faint to be photographed successfully 
through the interferometer. 

§3. DISCUSSION OF RESULTS 

The measurement of a hyperfine separation in a ‘'^S-term of the odd isotopes 
renders possible a calculation of the magnetic moments associated with the nuclear 
spins. 

It has recently been shownf that, for penetrating s electrons, the interval factor a 
may be expressed by the formula 

g{I) 

3 '1838 . ^ 

where i?, a, fj„ arc respectively Rydberg’s constant, Sommerfeld’s fine-structure 
constant, and the effective principal quantum number of the spectral term under 
consideration. Z„ and Z, are the effective nuclear charges experienced by the 
electron in the outer and inner parts, respectively, of the penetrating orbit. The 
function k represents a relativity correction. On substitution of the appropriate 
numerical values (i) the^ (/) factor (the ratio of magnetic to mechanical moments) 
for the nuclei of the odd isotopes is found to be - 1*25 proton units. This is 
in very good agreement with the value — 1*33 calculated by GoudsmitJ from the 
measurements § on certain Cd 1 lines. 
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* ].ot.cit, (1)^ O'li, iIq 2-865, -2, Z,—48and/('- 1*28. 

t S. Goudsmit, Phys, Ref\ 43 , 636 (1933). 

J Loc, cit. § Schuler and Keyston, loc. cit. 
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THE INTENSITIES OF BANDS IN THE SPECTRUM 
OF BORON MONOXIDE 

By a. ELLIOTT, Ph.D., D.Sc., Physics Department, 
the University, Sheffield 

Communicated by 5 . R. Milner^ F,R.S,y May 24, 1933. 

Read July 1933 

ABSTRACT. The intensities of the a bands of BO have been measured by means of an 
arrangement which gives the intensity of a whole band. Precautions for the detection of 
systematic errors are described, and the probable error is estimated at about ± 5 per cent. 
The observed intensities have been compared with theoretical ones calculated from wave 
mechanics. Morse’s wave function is found to give much better results than the harmonic 
wave function, but shows some discrepancy from theory for higher vibrational states. The 
theory using the harmonic wave function has been applied to some previous results 
for the intensities of the ^ bands of BO. Fair agreement is found for the most part, but a 
few bands show discrepancies greater than the experimental error. The intensity ratio of 
the B^^O and B ^®0 bands has been measured for two of the a bands. The result, 3*5 :i, is 
in satisfactory agreement with a previous determination of the isotope intensity ratio in 
the p bands of BO, 3-66:1. 

§1. INTRODUCTION 

T he probability that a transition will occur between two vibrational states of 
a molecule can be calculated by wave mechanics, provided that the molecular 
constants have been determined with sufficient accuracy. Such calculations 
have been carried out by Hutchisson and by Price The accuracy of the 
calculated values depends on the accuracy of the simplifying assumptions which 
have to be made, and chiefly on the way in which the nuclear potential energy is 
assumed to depend on the internuclear distance. 

As the experimental data available for testing these calculations are rather 
meagre, it seemed desirable to determine the intensities of a number of bands with 
as great an accuracy as possible. For such a purpose it is necessary that the bands 
measured should lie in a region for which accurately calibrated standard lamps are 
available, and that they should form a system in which overlapping of bands does 
not occur to a great extent. The a system of boron monoxide in the visible region 
seemed fairly suitable for the purpose, and was accordingly chosen. It is the object 
of this paper to describe the determination of the intensities of these bands, and to 
compare them with the theoretical intensities. The notation used here is that given 
by Jevons 
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§2. EXPERIMENTAL 

The method employed for the determination of relative intensities over a wide 
range of wave-lengths was substantially the same as that developed by Ornstein 
and his colleagues at Utrecht with the important addition that an arrangement 
recently described by Thompson was employed in making the microphotometer 
record of the bands whose intensities were to be compared. This modification gives a 
record in which the ordinates are proportional not to plate density but to intensity 
multiplied by a factor which is constant over a range of about 50 A., i.e. over a 
complete band. The record is planimetered to give the area for a complete band. 
This, when multiplied by the appropriate factor, is a measure of the energy radiated 
as a result of the vibrational transition in question. Density marks were obtained 
by photographing the spectrum of a standard lamp through a step slit placed 
over the spectrograph slit, which was opened wide. 

Calibration of standard lamps. Tungsten spiral-filament lamps, run at constant 
current from accumulators, were used; the colour temperatures of the lamps were 
determined by different methods. The first lamp used (6 V., 36 W.) had been 
calibrated at the Physical Laboratory of the University of Utrecht by means of an 
optical pyrometer and was kindly given to the author by Prof. Ornstein. This 
lamp was used in method {a) to be described later. The lamp used in method {b) 
(12 V., 24 W., Siemens motor-headlight lamp) was calibrated in this laboratory by 
concentrating its radiation on the slit of a monochromator and observing the 
galvanometer deflections produced by a thermopile at two suitable wave-lengths 
(AA 6563 and 5016). The ratio of these two deflections, after correction for the stray 
radiation scattered by the optical parts of the monochromator and for the different 
transmissive powers of this instrument at the two wave-lengths, enabled the colour 
temperature of the lamp to be calculated from Wien’s law. A knowledge of the 
dispersion of the monochromator at each wave-length is also necessary for this 
calculation. 

Stray light could have been eliminated by using a double monochromator, but 
as this was not available, screens transparent to the stray radiation (chiefly near 
infra-red) but opaque to the radiation which is to be measured were used as 
shutters The difference between the galvanometer deflections with and without 
these shutters gives the deflection due to the radiation which is to be measured, 
provided that the shutter transmits all of the stray radiation. As shutters, the 
Ilford infra-red filter was used when measuring the radiation at A 6563, and cello¬ 
phane stained with commercial red ink for A 5016. These screens transmitted only 
about 90 per cent of the stray radiation, and in consequence the difference of 
deflections with and without the shutter was larger than the deflection due to the 
radiation to be measured. At A 6563 the percentage of stray radiation was so small 
as to render further correction unnecessary, but this was not the case at A 5016. 
By observing the difference between the deflections obtained at this wave-length 
with a totally opaque shutter and with the red cellophane screen, the deflection due 
to the stray radiation transmitted by the screen was found. In similar fashion the 
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deflections due to the stray radiation transmitted by two, three and four thicknesses 
of the same screen were found. By plotting these deflections against the thickness of 
screen used and then extrapolating to zero thickness, the deflection due to the 
stray radiation as it would have appeared with a screen transmitting 100 per cent 
was obtained. This result, together with the difference between the deflections 
with and without the single thickness of screen, enabled the deflection due to the 
radiation of wave-length A 5016 to be calculated. 

The quantity 

(fraction of incident light transmitted by the) 
monochromator and condensing lens for A 5016)] 

(fraction transmitted for A 6563) * 

which may be referred to as the relative transmission for these wave-lengths, was 
determined in the following manner. The monochromator, lamp and condensing- 
lens were arranged in front of the slit of a spectrograph so that, when the thermopile 
was removed, the light in the region A 5016 transmitted by the monochromator fell 
on the spectrograph slit, 'fhe moi^Jchromator was sufficiently far from the spectro¬ 
graph to ensure that only the central part of the spectrograph prism was illuminated. 
The spectrograph was provided with a step slit. Density marks were photographed 
with this arrangement; then the monochromator was set to give the region A 6563 
and density marks at this wave-length were taken. The lamp was then placed between 
the monochromator and spectrograph slit, and density marks were again taken. The 
current through the lamp was of course kept constant, and all exposure times were 
the same. After the plate had been photometered in the ordinary way, the relative 
transmission for the two wave-lengths could be calculated. The method is an 
adaptation of that devised by Ornstein for the photographic method of calibrating 
standard lamps 

The relative transmission of the monochromator is constant for two given 
wave-lengths, and hence has only to be measured once. When this determination 
has been carried out, it is a fairly simple matter to calibrate a lamp by observing the 
deflections due to the thermopile for two wave-lengths as described above, correcting 
them for the relative transmission and finally calculating the colour temperature of 
the lamp from Wien’s law. The probable error in the determination of the ratio 
-^A6 oi 6 is about ± 1 per cent, giving a probable error of ± 10® in a colour 

temperature of 2930"^ K. 

Intensity-measurements, The spectrum of boron monoxide was excited by 
allowing the vapour of boron trichloride to pass into streaming active nitrogen 
containing the necessary trace of oxygen It is of importance in hetero- 

chromatic photometry that the exposure times be the same for density marks and 
for the spectrum in which the intensities are to be measured. Since the energy 
radiated by the standard lamp is very different for regions of different wave-length, 
some arrangement is necessary whereby a series of sets of density marks of varying 
intensity but constant exposure time may be made. Two methods were used. 

Method (fl). A single-prism Littrow spectrograph with glass optical system 
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giving the whole of the visible spectrum on a lo-in. plate was employed for the 
measurement by this method. In this case the light from the standard lamp passed 
through the afterglow tube before falling on the spectrograph slit The condensing 
lens, used to throw an image of the tube on to the slit, was removed when density 
marks were being taken. Several sets of density marks were taken with different lamp 
currents in order to get suitable densities over the wave-length range 4000 to 6000 A. 

When exposure for the BO bands and development had been completed the 
density marks were photometered at the wave-length corresponding to the most 
intense part of each band. Where the densities were suitable, two sets of density 
marks were photometered at the same wave-length so as to enable the relative 
intensities of the various sets, taken with different currents, to be determined at 
selected wave-lengths. The relative intensities at the same wave-lengths were then 
calculated from the colour temperature of the lamp filament, the filament being 
assumed to behave as a black body at a temperature equal to the colour temperature. 
The calculated relative intensities differ slightly from those determined experi¬ 
mentally as described above, because the colour emissivity of tungsten is a 
function of the colour temperature. Correction factors could now be evaluated by 
which the energy functions calculated from the colour temperatures could be 
multiplied. The corrected values J?/ when multiplied by dXjds (where s is the 
distance along the photographic plate) and slit-width w give the correct relative 
intensities of the light causing the density marks, even though different currents 
were used. Templates for the modified microphotometer were drawn with a needle 
point on smoked glass for each band. The ordinates were the degrees of blackening 
of the density marks and the abscissae were the widths w of the corresponding 
steps. The bands were photometered with the templates and registrations whose 
ordinates were proportional to w and abscissae to s were obtained. The constants 
of proportionality depend only on the dimensions of the microphotometer, and 
similar factors, and are hence the same for all bands. 

The intensity of any part of a band is proportional to the ordinate on the 
registration at that point multiplied by Ex ,dXlds, The relative intensity of the whole 
band is given by multiplying the area under the registration by . dXjds. The relative 

intensities of thirteen bands were determined in this way from photographs taken 
on Ilford Special Rapid Panchromatic plates. The combined intensity due to 
and B^®0 was measured in each case. 

Method (A). The use of different lamp currents in order to secure suitable 
density marks over a wide range of wave-lengths leads to a rather complicated 
procedure for obtaining the values of Ex^ with the introduction of new errors of 
measurement at each step. In the method now to be described the lamp current 
remained constant. A magnesium-oxide screen was placed between the afterglow 
tube and condensing lens when density marks were to be taken; the plane of the 
screen was at about 45° to the axis of the condensing lens, which remained in 
position throughout. The standard lamp was placed so that its light fell normally 
on the white screen, whence it was diffusely reflected into the spectrograph. The 
intensity of illumination of the screen was altered by altering the distance d between 
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lamp and screen and was calculated from the inverse square law. This could be 
applied provided d was greater than 20 cm.; the limit is set by the dimensions of 
the filament and the accuracy sought, the error being i per cent. 

The intensity of the light causing a density mark was now proportional to 
Ex{dXlds).{w/d^) and was readily calculated. The arrangement had the further 
advantage that the whole of the prism could be utilized, provided that a large 
enough white surface was employed. This ensures that the path of the rays is the 
same for the light giving the density marks and that of the BO bands. The BO bands 
were photographed and the relative intensities were measured, the above method 
being used for taking density marks. The further procedure was the same as in 
method (a). In both methods it was necessary to take two photographs of the 
BO bands, one with a wide and the other with a narrow spectrograph slit, because 
of the great range of density which occurs on a single exposure. The correlation 
between the two sets was made from measurements on bands of medium density 
which were measurable on each plate. A Hilger E2 quartz spectrograph was 
employed for the measurements made by method (J). 

§3. COMPARISON OF RESULTS 

The relative intensities of the BO bands measured by both methods are given 
in table i, where columns (a) and (h) give the results from plates in which methods 
(a) and (i) respectively have been used. 

In method (a) a standard lamp calibrated by means of an optical pyrometer 
was used, whereas in method (b) the lamp was calibrated by the thermopile method. 
Different step slits and spectrographs were employed, and the dispersion and prism 
absorption was widely different in the two cases. The ratio (b)/(a) is sufficiently 
constant for a single v" progression to justify the belief that the average of the two v" 
sets, after (6) has been divided by the mean ratio {b)l{a), represents the intensities 
of the a bands of BO to about ± 5 per cent. This average is given in column (c). 

It would seem that no serious systematic errors due to absorption by the spectro¬ 
graph, faulty calibration of the standard lamp or step slit, or properties of the 
photographic plate, are present. Evidently higher accuracy could be attained by 
multiplicity of measurements. 

The fact that the mean ratio {b)l{a) is different for bands coming from the 
initial states o, i and 2 must be taken to mean that the excitation conditions were 
not the same in both cases, so that a different distribution of the initial states oc¬ 
curred. This is perhaps due to the fact that the active nitrogen was produced by the 
discharge from an induction coil in (a) and from a i6,ooo-volt transformer in (b), 

§4. COMPARISON WITH THEORY 

Hutchisson has evaluated the integral 

j - 00 

assuming the nuclei to perform simple harmonic oscillations, and in his second 
paper has extended the results to the case where the potential energy of the 
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nuclei is expressed as a power series in a factor depending on the displacement 
of the nuclei from their equilibrium positions. He also suggests the use of the 
wave function derived from Morse’s potential-energy function and uses the 
method of graphical integration for determining I in this case for the molecule 
Other wave functions in addition to these have been used by Price who has also 
used them to calculate the values of / for 

I have calculated the values of the above integral for the BO a bands, using 
Hutchisson’s formulae for harmonic oscillations, and have also determined them 
by graphical integration, using Morse’s wave function; the molecular constants 
have been taken from Jevons’ Report on Band Spectra of Diatomic Moletules^^K 
As the calculations in the second method become rather laborious with increasing 
they have not been carried out for the 0-4 and 2-4 bands, which are of low intensity 
and hence are not so well determined experimentally as the others. 

The intensity of an emission band is obtained by squaring / and multiplying 
by the fourth power of the frequency v of the band and by the number of molecules 
in the upper state. 

Table i. a bands of BO 
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This last quantity is quite unknown, and so theory and experiment can only be 
compared for bands with a common upper level. The values of in table i 
have been multiplied by a factor which is constant for each t;" progression and is 
chosen so as to give the best fit between theory and experiment. It will be seen that 

• It should be pointed out that in Morse's paper, the denominator F (j — i) in the normalizing 
factor should be F (s f i). 

t Absorbed strongly by the prism. 
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the calculations based on harmonic oscillations and on Morse’s wave function both 
agree well with experiment for bands for which = o and i, but when v' - 2 
Morse’s function gives very much better results. Even with Morse’s function, 
however, there is a systematic difference between calculated and experimental 
intensities when v' == 2. 

§5. ISOTOPE EFFECT IN a BANDS OF BO 
It has been found possible to make a measurement of the intensity ratio of the 
bands of and B^®0 for the 0-3 and 0-4 bands. As the isotopic bands are not 
completely separated the intensities of corresponding heads were measured, rather 
than the areas under the bands. The results for the intensity ratio of the isotopic 
bands are shown in table 2. 


Table 2 



0-3 band 

o~4 band 

Method (a) 
Method (/>) 

3-8 
_ 3’3 

faint)! M"*”’ 3-5 ; 


The correction to be made in the intensity ratio in order to obtain the 
relative abundance of the isotopes will be negligible here, as the bands both have 
v' equal to 0, and the energies of the and B^®0 molecules differ very little for 
this level. The above result is in satisfactory agreement, for the relative abundance 
of the isotopes, with that for the jS bands of BO, viz. 3*63. 

§6. THE p BANDS OF BO 

In a previous paper the writer has described the measurement of the 
intensities of the band heads in the jS system of BO, and the determination (based 
on certain assumptions) of the probabilities of transition p between a number of 
vibrational states. This probability p is obtained by dividing the measured intensity 
of a band by and by a factor proportional to the concentration of emitters in the 
particular v' state concerned. It should consequently be proportional to the square 
of the integral I given by Hutchisson, and the constant of proportionality should 
be the same for all bands in the system, irrespective of v\ Although no great 
precision was attempted in the measurement of the j8 bands* it seemed worth while 
to calculate I for a number of these bands, Hutchisson’s calculations for harmonic 
oscillations being used. This was accordingly done; table 3 gives the value of P 
below the corresponding value of p, and the values of P have all been divided by a 
constant factor to make them comparable with p. Quite good agreement is to be 
found when v' 0, and for the other progressions the agreement is fair. A notable 
discrepancy occurs for the 1-3 and 1-4 bands, and is too large to be accounted for 
by experimental error. It is very satisfactory to note that there is no systematic 
discrepancy between P and p as v' alters. This may be taken to mean that the 

• The error is probably as high as ± 20 per cent in certain bands, though the error in the intensity 
ratios of neighbouring bands in a progression will be much smaller than this. 
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procedure adopted for obtaining the number of emitters in the various v* states 
gives a substantially correct result. It may be mentioned that this point cannot 
readily be tested on the a bands, as it is necessary, in order to obtain the distribution 
of emitters in the initial state, that the intensities of all the bands in the system be 
measured. There is reason to believe that a considerable part of the a system lies 
in the infra-red beyond the range of the photographic plates used. 

It would appear that in the j8 bands, as in the a bands of BO, the theory based 
on harmonic oscillations gives results which are in many cases in agreement with 
experiment, but that in certain bands the discrepancy between theory and experi¬ 
ment is greater than the experimental error. No doubt better agreement would be 
obtained if the theoretical intensities were calculated from Morse’s energy function, 
but the accuracy of the measurements is hardly high enough to warrant the labour 
involved in these calculations. 


Table 3. Transition probabilities in bands of BO 


v" 

v' 

0 

I 

2 

3 

4 

... 

5 

6 

7 
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0 

24 

25 

29 

13 

8 





P 


20 

25 

21 

14 

8 





P 

1 

25 

6 

— 

21 

22 

IS 

II 



P 


37 1 

10 

0-6 

7 

56 

12 




P 

2 

30 

— 

13 

5 

2 

19 

20 

10 



1 

28 

6-5 

|_H 

5 

0*01 

3 


' 

I 

3 

17 

16 

- 1 

4 1 

j 20 

— 


j 21 

1 14 


1 

10 

29 

0-6 1 

' ^ 

9 1 

1 0*9 

^ 8 
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ABSTRACT, A high-temperature X-ray camera has been designed for taking powder 
photographs which show well-resolved doublets at high angles of reflection, enabling 
an accurate estimate of line position to be made. The temperature of the specimen was 
found in the following way. Photographs of silver, from which the lattice dimensions 
were calculated, were taken with varying heating currents. The coefficient of expansion 
of silver was used to convert lattice-spacing measurements to degrees centigrade. A 
curve relating the watts in the furnaces to the temperature of the specimens was thus 
obtained. A test of the reliability of the method was carried out by means of X-ray 
experiments on the expansion of quartz and the conclusion reached was that the assumption 
regarding the expansion of silver was valid. The temperature scale thus calculated was 
found to be correct to within 5® C. 

§1. INTRODUCTION 

C HANGES which may be found in the crystal structure of metals and alloys 
as the result of varying heat treatment do not always correspond to true 
equilibrium conditions. The time taken for an alloy structure to attain 
equilibrium varies enormously with the temperature. Equilibrium between 
neighbouring atoms may be established in a fraction of a second at temperatures 
just below the melting point, while in the case of high-melting alloys the attainment 
of equilibrium at room temperature is virtually impossible. Over a particular 
range of temperatures gradual changes take place during a finite period, and even¬ 
tually equilibrium may be attained. Further transformation may be arrested if an 
alloy is suddenly cooled, and in some cases it may be possible to preserve the form 
characteristic of the temperature from which the alloy was quenched. At higher 
temperatures equilibrium is attained almost instantaneously, and here the structure 
cannot be retained by quenching. The use of a high-temperature X-ray camera is 
essential for temperatures above those at which quenching is applicable. 

The pioneer X-ray investigations of alloy structures at high temperatures were 
those carried out by Westgren and Phragmen’"'. The camera was of the Debye- 
Scherrer type, the substance under examination being in the form of a wire which 
was heated to the required temperature by passing a current through the wire. 
Later workersf have used similar methods with cameras of slightly modified design. 
Becker has made measurements on the expansion of substances attached to a 

• A. Westgren, y. Iron and Steel Inst. 103,303 (1921); A. Westgren, A. E. Lindh, G. Phragmen, 
Z.f. Phys, Chem. 98, 181 (1921); 102, i (1922). 

t K. Becker, Z.f. Phys. 40, 37 (1926); W. M. Cohn, Z.f, Phys, 60, 123 (1928). 
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heated filament wire. In Cohn’s experiments the substance was heated with a 
surrounding coil of wire. 

In designing the present high-temperature camera the aim was to preserve, as 
far as possible, the essentials of the powder-camera which the author has used and 
found highly satisfactory* and to introduce such heating and cooling elements as 
would not interfere with the photographing of the specimen. 

§2. DESCRIPTION OF CAMERA 

The camera is constructed in two main pieces, camera proper and detachable 
cover. The camera itself consists of two circular flanged discs held rigidly, in the 



Figure I. 


form of a cylinder, by a block which contains the slit system for the entrance of the 
primary X-ray beam, I'he dimensions are: diameter of flanges, 9 cm.; total length 
of slit system, which is cylindrical, 2*5 cm.; entrance, diameter 3 mm.; exit, 
diarnetei* 4 mm.; step with 2 mm. hole, 5 mm. from exit. The apex of the sides 
of the V-shaped block, figure 2 (ft), is a vertical line 5 mm. in front of the axis of 
the camera. The knife edges, which give the sharp shadows on the X-ray film, are 
part of a plate which is permanently fixed on the central block, figure 2 (ft), the knife 
edges being on the circumference of the camera flanges around which the X-ray 
film is wrapped. A cover plate is fixed over the knife edges, sufficient room being 
allowed for the film and paper covering to slide between it and them. An overlap 
of several mm. is essential for good contact of the film against the knife edges. 

* A. J. Bradley and A. H. Jay, Proi. Phys, Soc, 44 , 563 {1932). (Communicated to Z.J, Krist.) 
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The heating is provided by two small wire-wound furnaces, figures 3 (a), (6) 
whose position within the camera can be adjusted by the screw fitting and main¬ 
tained by locking-nuts. The resistance wire* is wound around silica tubes which are 
held in steel blocks by small screws. In both furnaces one end of the wire is fixed 
to the block and this makes a common join with the rest of the camera when the 
furnaces are in position. Because the body of the camera forms part of the electrical 
circuit, the adjustable stand is insulated from the platform of the X-ray tube. The 
other end of the wire is in each case insulated by silica tubing and led to a terminal. 
For the lower furnace the terminal is fixed in a bakelite block on the exterior of 
the camera. In the upper furnace the wire is led to an insulated spring terminal of 
which details may be seen from figures i, 3 (6). The shape of the block ends is such 
that only a small bend of the spring is needed for good contact with the insulated 


a 



I 




f/mt, 

papt 





Figure 36. 


collar of the cover when the latter is in position. The necessary lagging for the 
furnaces is a mixture of equal parts of alumina powder and alundum cement. This 
has the advantage over alundum cement alone in that it avoids cracking due to excess 
shrinkage with repeated heating. An outer metal sheath provides the necessary 
strength. 

To maintain the X-ray film at room temperature, cooling is effected with two 
circular water-jackets round the inside of the camera flanges, each with its own inlet 
and outlet pipes, see figure i. To ensure that the central strip of the X-ray film 
which is not in contact with the cold flanges shall not be heated by heat radiation, 
a screen is placed between the X-ray film and the specimen. This screen of light¬ 
proof black paper, strengthened by celluloid film, is wrapped round the small step 
as shown in figure 4 and held in position by rubber bands. The object of separating 
the inner black paper from the X-ray film is to allow the film to make contact with 
the knife edges, and thus enable a sharp shadow to be cast on the film by the general 


* Resistance 4 ohms/yard, | yard on each furnace. 
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X-ray scattering from the specimen. Experiments with furnace temperatures up 
to 1000° C, have shown that the arrangement works satisfactorily. 

At the bottom of the camera are three tubes for gas inlet. Two are placed on the 
inner side of the water-jacket, 2 cm. on either side of the furnaces and opposite 
each other. The third tube allows the gas to enter the space between the film and 
the outside cover. Small holes in the top camera flange allow the gas to escape. 
When the camera is required for vacuum work these gas tubes may be used for 
evacuating it. 

The steel specimen-holder rotates in the upper furnace block, figures i, 5, 
in a ground cone joint which is made air-tight to prevent a disturbing stream of 
cold gas from flowing through the furnace. A silica rod, £ mm. in diameter, is 
held vertically in the holder, and on this the specimen is mounted and rotated in 
the path of the X-ray beam. 

I'he details of the cover may be seen from figures i and 3 (6). The small upper 
dome encases the rotation gear and spring terminal, and serves to collect the gas 
which is then led away. Inside this dome is the insulated collar to which reference 
has been made. The collar is connected to an outside terminal. A pulley and shaft 
enable the specimen-holder to be rotated. The bearings of the pulley-shaft and 
cover form a ground joint which is effectively sealed with vacuum oil* contained in 
a small cup. The exit tube for the main X-ray beam is lead lined and the outer seal 
is made with a glass cover-slip. Glass is used in preference to metal foil since it 
gives no back-line reflection. To keep the cover light-tight a black paper cap is put 
over the end of the tube. A thick lead covering is placed round the front of the 
camera as a shield against penetrating radiation from the X-ray tube. The opening 
in the cover for the X-rays is sealed with thin aluminium foil. On the top of the 
cover are small tubes through which the water-pipes can pass. When the cover is in 
position the seal is made with rubber bungs held by screw caps. The cover makes a 
light-tight joint with the lower flange. 

The two circular flanges are permanently united by the central block. The 
furnace blocks are screwed into a position where the X-ray beam from the slit 
system passes between the ends of the furnaces without striking them; with the 
given camera dimensions the separation of the two furnaces is about 4 or 5 mm. 
The furnace blocks are then clamped in position by locking-nuts. The protecting 
screen, consisting of the black paper and celluloid film, is wrapped round the 
camera on the steps as shown in figure 4 and is kept in position by rubber bands. 
Slots in the V-shaped central block allow an overlap which provides for the 
possibility of any small shrinkage of the paper and film due to heating. 

When the specimen is being heated in a gas atmosphere the joint between the 
cover and the lower flange of the camera is sealed with plasticene. The flow of gas 
through the camera need not exceed 3 cm?/min. Where it is necessary to carry out 
the experiment in vacuo^ the joint referred to above is made air-tight in the following 
way. A rubber ring is placed between the rim of the cover and the lower flange, and 
compressed by clamps. The camera is continuously evacuated with a rotary oil pump. 

* Apiezon J, made by Shell-Mex Ltd. under Metro-Vickers patents. 
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§3. METHOD OF HEATING THE SPECIMEN 

One of the advantages possessed by a high-temperature camera in which the 
specimen is heated with a surrounding furnace instead of a filament wire through 
its centre is that a much more uniform temperature can be obtained throughout the 
scattering mass. With central-wire heating the specimen acts as a lagging for the 
hot wire and there is an appreciable temperature-gradient from the centre out¬ 
wards. With different specimens this will be an unknown and variable factor. In 
the case of materials such as refractories, where the absorption is comparatively 
low, the scattering takes place throughout the whole mass. A photograph of a 
specimen heated in this way would show a lack of definiteness in the lines, due to 
the superposition of slightly varying patterns. Moreover the temperature of the 
outer layers, which effect most of the scattering, is not that of the filament, the 
lattice spacing of which cannot be taken as a sure guide to the temperature of the 
specimen. 



Figure 5. 


§4. EXPERIMENTAL 

The choice of a substance for mounting the powder grains as a cylindrical specimen 
presents some difficulty. Among the substances suggested by previous workers 
are water-glass, gypsum, zirconia and porcelain products. The list is somewhat 
limited and the final choice depends largely on the material to be investigated. This 
binding substance must not add unnecessary X-ray spectra or cause contamination 
of the specimen by chemical reaction. Water-glass as an adhesive appears to have 
been favoured, but the possibility of reaction with the powdered specimen must 
not be overlooked. 

The following method of mounting the powder has proved very satisfactory. 
The thin silica rod, | mm. in diameter, which is used in supporting the specimen 
is ground to J mm. near its lower end. At the other end the rod is fused to make a 
bead by which it is supported in the holder. The silica rod is thus held in a vertical 
position and along the axis of rotation of the holder. Good centering, giving a 
minimum of lateral movement during rotation, is essential and is obtained by a 
good fit of the rod in the holder chuck. The powder is fine enough to pass through 
a 250-mesh sieve, which gives particles less than 0*05 mm.; it is mixed to a paste 
with a very dilute solution of gum arabic and is applied as a coating around the 
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narrow part of the rod. The gum acts as an adhesive until it chars, at a temperature 
which may be of the order of 200® C. For higher temperatures the gum acts as a 
temporary binding, and subsequently the grains hold together by sintering. The 
amount of carbon formed is exceedingly small, and in our e(?}periments it was 
burnt away in an atmosphere of hydrogen. Photographs of specimens at tem¬ 
peratures of 800'' C. have been taken and it has been found that the powder has 
adhered. 

Procedure, The specimen powder is mixed to a paste with a dilute solution of 
gum, is applied as a coating over the narrow part of the silica rod as described 
above, and is afterwards placed in position in the camera. The specimen-holder 
makes a gas-tight joint with the steel block. 

The camera is loaded in a photographic dark room, where the cover is put in 
position and the seal between the water-pipes and cover is made by means of rubber 
bungs held by screw caps. Finally the seal between the cover and the lower flange 
is made. 

The procedure for adjusting the camera in front of the X-ray tube is similar to 
that of our standard powder-camera. One preliminary adjustment of the camera and 
stand is sufficient for a series of experiments as the stand is provided with pivot 
points. 

When the camera has been placed in position the water and gas supplies and 
electrical leads are connected. The water is supplied from a constant head, the 
.flow being 350 cm?/min. through each flange. The heating current through the 
furnaces is raised to the required value and maintained there for a definite time. 
The specimen is rotated by the pulley drive during the whole of the exposure, a 
complete rotation being made every few seconds. The exposure-time depends on 
the substance under investigation and on the radiation employed. With a tube 
current of 30 mA. at 52 kV. the times range from 5 minutes, for Al, Ni, Cu, Fe 
and Ag, to ^ of an hour for rock salt and silicates, for characteristic radiation, 
radiation being eliminated with a screen. 

§5. RESULTS. THE RELATION OF ENERGY INPUT INTO THE 
FURNACES AND THE TEMPERATURE OF THE SPECIMEN 

One of the aims of the camera design was to make it possible to reproduce 
temperature conditions by using a known heating current. For this purpose the 
furnaces are strongly made, and throughout the whole series of experiments the 
flow of water through each water-jacket is maintained constant. The small gas 
stream through the camera is not sufficient to disturb the temperature conditions, 
being away from the furnaces. The outside of the camera is quite cold, so that 
radiation losses from the camera are negligible. 

To find a relation between energy-input and the temperature of the specimen 
the following method is employed. An X-ray photograph of a standard material, 
pure silver, is taken for a given heating current in the furnaces. This procedure is 
repeated under varying heating conditions. From measurement of the position 
of the doublets at high angles of reflection an accurate value of the lattice spacing 
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corresponding to a measured heating current is obtained by means of the cos* 0 
method^ of extrapolation. 

From the results a graphical relation between energy input and lattice spacing 
is obtained, figure 6. We now make the assumption that the coefficient of thermal 
expansion of silver as obtained by direct measurement is the same as that for the 
expansion of the atomic latticef. In a later paper J we shall show from measurements 
on the expansion of quartz that this assumption is valid. It might be possible that 
both silver and quartz have the same difference between X-ray and optical di¬ 
mensions, but it is unlikely that they would vary with temperature in exactly the 
same way along both the axes of quartz. Such a supposition is certainly not 
supported by the results for quartz, where the a-j8 change point is found at 579° C., 
for this agrees, within the limits of experimental error, with the acknowledged 



Power in furnaces (W.) 
Figure 6. 


temperature, 575° C. The coefficient of expansion of silver as found by Scheel§ 
was used to convert lattice spacing to degrees centigrade. A temperature scale is 
included in the figure. 

To test the consistency of the observations the conditions were chosen at 
random, the order in which the photographs were taken not being the order of 
increasing temperature. This gives an opportunity of detecting any systematic 
change in the furnaces after heating. The same specimen was used throughout the 
experiments and no indication is given by the graph, figure 6, of any departure 
from a smooth curve, such as might be expected if a factor depending on time was 
present. The numbers opposite the points on the graph denote the order of the 
experiment, the order with increasing temperature being 2, 7, 3, 5, i, 6, 4 and 8. 
Thus the method appears to be reliable, definite temperature conditions being 
obtained from definite heating currents. Granted that temperature can be cal¬ 
culated from spacing measurements, the temperatures are probably accurate to 3® C. 

♦ A. J. Bradley and A. H. Jay, Proc, Phys, Soc. 44 , 563 (193^). 

t Compare F. Zwicky, Proc. Nat. Acad. 15 , 253; 816 (1929), Hel. Phys. Acta, 3 , 269 (1930), and 
A. Goetz and R. C. Hergenrother, Phys. Rev. 40 , 137, 643 (1932). 

t A. H. Jay, Communicated to the Royal Society, May 6, 1933. 

§ K. Scheel, Z./. Phys. 5 , 167 (1921). 

PHYS. soc. XLV, 5 
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Below the complete photographs of silver at {a) in the plate is shown at (6) a 
series of enlargements of that part of the film which is measured for the deter¬ 
mination of the lattice spacing. The photographs show the inward displacement of 
the lines for rise of temperature. In addition, the effect of temperature in reducing 
the intensity of the high-order reflections can be seen from a comparison of the end 
lines in succeeding photographs. 

It might be thought surprising that a thermocouple has not been used to 
measure the temperature. There are several reasons for the omission of a thermo¬ 
couple in the present case. One' is the difficulty of placing the couple at the exact 
position occupied by the specimen. Another is that since the couple is heated by 
radiation, the conductivity of the leads would result in its having a lower tem¬ 
perature than the specimen. The difference would be a doubtful quantity and 
variable with the temperature. It might be possible to place the thermocouple at 
some convenient point of the furnace and use it as a temperature-pointer when 
once the camera had been standardized. However, since it was found that there 
was such a simple relation between energy-input and the temperature of the 
specimen it was considered unnecessary to add a further complication by the 
addition of a thermocouple. 
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ABSTRACT. The paper sets forth basic principles in the design and use of spectro¬ 
photometers. §§1-4 deal with absorption spectrophotometry in its application to 
chemistry and includes consideration of the various methods in use, viz. photographic, 
visual, and photoelectric. The optimum conditions for each method are stated and the 
three types of method are compared. § 5 is concerned with spectrophotometry as a means 
of describing a radiation, as for instance in connexion with colorimetry, the comparison 
of light sources and quantitative spectrum analysis. 

§1. THE PURPOSES OF SPECTROPHOTOMETRY 

T he radiations which enable one to discriminate between substances (as in 
most of the applications in chemistry, such as the estimation of dyes and other 
absorbing substances) are those which are most absorbed. The radiations w^hich 
chiefly determine a colour are, on the contrary, those which are most copiously 
present. 
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Wave-length (A.) 

Figure I. 

For example, if a substance has the absorption curve shown in figure i, the 
portion of the curve of outstanding importance as distinguishing the absorbing sub¬ 
stance is that marked from a to b: yet in producing colour, that portion marked c 
to d is of paramount importance. In this paper we consider separately these two 
purposes to which spectrophotometry may be applied. 

The measurement of absorption. The function of absorption that is appropriate 

42-a 
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for this purpose is the Roscoe-Bunsen extinction coefficient €, which for any sub¬ 
stance and wave-length is, according to Beer’s law, proportional to the concentration 
of the absorbing material. Thus the proportional accuracy with which a substance 
can be characterized by its absorption follows that with which € can be determined, 
and is represented by Ac/c where Ac is the smallest measurable increment of c. 

The measurement of a radiation, A radiation, on the other hand, is best cha¬ 
racterized by its intensity, and the proportional error of its measurement is re¬ 
presented by A///, where A/ is the smallest measurable increment of /, the intensity 
of the radiation. 

We shall examine separately these two classes of measurement, which require 
differing modes of attack if the highest accuracy is to be attained. 

§2. THE CHARACTERIZATION OF A SUBSTANCE 
BY ITS ABSORPTION 

The type of problem we have in mind here is well illustrated by the application 
of absorption spectrophotometry to chemical analysis. It will be useful to give 
examples of this, and then to continue with a few considerations which are common 
to all methods of spectrophotometry. 

The algebraical expression of Beer's laWy and its use in the analysis of absorbing 
solutions. It has long been known how, if one has a mixture of two absorbing 
substances whose absorptions are known for two wave-lengths, to obtain by the 
application of Beer’s law the proportions in which the two substances arc present 
in the mixture*. What follows is the procedure described in the reference, with 
a very simple corollary thereto. 

The following nomenclature will be used: 

Let Oo, ai, jSo, jSi be the extinction coefficients of mixtures a, jS, for wave-lengths 
Aq, Aj. 

Let flo»»^0> be the extinction coefficients of the component solutions A, B... 
for wave-lengths Aq, A|. 

Let m^y m^y n^y n^y be the concentrations of solutions Ay B yin mixtures a, j8, 
in terms of that of the standard solutions. 


Example i. A mixture of two solutions A and B whose absorption curves are 
known. It is required to find the concentration of each solution in the mixture. 
By Beer’s law: Oq = m^a^ + 


from which 


_oo^i “ 


and 


^ Opai - aifl o 


• See K. Vierordt, Die Antoendung des Spektralapparates zur Photometrie der Absorptionsspectren 
und zur quantitativen chemischen Analyse (Tubingen, 1873); on p. 51 Vierordt describes how he 
checked the method on a mixture of potassium permanganate and potassium dichromate. 

See also K. Vierordt, Die quantitative Spektralanalyse in ihrer Anwendung auf Physiologicy Physik, 
Chemiey und Ttchndogie (Tubingen, 1876), for an account of work on absorption spectrophotometry. 
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It will be observed that to find and we only need to know the extinction 
coefficients of solutions A and B and of the mixture for two wave-lengths. The 
wave-lengths need to be selected with consideration in each specific problem, in 
order that high accuracy may be attained in the determination of and n^. 

Example 2. Mixtures of two substances A and iS, the absorption curve of only 
one of these being known. 

If one makes observations on a number of such mixtures (a, j8, y, etc.) in which 
the concentrations of the substances A and B are different, then one is able to 
determine the ratio of the concentrations of the unknown substance B in any two of 
these mixtures. 

As in example i, we can write down two equations for a mixture: 

00 = + 

Similarly we have two equations for another mixture : 

In these four equations, there are six unknowns, 6o> so that a 

complete solution is impossible. 

Nevertheless, the form of the equations enables one to obtain one piece of useful 
information, namely, the ratio 

As an example of a problem to which this would be applicable, we may mention 
ethocaine. This substance is stated to hydrolyse slowly in aqueous solution. A direct 
application of the above test would therefore allow one to investigate the progress 
of the decomposition. 

As a concrete case, we may consider the curves of figure 2. Curves i, 2 represent 
the absorption of two mixtures of an unknown substance, in different proportions, 
with benzoic acid. Curve 3 represents the absorption of a solution containing 
benzoic acid only. 

In the case in which Aq 2500, = 28cx5, we can obtain from the curves: 

Oo = 0*525, ai =1*14. 

Po == 0-395, A == 1-62. 

Oo = 0-565, Oi = 0-59. 

Substituting in the expression obtained we find that 

__ o_: 56 s ^ ^ 8 

0-395 ~ 1-55 I-ISS ^ 

The choice of the most suitable pair of wave-lengths for analysis. The accuracy 
attained in a method of analysis such as the above will also depend considerably on 
the choice of the wave-lengths. The question is not susceptible of a finite method of 
analysis, because one does not know the equations to the curves obtained. The best 
way is to use the method of trial and error, in conjunction with careful inspection of 
the curves and of the form of the equation giving the required solution. 



646 F. Twyman and G. F. Lothian 

As an example, one can consider the calculation above based on the formiila 

Suppose that the ‘‘ probable numerical error’* in each of the above quantities on 
the right-hand side has the same constant value irrespective of the magnitude of the 
quantities themselves. Then the probable numerical error in the value of the 
numerator is constant, so that to make the fractional error small the numerator 
should have as large a value as possible. Thus we should endeavour to choose values 
so that the difference between the two numerator terms is as large as possible^ and also 
that between the two denominator terms. 


c: 

q 



Wave-length (A.) 
Figure 2. 


Supposing wc have Oq a^, then a^jai should be small; similarly, one requires 
that j 3 o/j 8 i should also be as great as possible. Thus in a general w^ay the suitable con¬ 
ditions are that Oo/ai, must be as large as possible, with a^ja^ as small as possible, 
or alternatively o^/aj, must be as small as possible with a^ja^ as large as possible. 
From figure 2 these conditions are apparently best attained at Ao " 2500, Aj -= 2800. 

Alternatively the wave-lengths might be chosen by direct consideration of the 
condition set out above in italics. Thus, in the numerator of the calculation given 
as an example in example 2 above, the difference 0*565 is comparable with both 
0*525 and 1*09. If, instead, wave-lengths 2500 and 2600 had been chosen, the corre¬ 
sponding figures would have been 0*525 — 0*64, or —0*115, curves of 

figure 2. 

In the case actually calculated an error of o*oi (see p. 650) in density would cause 
an error of about 2 per cent in the final answer, but with the second pair of wave¬ 
lengths an error of 0*01 in density would involve an error of as much as 10 per cent 
in the final answer. 
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The dispersion system. The points of an absorption curve where great accuracy 
is required (such as those chosen above) will often be on the slope of the curve, so 
that if the measurements made on different occasions are to correspond we must 
ensure that the wave-lengths used are always the same, within the limit of the 
following condition: The error of density due to error in wave-length setting should be 
less than the error in the density as measured. Thus, in making use of a continuous 
spectrum, an instrument of sufficiently high dispersion is needed; and the steeper 
the curve at the point under consideration, the greater the dispersion desirable.- 

To take an illustration: in the use of a visual spectrophotometer for determining 
small percentages of carboxyhaemoglobin in blood, useful accuracy can only be 
attained by making measurements near the two wave-lengths 5600 and 5770 A. At 
the latter wave-length the spectrophotometric curve of carboxyhaemoglobin is so 
steep that very narrow slits must be used in order to get a spectrophotometric 
measurement which has useful meaning. 

In consequence of small brightness at large densities, it may sometimes be 
desirable to increase the width of the collimator slit. Where the source has a line 
spectrum this slit can be opened considerably without sacrifice of purity of spectrum, 
for one can then use the same lines on each occasion so that the above condition 
as to wave-length setting is automatically fulfilled. With a continuous-spectrum 
source, however, one must effect a compromise between the best light-intensity 
and the desired purity of spectrum. 

Light-source. In all methods of visual or photographic spectrophotometry in 
which the intensities of two closely adjacent spectra are compared, it is essential 
that the relative intensities of such spectra should depend only on the absorption of 
the absorbing substance which is placed in one beam, and the deliberate variation of 
intensity which is imposed on the other beam. 

An essential condition for accurate spectrophotometry with the types of instru¬ 
ment which the present authors consider best for this work is that the rays which 
have passed through the middle of the slit (which corresponds with the point of the 
spectrum where comparisons of intensity are made) should pass through the 
spectrograph without any vignetting. That this condition is fulfilled can be tested by 
looking through the spectroscope after removal of the eyepiece at an image of the 
light-source, the whole of which should be seen within the aperture of the apparatus. 
A corresponding test can be made with a spectrograph. 

The light reaches the spectroscopic apparatus through two separate optical paths, 
so that if the photometric part of the apparatus is out of adjustment two such images 
of the light-source, not quite coincident, may be seen. If, then, the light-source is 
out of centre one of the images may be vignetted even if the other is not, or one 
may be vignetted to a greater extent than the other. In this way, a difference may 
be introduced between the effective relative intensities of the two beams. 

It is thus necessary to have the light-source small enoligh to be included within 
the aperture of the spectroscope or spectrograph. This is even more necessary when, as 
usually occurs in ultra-violet spectrophotometry, there is very considerable chro¬ 
matic aberration in the lens systems of photometer and spectrograph. But in order 
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to obtain high accuracy large densities must be used, for these are needed for high 
accuracy in the characterization of substances by means of their absorption; and 
consequently as strong an intensity of illumination as possible must be obtained. 
But only by filling the aperture with light can the intrinsic brightness of the light- 
source be fully utilized. Thus the condition stated above in italics is antagonistic to 
the condition for high accuracy in the measurement of extinction coefficients. 

Were it possible to obtain a light-source of great intrinsic brightness which at 
the same time was entirely uniform in radiation per element of its radiating area, the 
best course to adopt would be to produce an image which would entirely fill the 
aperture at all wave-lengths. Such a light-source, however, only exists in the form 
of an enclosed chamber within which the light-source is situated, and with such a 
means qf illumination the intrinsic brightness is insufficient to give accuracy in those 
measurements of absorption with which we are now concerned. Thus the condition 
to be aimed at is that the trace of the light-source should pass through the spectro¬ 
scope without being vignetted, but with no more margin than is needed to 
provide for any excentricity that may be accidentally present. 

Similar considerations are applicable in the objective methods of spectrophoto¬ 
metry using photo-electric cells and the like. 


The accuracy with which cells for spectrophotometry should be made 

Visual and photographic measurements. The accuracy of the cells should be such 
that the departure from the nominal length of liquid should cause no measurable 
error. 'Fhe least error in a density-measurement likely to be achieved in practice is 
probably equal to i: 0*005 in the density-reading. At a density of, say, 1*5, this is 
equal to 0*3 per cent. Thus the error should not be greater, for the best work than, 
say, one-half of this, i.e. 0*15 per cent. 

Photo-electric measurements. As will be shown on p. 653, the best density to 
measure with a photo-electric null method is 0*4343. In measuring such a density 
a very much greater sensitiveness of measurement can be attained than with either 
visual or photographic methods. Those who have made careful comparisons of such 
measurements with those attained by the most careful visual spectrophotometry are 
agreed that absolute measurements of density made by photo-electric null methods 
do not yet yield an accuracy in accordance with this degree of sensitiveness'"'; but 
however this may be it will be seen that, in measuring a density of 0*4343, cells with 
an accuracy of -b 0*15 per cent will not be responsible for an error of extinction 
coefficient greater than that which corresponds with an error of ± 0*00055 in the 
density-measurement. Not till an accuracy of density-measurement approaching 
this is expected will any higher accuracy of cell become necessary. 

The accuracy required in setting up the cell. Unless the cell is set every time 
perpendicular to the light beam, the length of light-path through the absorbing 
medium will vary. Suppose that the normal to the cell makes a small angle i with 

• See p. 653. 
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the incident light beam. If /x is the refractive index of the absorbing medium, it is ft 
easily seen that the fractional error S in the path is given by S 

t = liy/{2hy 

For instance, if /x == 1*3 and 8 = 0*0015 then i = 4® 6'. Thus the cell should be 
set with its plane perpendicular to the light ray to within 4®. 

With very little trouble, the cell can be set to i®, so that the error due to this 
setting should always be negligible although special attention to this point is required 
with short cells. The length of cell used should be chosen to obtain a density ap¬ 
proximately to the optimum value for the method used; and different cells may often 
be used with advantage for different portions of the same absorption band. 

Ejfect of temperature. In some cases, absorption varies very considerably with 
temperature*. It is thus important in any particular case to ascertain by trial if such 
an effect is present, in which case steps should be taken to ensure that measurements 
are taken at a temperature sufficiently constant for any error introduced in this way 
to be negligible compared with other sources of error. 

§3. THE VARIOUS MEANS OF PHOTOMETRY 

We must now consider broadly the means of photometry which are available, 
and what is the best way to employ each in order to determine extinction coefficients. 

The means we shall consider are the following: [a) Photographed pairs of spectra 
examined visually; (A) photographed pairs of spectra examined by microphoto¬ 
meter; (c) visual photometry; {d) direct measurement by objective photometer 
employing photo-electric, selenium or photronic cells, thermopiles or bolometers. 

Photographic means of photometry, (a) and (b) in the above classification. In photo¬ 
graphic methods of spectrophotometry, in which two juxtaposed photographs of 
spectra are compared visually, the differences in density of blackening which it is 
possible to detect are of the order of, say, 0*06. 

It has long been known that for neighbouring areas of a photographic plate and 
for a constant time of exposure, the density of blackening of the plate is related to 
the log of the intensity, /, of the incident light in the way shown by the curves of I 

figure 3. 

The ratio of the increase of the density of blackening to the increase of light in¬ 
tensity (i.e. the slope of the cur\T) is greatest on the straight portion of the curve, 
where it is given a special name, y. Thus, in making photometric measurements, a y 
plate and method of development (which latter is also very important) giving a 
large y is desirablef, as at a, figure 3. On the straight portion of the curve the smallest 

* Mukerji, Bhattachaiji and Dahr {J. Phys. Chem. 32,1834 (1928) ij. Phys. Chem, 86, 653 (1931)). 

In the former paper is recorded a case where a 30" rise of temperature caused an increase of density 
of about two and a half times. 

t The table in the Appendix shows that the most suitable Ilford plate would be the pan¬ 
chromatic half-tone. The Eastman plates recommended are (a) Panchromatic-Wratten M (III-B), 
or alternatively III-F. (6) Where panchromatism is not desired, Wratten Metallographic or III-H. 

(c) For the ultra-violet region, III-F, III-H, or III-O, treated by the ultra-violet-sensitizing method. 

The most suitable developer for all the above plates is that listed by Eastman as D. 19, For brevity 
we shall subsequently refer to the combination of plate and development simply as “plate.** 
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detectable change in log^o / is obviously given by the smallest detectable difference 
in density of blackening divided by y. If a plate having a value of y equal to 6 
be used, then it should be possible to detect a difference in the density of the 
absorbing substance equal to o*o6 •— 6, or 0*01, and we find that this ts confirmed 
by experiment. 

With a large y the range of correct exposure (given by the straight portion cdy 
figure 3) is smaller, so that if a plate of large y be used one must adjust the exposure 
of the part of the spectrum where a match is being made in accordance with the 
spectral distribution of the light-source and the sensitivity of the emulsion to dif¬ 
ferent wave-lengths, in such a way that one is working on the portion cd, figure 3. 

For preliminary surveys one will require a plate with a large latitude c'd\ 
figure 3; that is, a plate with small y*. In this case, however, the measurement 
of densities will be much less accurate. A list of y values for various plates and 
developers is given in the Appendix. 



Figure 3. 


It has been held that by visual examination of such photographs as those in 
question, densities can be measured to within 0*02 to 0*04, independently of the 
absolute value of density^. As we have seen, this considerably underestimates the 
accuracy that can be attained, but in any case it remains true that in order that the 
percentage error in the measurement of the density should be small in photographic 
spectrophotometry, the density itself should be large. It has in the past been very 
usual to work with densities not exceeding 1*5, but this seems frequently to have 
been due to the instruments available rather than to any more fundamental reason. 

In the use of large densities with a rotating-sector photometer the large number 
of long exposures required will cause a serious increase in the time required to ob- 


* The most suitable Ilford plate here is the Hypersensitive Panchromatic. Eastman Kodak 
recommend (a) Panchromatic—1-F. {h) Non-panchromatic—Eastman D.C. Ortho (I-H) orWratten 
Hypersensitive, (r) Ultra-violet—I-F. A suitable developer in this case is D-76-C. 
t See H. von Halban and J. Eisenbrand, Proc. R. S. A, 116, 154 (1927). 
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tain an absorption curve. Further, the accuracy in making such sectors does not 
usually justify the measurement therewith of densities greater than 1* * * § 5, In using 
the notched Echelon cell*, however, only one exposure is required to obtain a 
number of readings so that the measurement of relatively large densities does not 
take unduly long. Further, a*ny error in the rotating sector does not alter the shape 
for the resulting curve of extinction coefficients, all the ordinates being in error in 
the same proportion. 

To take an example, if in the use of an echelon cell of greatest length i cm. the 
density of liquid measured is 0*3, giving us extinction coefficients from 0-3 to 3 and 
requiring an exposure of about 5 seconds, we may get an error of from 7 to 13 per 
cent in the measurement of the density, and a like error in the values of the extinction 
coefficientsf. If, however, the density of liquid measured is 1-5, giving extinction 
coefficients from 1-5 to 15 and requiring an exposure of about ij minutes, the error 
will not be more than from to 3 per cent. Thus the echelon cell is at its best in 
conjunction with high extinction coefficients. Where a low extinction coefficient must 
be measured a photometer which permits the use of a cell of greater length should be 
used. The employment of photo-electric instead of visual means of comparing the 
pairs of spectra does not alter the above conclusions. 

DobsonJ describes a method of photometry to which the same fundamental 
principles apply. In this a neutral-tint wedge is placed in front of the plate or the 
slit of the spectrograph, the gradient of the wedge being parallel to the length of the 
slit. A standard source is exposed on each plate as well as the spectra under in¬ 
vestigation, and the points at which the density of blackening of the spectrum is 
equal to that of the standard are determined by means of a photometer. An objection 
to this method is that points to be compared are not closely adjacent on a plate, so 
that possible irregularities of development and plate are in this method a source of 
error. 

V tsual means of photometry^ (r) in the classification on p, 649. The percentage 
error in a density-measurement made by a match with the eye is smaller the higher 
the density§, as in the photographic method, with the following limitations: 

(i) The sensitivity of the eye to a given small percentage difference in brightness 
falls off at low brightnesses. This is specially noticeable at the violet end of the 
spectrum where the eye, the light-source, and the increased dispersion of the 
spectrometer act together in producing a small brightness. This last can be over¬ 
come without unduly sacrificing the purity of the spectrum, by using for the violet a 
wider front slit than in other parts of the spectrum. Very great advantage is derived 
from placing an appropriate filter immediately in front of the slit, or outside the 

• For account of the cell see F. Twyman, L. J. Spencer, A. Harvey, Trans. Opt. Soc. 33, 37 
(1931-32); and F. Twyman, Proc. Phys. Soc. 46, i (1933). 

f Dobson, Griffiths and Harrison, Photographic Photometry (1926). 

t It is assumed that the cell is made or measured with sufficient accuracy for the errors in thick¬ 
ness to be negligible. See p. 648. 

§ It easily follows from the Weber-Fechner law that the smallest detectable change of density 
(AD) has a constant value independent of the absolute value of density. 
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eyepiece in order to absorb the scattered light of wave-lengths which are transmitted 
freely by the substance under test, 

(2) In the case of some visual spectrophotometers it is found possible to obtain 
an accuracy of about 0-005 density-measurements by taking a number of observa¬ 
tions, this residual error being due to the limit of sensitivity of the eye. Under these 
conditions, for densities of about 2-0 the scale usually becomes so cramped with 
forms employing Nicol prisms that there is in addition an error in reading the scale 
of about the same magnitude (0-005). reason densities of between about 

1*5 and 2-0 give the best accuracy*. 

For the most accurate work a density-reading is accompanied by a reading of the 
zero for the particular wave-length in question. The accuracy of density-measure¬ 
ment can then be increased by taking readings with the absorbing medium first in 
one beam and then in the other; the density is half the difference between the two 
readings. By reading on the opposite side of the zero instead of on the zero itself 
one obtains twice the accuracy with the same number of readings, i.e. with the same 
expenditure of time. 

Objective means of photometryy {d) in the classification on p. 649. One can use a 
photo-electric methodf to measure the absorption of a medium. The sensitivity of 
such an arrangement is defined by the smallest change in light-intensity which can 
be measured. In a given arrangement suppose A 0 to be the smallest detectable 
change in the value of the deflection 6 of the galvanometer or other indicating instru¬ 
ment. Then A/, the smallest detectable change in light-intensity, is given by 
M kMy k being a constant for the particular arrangement. Thus, in photo-electric 
measurements with a given apparatus A/ has a constant value independent of the 
intensity I of the transmitted light, in contrast to the eye and photographic plate, for 
which, within limits. A/// has a constant value. 

The condition for greatest accuracy in absorption-measurements is that the per¬ 
centage accuracy in the measurement of an extinction coefficient shall be a maximum. 
This implies a minimum value for AD/D, where D and AD are, respectively, density 
and the smallest detectable change in density. 

If /o is the intensity of light incident on the absorbing medium and 7 the amount 
transmitted into the measuring apparatus, then the density is given by 


On differentiation this becomes 
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* The scale of the spectrophotometer described by Dowell inj. Sci. Instr. 8, 382 (1931) and 
J. Sci. Instr. 10, 153 (1933), which follows a tan* law, enables densities above 2 to be used with 
advantage. 

t In which we must be understood also to include the other objective methods mentioned. 
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To find the optimum value of D we must find when expression (3) has a mini¬ 
mum value, i.e. when D. io~^ from (3) has a maximum value. 

Thus, differentiating and equating to zero we get D = i/log^ 10 0-4343, so 

that tlje best density to use is 0-4343. We can see how critical this value is by ex¬ 
amining the following values of the expression D, I0“^ from equation (3). 

D . I 0-8 0-43 0-2 01 

D.iqT^ o-ioo 0-127 0159 0-126 0-079 

Thus we may use densities between 0-2 and 0-8 without any considerable loss of 
accuracy. The above remarks apply in general to photo-electric methods, whether 
null or deflection methods. But in any particular instrument other features of design 
might cause one to depart from this condition. 

There is no doubt that photo-electric methods give much greater sensitivity of 
discriminating between two radiations than the eye. The balance of evidence pub¬ 
lished by those competent to judge seems still on the whole to indicate that as far as 
absolute measurements are concerned, visual methods are more to be relied upon 
than photo-electric ones. It should be mentioned too, that besides the electrical 
circuit, the photometric devices (wedges, sectors, etc.) may also impose limits on 
both accuracy and sensitivity. The present writers consider, however, that in due 
course the systematic errors in photo-electric instruments that lead to such a state of 
affairs will be eliminated. 

§4. APPLICATION OF THE ABOVE PRINCIPLES, AND COMPARISON OF 
THE VARIOUS INSTRUMENTAL METHODS TO SPECIFIC EXAMPLES 

The measurement of extinction coefficients in the ultra-violet. We shall assume 
throughout that we can increase the density of the substance under test to any de¬ 
gree that may be desirable, which can usually be done without difficulty by taking a 
more concentrated solution or a greater thickness of the absorbing substance. 

(a) Photographed spectra examined visually. With a quartz spectrograph of 
the Hilger E. 3 type and the usual sparking set* and photographic plate and 
development!, and tungsten steel electrodes with 4 mm. spark gap, an exposure 
of 0-5 sec. suffices to give workable blackening of the photographic plate at wave¬ 
lengths from 4600 to 2100 A. The accuracy of matching of spectra thus produced 
has been found by us to correspond to a density-difference of o-oi in the absorbing 
substance!. From this we find that for a measured density represented by i, with 
exposure-time 5 sec., the limit of accuracy AZ)/Z) is o-oi. For double the density 
the figures are 50 sec. and 0-005 respectively. 

(A) If the match points of a plate are determined by microphotometer instead of 
by eye the sensitivity is increased a number of times. At any point, the eye will in 
general perceive a match over a small range of wave-lengths. If the gradient of the 

• As described by F. Twyman and C. S. Hitchen, Proc, R, S, A, 138 , 74 (1931), but without 
inductance in the spark circuit. 

t Ilford panchromatic half-tone with developer No. 2 on the list on p. 659. 

t With such photometric apparatus as that described by F. Twyman, Trans. Opt. Soc. 83 , 9 
(i93»-3s)-. 
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absorption curve at the point is not too great there will be a number of lines in this 
range, and the microphotometer will find a match on only one (say) of these. In this 
way it has been found possible’**' to increase the accuracy of matching by thirty tmes\. 
In any case where there are insufficient lines for the microphotometer to match on 
any one line, it may be possible by direct interpolation to determine a point of 
match between two adjacent lines. 

(c) Direct measurement by objective photometer, using the optimum density 
(see p, 653). The sensitivity is limited by the amount of light which gets through the 
spectrometer. It may be necessary to open the slits to obtain sufficient light (see 
p. 647). It has been statedj that under favourable conditions the sensitivity may be 
10^ times that of the photographic method in the determination of an extinction 
coefficient. The method is very much slower than the photographic, and must 
therefore be looked upon as supplementary to this latter. 

There is probably a greater variation of sensitivity between different types of 
photo-electric instruments than of photographic instruments, and the most impor¬ 
tant limiting factor in the former is the method of measuring currents. There is 
probably little to choose in this respect between electrometer methods and valve 
amplification. With the recently developed “electrometer valves ’’ the valve methods 
can probably be raised to a further degree of sensitivity than the electrometer 
methods, but up to the limits of their sensitivity electrometer methods are easier 
to use. 

Measurements in the visible region. In the visible region visual, photographic and 
photo-electric methods are available, and the choice of a method depends on what 
accuracy is required, whether time is limited, and the nature of the absorption curve 
to be measured. 

The visual method is the one most usually employed. With polarization spectro¬ 
photometers it is possible to make accurate readings up to densities of nearly 2* * * § 0 
with forms obeying a tan^ law, or somewhat higher with a tan^ law. 

The photographic method is often quicker. Moreover the whole of the spectrum 
may be studied on one plate. Reference to p. 653 will show that with the recom¬ 
mended Ilford half-tone plate the accuracy of measurement with the Spekker 
photometer is about O'Oi in dDID, 

As regards the time required: for measurements at a number of wave-lengths to 
obtain a complete curve, the photographic method is quicker than a photo-electric 
measurement when readings have to be obtained and plotted wave-length by wave¬ 
length. Tne photo-electric cell, however, lends itself to automatic reading of spectro- 
photometric curves. So far as we know this has only been performed in the visible 
region§, but there is no reason why it should be so limited. This is the next most 
rapid method of spectrophotometry available, as about half a minute is sufficient to 

* The microphotometer employed will be described shortly in another paper. 

f The figures can be regarded as representing an increase of sensitivity but not necessarily of 
absolute accuracy, which latter will depend on the uniformity of cells, sector plates, etc. 

J H. von Halban and J. Eisenbrand, Proc, R. S. A, 116, 162 (1927). 

§ A. C. Hardy, Jf. Opt, Soc. Am. 18, 97, 165 (1929). 
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produce a complete curve in the visible region. The sensitivity is found to be limited 
by the finite thickness of the recording line, among other factors. It is a type of 
instrument which is extremely useful in industry for comparison, but presents great 
difficulties if absolute accuracy is sought. 

With a visual instrument a number of readings must be taken at each wave¬ 
length in order to obtain a mean result of high accuracy. This makes the method 
more lengthy, but the accuracy is greater than is often obtained by the photographic 
method. 

Measurements in the infra-red. Photographic and photo-electric methods can be 
applied to the near infra-red up to about i/x, but in general the thermopile or radio¬ 
meter are used. The thermopile is most used nowadays. The Muller thermopile is 
a recent development with a very much greater sensitivity than the established 
types. It has been found by the present writers to be about 7 times as sensitive as the 
most sensitive other thermopile with which they are acquainted, and being enclosed 
it does not suffer much from unsteadiness. 


§5. THE CHARACTERIZATION OF A RADIATION, SPECTRO¬ 
PHOTOMETRY IN CONNEXION WITH COLOUR, AND THE 
COMPARISON OF LIGHT-SOURCES 

The problems relating to the spectrophotometric comparison of light-sources, 
including of course sources provided with filters, are in some respects similar to the 
preceding; but the ensuing paragraph will serve to emphasize points that require 
special consideration in this type of measurement. 

We are now interested in the ratio of the intensities of two radiations, instead of, 
as in the previous sections, the logarithm of this ratio; and it is now A //7 that de¬ 
fines the sensitivity, where A/ is the smallest detectable change in the light-intensity A/ 
/. It should be repeated that within limits. A/// for the eye and photographic plate I 
is independent of /. 

It is most often the case that the radiations to be measured are continuous 
spectra in which the rate of change of intensity with wave-length is not so great as it 
may be in absorption measurements in connexion with chemistry. Thus the con¬ 
siderations which in absorption work call for large dispersion (see p. 647) do not 
often arise acutely in the work now in question*. 

Fluctuations in brightness of a single light-source will not affect the spectro¬ 
photometric curve appreciably if they are small; if, however, a comparison between 
two different light-sources is in question, a curve being plotted wave-length by 
wave-length as with a visual or photo-electric instrument, any change in intensity of 
one source during the measurement will result in a curve whose shape is misleading. 

Thus it is desirable in such measurements to have the source considerably more 
steady than it need be in actual use. In the case of electric lamps this result must be 

* There is a kind of comparison of light-sources which lies outside the intended scope of this 
paper, namely, the comparison of line spectra, which forms the basis of spectrum analysis. In this of 
course the dispersion must suffice to separate the lines of the metals which are sought. 
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achieved by using a very steady electric source such as a battery, or, with similar 
sources it is sufficient to connect both to the same electric supply. 

Photographed pairs of spectra examined visually or by microphotometer. As has 
already been seen, the probable error A/// is independent of the exposure provided 
the plate be neither under nor over-exposed. To secure highest accuracy the most 
suitable type of plate is, as before, one with a large y ; with the plate recommended 
on p. 649 the limit of accuracy A/// is equal to the limit of discernible density dif¬ 
ference 0* * * § 01 divided by logjo e. That is, an intensity can be determined with this 
plate with an error of o*oi/o*43 or 2*3 per cent. 

It may be pointed out that in quantitative spectrum analysis by emission spectra, 
for a given method of exciting the spectrum of a given substance, the intensity of a 
line due to a metallic element is often approximately proportional to the percentage 
of the element present*, provided that the line is not subject to reversal. One might 
therefore expect to obtain an accuracy of about 2*3 per cent in the estimation of such 
an element. So far such accuracy has not been obtained. This may partly be due to 
limiting accuracy not having been sought, but we attribute it chiefly to the difficulty 
of running an arc or spark on two separate occasions in such a manner as to give 
radiations of identical character. Such a constancy would be strange; it is not likely 
that the various metallic vapours in the arc or spark gap will be present in the same 
proportions on the different occasions, nor that the electrical conditions of excitation 
within the gap will remain constant. The selection of Gerlach^s homologous line 
pairsf is a step towards avoiding the latter source of error. 

No doubt it was with applications to colorimetry in mind that Guild so strongly 
disfavoured that class of instrument (which we designate the “ first type ”) in which 
“the observer views through the eyepiece of a spectroscope two adjacent spectra, 
one above the other, isolating a small wave-length range by means of adjustable 
shutters in the eyepiecej,” and favours a second type in which “ the observer looks 
through a slit situated in the plane of the spectra.. .and sees a suitably divided field J 
of the dimensions generally accepted for photometric work §. The essential difference 
between the two types is that in the first the available light is concentrated into a slit 
image which constitutes the photometric field, while in the second type the available 
light is distributed over a relatively large photometric field. 

It must be remembered that for large densities and with slits narrow enough to 
give a sufficiently pure spectrum the amount of light available is very small, and the 
field of view will in no case be very bright. In each type mentioned there are two 
opposing features which respectively increase and decrease the accuracy of reading 
attainable. Thus the greater brightness of the field in the first type, as compared with 
that in the second, enhances the accuracy of readings. On the other hand, for a con- 

* F. Twyman and A. Harvey, J. Iron and Steel Inst. No. ii, 397 (1932); F. Twyman and 
C. S. Hitchen, Proc. R. S. A, 133, 87 (1931). 

t F. Twyman and A. Harvey, loc, cit. p. 399. 

t J. Guild, Proc. Opt. Convention 1926, pp. 21, 22. 

§ A field of 2' has been recommended by Ives for flicker photometry and by Guild for colori¬ 
metry, ibid, pp. 36, 72. 
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stant brightness the standard field of the second type allows of more accurate reading 
than the narrow-slit field of the first type. 

It is not obvious at first sight which of the two factors has the greatest effect and 
it is a matter of experiment to determine which of the two types will be better. 

A Hilger-Nutting spectrophotometer (an instrument of the first type) is easily 
converted into one of the second type by covering one-half of the object-glass of 
the spectrometer telescope with a prism of small angle, about 9', so that spectra 
normally closely adjacent become accurately superposed. On then removing the 
eyepiece and viewing the object-glass through the slit one sees the type of field used 
in the second class. In this way a very direct comparison of the two types was made. 
With various widths of the collimator slit and a telescope slit-width of 5 A, at the 
D lines readings were made on a density of about 1*7. At a wave-length of 5890 A. 
it was found possible for a skilled observer with great concentration* to take readings 
having a mean error of 0*03 in density with a collimator-slit opening of 4 A, By 
means of the slit field, however, it was possible to get readings with a mean error of 
less than half of this with a slightly smaller width of collimator slit (3 A. at the D 
lines). Moreover it was possible tQ take these readings with far greater comfort, an 
important factor in taking a large number of readings. 

Apart from this, in the second type there will be a tendency to obtain sufficient 
brightness by opening the telescope slit; and the use of an eyepiece to observe and 
limit this width according to the gradient of absorption is an additional adjustment 
and one liable to be overlooked in routine work by some of those who have to use 
spectrophotometers. Thus, as the result of experiment, it would seem that for 
accurate measurements of high density spectrophotometers using a slit field are not 
merely as good as the other type, but definitely preferable to it. 

Photo-electric measurements. It appears that for measurements of this character 
photo-electric methods are peculiarly appropriate, for in these/is a constant so that 
by making I very large we can make the error in measuring A/// very small. 

Choice of a method for a particular purpose in this section. In comparison of light- 
sources which are liable to be unsteady a photographic method is preferable, so that 
exposure for the whole spectral range is made at the same time. We can then derive 
from the measurements a curve of comparison of the light-sources which is true at 
the time of taking the photograph. If comparison is made point by point, any in¬ 
dividual measurements may be subject to a variation from the average value peculiar 
to the moment at which the reading was taken. If, however, a more sensitive 
photo-electric arrangement is available, it will be of advantage to use it provided that 
the variation of the source can be kept less than is detectable with the photographic 
plate. 

The choice of a suitable method for other purposes in this section will depend 
on considerations similar to those already elaborated at the end of § a, to which 
reference should be made. 

* The difficulties of observing this field are threefold: (i) the very small brightness; (2) the 
very narrow eye-pupil necessitates keeping the eye very steady; (3) some diffusion of the image 
arises owing to the very narrow eye-pupil. 
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APPENDIX 

Table i. y values for various plates, obtained by using the developers i, 2, 3 

described below at 65 ° F. 

y values obtained for light of the quality specified 
White light; I White light (2360° K.) screened by filters 


ment (minutes colour tempera- 
at hs"' F.) vr 


White light; j White light (2360° K.) screened by filters 

colour tempera- ——----1--- 

ture 2360° K. Tricolour blue Tricolour green | Tricolour red 
(vacuum lamp) 3900-5150 A. 4800-6100 A. j 5800 A. -red end 


Ilford Panchromatic Half-tone 
Developer no. 2: caustic potash, hydroquinone 



8 * 5 ~ 9-5 

9-10 


Ilford Rapid Process Panchromatic 
Developer no. 2: caustic potash, hydroquinone 


2 

3 

3 - 4 

4 - 5 

2 * 5 - 3'5 2-3 

2 * 5-4 3-4 

3 - 4 

4 - 5 



Wellington Soft Spectrum 




Developer no. i: metol, hydroquinone 

1 

5 

i-i '5 

o*6-0’9 1-1*5 

1-1*5 

7 i 

i* 25 -i -75 

o-8o-i*2 1’25-i*75 

1*25-175 


Ilford Hypersensitive Panchromatic 
Developer no. i: metol, hydroquinone 


0-5-0-7 

j 0*4-0*6 


o*5-o*7 o*5-o*7 1 

o*6-o*8 

|_ 0-5-0-7 


o*6-o*8 0-6-0-8 


Wellington Anti-Screen 
Developer no. i: metol, hydroquinone 
y obtained on exposure to light of mean noon 
sunlight quality (Washington) 

1- 2S-I75 

l*50-2*0 

Ilford Special Lantern plate 
Developer no. 3 

Exposure to light from unscreened vacuum lamp at 2360° K. 

175-20 

2 - 00 - 2*5 


We have to thank Ilford, Ltd., for very kindly supplying the information contained in 
the above table. 
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Table 2. Methods of development 

(1) Metoly hydroquinone. 

Metol ... . 2 gm. 

Sodium sulphite (crystals) . loo gm. 

Hydroquinone ... 8 gm. 

S^ium carbonate (cr3r8tal8) . loo gm. 

Potassium bromide (lo per cent solution) 8 cm? 

Water up to . looo cm? 

For use take i part with 2 parts of water, 

( 2) Caustic potash, hydroquinone. 

A. Caustic potash . 50 gm. 

Water up to . 1000 cn^ 

B. Hydroquinone ... 25 gm. 

Potassium metabisulphite ... ... 25 gm. 

Potassium bromide ... ... ... 25 gm. 

Water up to . 1000 cm? 

For use take equal amounts of A and B. 

(3) Developer for black tone (rapid) lantern plates. 

A. Hydroquinone *. 9 gm. 

Sodium sulphite (crystals) . 50 gm. 

Water up to . 500 cm? 

B. Caustic soda ... ... ... ... 5 gni. 

Potassium bromide . 2 gm. 

Water up to . ... ... 500 cm? 

For use take equal amounts of A and B. 


DISCUSSION 

Mr J. Guild: The authors have drawn explicit attention to several important 
considerations which, while familiar enough to those who have had to give special 
attention to these problems, are apt to be overlooked by those who merely use 
spectrophotometers, and sometimes also, though less excusably, by those who design 
them. 

I have three minor criticisms to offer; two of a general character and one of a 
specific character. The first is that although the authors are careful to draw attention 
in several places to the important distinction between precision and accuracy, their 
specific conclusions regarding the potentialities of different methods are based 
entirely on criteria of precision. Nowadays the experienced experimenter in all 
branches of experimental science attaches much less importance to precision than 
was attached in earlier days, when all apparatus was relatively crude and its precision 
was the governing factor in determining its utility. Now, however, Messrs Hilger 
and other similarly progressive instrument makers provide us with such sensitive 
apparatus of all kinds that the reproducibility of the results we can obtain with them 
is no longer a useful criterion of the value of these results, which is generally deter¬ 
mined by other considerations altogether. These considerations are not so readily 
reducible to formulae, and so are usually ignored in any formal treatment of the 
merits of equipment or methods; but to ignore them is dangerous. No experienced 
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worker ignores them in considering the equipment or methods which he will use 
himself, and so he is guilty of suppressing something which he knows to be important 
if he ignores them in instructing others. 

If two instruments are to be used under practically identical conditions, all the 
essential operations involved in their use being the same in each case, then the more 
precise instrument is the better one for the job in question; but if the use of one in¬ 
stead of the other involves essential alterations in the conditions of experiment, so that 
factors have to be taken into account in one case which do not have to be considered 
in the other, then a judgment based on relative precision may be entirely misleading. 

This is well illustrated by the present state of affairs in this very subject of 
spectrophotometry. The visual method is among the least precise of available 
methods, yet, curiously enough, at the present time it is the method on which most 
reliance is placed by the spectrophotometrists of the various National Laboratories, 
despite the fact that alternative methods of much greater precision are available in 
most of these institutions. This predilection is based on miscellaneous experience, 
and in its justification can be adduced the indisputable fact that there are far more 
spectrophotometric data, of verified high accuracy, for the range of wave-lengths 
within w^hich the visual methods are applicable than for the ultra-violet and infra-red 
regions where other methods must perforce be employed. 

This is not necessarily a permanent state of affairs. It is the aim of most spectro¬ 
photometrists to bring physical methods to a degree of reliability which will enable 
them to supersede visual methods altogether, but this has not yet been done, despite 
the extravagant claims, based on sensitivity, put forward by various inventors of 
physical spectrophotometers; and the present state of affairs, which we all hope will 
become a past state in the near future, shows of how little use precision is as a guide 
to the best available method. The photographic method, which ranks fairly high if 
we take as criterion the sensitivity figures given in this paper, ranks very low in the 
estimation of spectrophotometrists. In the National Physical Laboratory we never 
use it except as a last resort in cases where we cannot apply any other method, as, 
for instance, when light-sources of an unsteady character are involved. While I 
cannot speak with certainty for others on this point, I should be very greatly 
surprised if this were not also the status of the method in other standardizing 
institutions. 

'Phe second general criticism which I have to offer is that by drawing a distinc¬ 
tion between the problems of measuring density and measuring transmission the 
authors may lead an unwary reader into the pitfall of confusing arithmetic with 
physics. The process of spectrophotometry is always the measurement of relative 
quantities of light, not darkness. In the case of a slab of material the quantity 
measured is transmission, never anything else. The problems of measurement are 
not affected when, for some purpose, it becomes convenient to invert the answer 
and take its logarithm. The method, whatever it may be, which for a given specimen 
will give the greatest accuracy in the transmission at a given wave-length is clearly 
giving the most accurate information about the specimen, whatever function of the 
result we are interested in. I am quite certain the authors themselves will agree 
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with this; but I can easily imagine a reader concluding from the paper that for a 
given specimen the best method of spectrophotometry to use depends on whether 
he is interested in the light which the specimen lets through or the light which it 
stops. 

Although it is not quite relevant to this paper, which is not concerned with 
nomenclature, I should like to deprecate most strongly the habit of physical chemists 
and others of inventing new derived magnitudes, such as density, in order to convert 
multiplication into addition. It is quite possible, after all, to use logarithms as a 
legitimate aid to arithmetic without inventing a new magnitude to be represented by 
the logarithms of the magnitudes with which we are really concerned. Our termi¬ 
nology should be kept in as close correspondence as possible with the physical 
magnitudes actually handled in our experiments. 

The third point to which I wish to refer is the only one on which I would differ 
from the authors on a question of fact. In § 5 reference is made to certain views 
expressed by me on the merits of two types of visual spectrophotometer. The 
authors find themselves in agreement with these views only as regards cases where 
comparatively transparent specimens are involved so that there is plenty of light; and, 
with characteristic courtesy, express the belief that I had only such cases in mind. 
This is not so: I intended the opinion in question to be as general and sweeping as 
possible, and if it can be shown to be wrong in any circumstances whatever then I 
was just wrong. I am still of the opinion, however, that instruments of the “second 
type, giving a Maxwellian view, are superior to those of the “first type “ as exempli¬ 
fied in the Nutting spectrophotometer in all circumstances, despite the evidence 
which the authors adduce to show that when the available intensity is very low the 
latter type is better. I do not consider that a fair comparison can be made merely by 
adapting an instrument designed for use in one way so that it can be used temporarily 
in another way and then regarding its behaviour as typical of the merits of these two 
ways. The question is how instruments, properly designed to obtain the best possible 
results by each method, compare with one another. In so far as I am capable of 
interpreting performances expressed in terms of density, there is no doubt at all 
that with the apparatus used at the National Physical Laboratory a precision very 
much superior to the figures obtained in the authors’ tests is obtained with very 
much denser specimens than those mentioned. As a matter of fact, it was the 
inadequacy of the Hilger-Nutting spectrophotometer for use when illumination is 
low—as it always is at the ends of the spectrum, however transparent the specimen 
under test may be—^which led me to make the categorical statement referred to. 

A further disadvantage of this type of instrument is that in cases where the trans¬ 
mission curve is sloping very steeply, the mode of subjective integration which is 
operative within the range of wave-lengths comprised by the telescope slit is un¬ 
known, and the necessary slit-width correction cannot be evaluated unambiguously. 
With the Maxwellian view, on the other hand, the slit-width correction can always 
be quite definitely computed. 


Authors’ reply. We have reviewed our argument in the light of Mr Guild’s 
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criticisms, and although we are in general agreement with what is said, we still find 
no escape from our conclusions. Two specific points that are raised appear to call for 
further comment. The term “density** is employed as a measure of absorption. 
Absorption is not merely a derived magnitude but a phenomenon of direct physical 
significance and of considerable importance in some applications of spectrophoto¬ 
metry. We do not think Mr Guild would advocate also the abolition of the term 
“absorption,** and it is clear that, when the emphasis is on this aspect of the measure¬ 
ments, to refer shortly to “density** saves considerable circumlocution. 

In regard to the comments on the accuracy attainable, it must not, of course, 
be forgotten that the Hilger-Nutting spectrophotometer, in common with other 
instruments, has improved considerably since the date of Mr Guild’s first experience 
with it. 

The accuracy obtained by Mr Guild is surprisingly good and seems better than 
what is generally considered possible, considering the known limitations of the 
human eye in the discrimination of intensity. 

We value the remarks of Mr Guild on this subject and are very pleased to have 
them associated with our paper for the benefit of those interested in present-day 
developments in spectrophotometry. 
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THE VISIBILITY OF OBJECTS IN A SEARCHLIGHT 
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ABSTRACT, The paper is almost entirely mathematical, and calculates the effect on 
the visibility of an object, illuminated by a projector, of the scattering and absorption of 
the light by the atmosphere. The discussion is divided into three parts dealing separately 
with the light reflected from the object from the incident beam, with the brightness of the 
atmospheric background due to scattered light, and of the conditions of visibility as 
functions of the two previous quantities. Numerical solutions of the equations are given 
and range curves are drawn for objects of different sizes and different reflecting powers 
and for sources of varying intensity. 


§1. INTRODUCTION 

I T is well known that the range of a searchlight is limited by two main factors. 
The first is the attenuation of the illumination due to scattering and absorption 
in the atmosphere and to the spread of the beam, which varies inversely as 
the square of the distance between source and object. The second is the background 
of light due to the flux scattered by the atmosphere from the beam of the search¬ 
light itself. Attempts have been made to calculate these two effects from funda¬ 
mental considerations, but the author is unaware of any publication which has 
carried the investigation to the stage of drawing (intensity, range) curves. This is 
what is now attempted on the basis of certain definite assumptions. 

The subject of discussion is divided into three main parts: (i) the light reflected 
from the object from the incident beam; (2) the brightness of the atmospheric back¬ 
ground due to light scattered from the incident beam; (3) the conditions of visibility 
as functions of (i) and (2) above. 

Each of these sections being taken in turn, the assumptions involved may be 
stated. In (i) it is assumed that a reflecting surface which subtends an angle so 
small as to be below the limit of resolution denotes its presence only by the light 
reflected from it, and that the effect on the eye is the same for such a secondary 
source as it is for a primary source of the same intensity. This is probably justified. 
In (2) it is assumed that no light is absorbed by the atmosphere but that all the 
light that does not reach the spherical surface which includes the object and has 
the source as centre is scattered. If any light is absorbed, as is certainly the case 
in practice, the scattered light will be correspondingly reduced and the background 
brightness diminished. The further simplifying assumption is made that the scat- 



664 IV. M. Hampton 

tering is uniform in all directions. Rocard* calculates that the forward scattering 
is some ten times the backward scattering, so that this assumption also tends to 
make the background brightness higher than it should be with the result that the 
range, as calculated later, tends to be low. Thus, it is probable that the calculated 
range figures deduced are minima. In (3), for simplicity, an empirical relation 
between the minimum illumination needed for conspicuity and the background 
brightness is taken. It can only be stated that the values given by this equation 
are in general agreement with data available in this country and are, of course, 
justified by the results obtained by the authors of the expression. 

§2. THE LIGHT REFLECTED FROM THE OBJECT 

In figure i let B be the object in the beam of the projector placed at A and let 
an observer be placed at C. 

R Let R be the range AB of the light; 

8 8 the distance AC between projector and observer; 

/q /o the initial luminous intensity in the beam; 

I 1 the effective intensity at distance R ; and 

K K the fraction of light absorbed and scattered per unit distance. 

Then .(i). 


A C A _,_C 

Figure I. Figure 2. 

p The illumination on the object at B is IjR^y and if p is the diffuse reflection 

factor of the object (assumed to be perfectly diflFusing but grey) its brightness is 

Since the object as seen from C has to send its reflected light through a distance 
b BC, its apparent brightness h is then given by 

b =p/jc- «= pl^e- <1+ 

fc pIoe~^^jnR* when 0 is small .(2)f. 

• Rocard, Revue d^Optique^ No. s, p. 202 (1932). 
t Sec A. Blondel, Ilf, Eng, 8, 87 (1915)* 
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Now the brightness of an object is only of interest if the object is large, that 
is to say, in practice, if it subtends an angle greater than, say, 2® at the eye of the 
observer. If the subtended angle is small, the important property is the total 
light-intensity in the specified direction. Thus, let a be the area of the object, 
assumed as square for simplicity. 

Then the intensity i in the observer’s direction is given by 

aplg cos 6. 


or since BC=R sec 


and the illumination produced at the observer’s eye is given by 

or when 6 is small, 

^i = - 


itR^ 


ttR^ 

If the object subtends a constant angle iff at the observer’s eye 

^plg cos l9. (1+8ec S) 


•( 3 )- 




-2kR 


or 


^ when 6 is small. 


.( 4 ). 


§3. THE BRIGHTNESS OF THE ATMOSPHERIC BACKGROUND 
DUE TO SCATTgRED LIGHT 


In figure 2, consider an elementary volume of air at F, of unit area and thickness 
dx, distant x from A, The light falling on this unit is and the light scattered 
in the thickness dx is Kl^e-^^x-^dx. 

Since this is assumed to be scattered uniformly, the brightness in any direction 
is (k/^tt) x'^^dx. The thickness of the layer as seen from C is dxscc ( 04 -<^), 

and the apparent brightness is 


From the figure, 
and 

whence 

Also 


x'''^ sec {0 + <!>) dx 


Rsind^xsin + 

R tanfl = S, 

8 = x sin (0 + <!>) sec 0 , 


FC^BC-BF^S. 

sin0 


Rsin<l> 
sin { 0 +<l>y 


(5). 


whence, on reduction, x+FC= S (cos 0 +cos (^) cosec (fl 4-^). 

Also x=hco $6 cosec { 0 +and dx=S cos 6 cos { 6 + cosec* ( 6 + 4 ) difi. 
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Substitution in (5) gives 

(K:/47r8) /^^-'f 5 (cos 0 +coB^)co 8 ec( 0 'i-^) gee dd^\ 
or the total brightness 

g _[ (COB ^+CO8 0 ) cosec (0 + ^) .(6)'*'. 

4'n'8 COS 0 J ^0 ^ 

For the case of a concentrated beam, such as that of a searchlight, where the 
<^, angle of the beam may be taken as ± and 1 ^ may be taken to a first approximation 
as constant over this angle, and 0 is small: 

fi=—® «-***/'«+^'4 .(7). 

477-0 
or -6 

§4. THE VISIBILITY OF OBJECTS IN THE BEAM 

For objects whose angular subtense approximates to 2°, the visibility is governed 
by the ratio h/B which becomes in effect the Fechner fraction. This has been 
shown to vary with J 3 f, but since a 2° object at 5000 ft. would be 170 ft. long or 
29,000 ft? in area, it is clearly not a problem which frequently arises. 

If the Fechner fraction were truly constant the range of a searchlight would 
be independent of its intensity since (2) (7) is independent of Iq. Thus, 

—m-l— (-- - o .(8), 

/ 4^ J I g-tKinB+^) 

where d) is Fechner’s fraction. 

This fraction is, however, constant over a considerable range of background 
brightness, and for this condition R may be computed from (8). 

The more important practical case is that of smaller sources than would subtend 
2° at the observer’s eye. Langmuir and WestendorpJ have given an empirical 
formula, which is sufficiently accurate over the range required, indicating the rela¬ 
tion between the background brightness and the illumination produced at the 
observer’s eye by the source needed for adequate conspicuity. The formula is 

= i-o8 X .(9), 

where ei and B have the meanings already allocated. $1 is sufficient for foveal vision 
when B exceeds about 10“^ candles/ft? 

Thus, when 0 is small, by combination of (3), (7) and (9) 

or 

whence . 

or -B 

from which R maj be computed. 

• For a similar expression, see Rocard, loc, cit, p. 207. 

t W. S. Stiles, “The effect of glare on the brightness difference threshold,*’ Dept. Set, Ind. Res. 
Paper no. 8 (p. 23). I Physics, 1, 273-317 (m^)- 
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§5. NUMERICAL SOLUTIONS 
For these solutions 8 has been taken as 100 ft.; 

<^i as 0*020 radians; and 
p as 1*0. 

Case I. /c = 0, i.e. the atmosphere is perfectly clear. 

It follows that 5 = 0 and (7) and (10) are therefore useless. It is known, how¬ 
ever, that when 5 = 0, = 0*54 x io“® foot-candles. 

Then from (3) /?* = a/„/o.54 x 

Values of R from this for various values of and a are given in table i. 

Table i. 


/. 


R (hundreds of feet) 


(candles x lo*) 

a 200 

a - 100 

a - 50 

1 

a 2 $ 

100 

329’ 

277 

233 

196 

200 

390 

328 

276 

232 

400 

46s 

392 

330 

278 

600 

su ! 

433 

364 

307 

800 

1 

466 

392 

330 

1000 

583 

491 

413 

347 

1500 

64s 

543 

457 

384 1 


Case 2. K — 0*0000095, giving 95 per cent transmission per mile as in normal 
clear weather. 

The values of the integral» c”*"* d(l> in equations (7) and (10), which 

or -e 

we shall denote by have been evaluated graphically and are shown in table 2. 
In this process — or - 0 , whichever is the smaller, is taken as the lower limit. 

Table 2. 


R (hundreds 
of feet) 

0 

(radians) 

Limits of integral 
(radians) 

Values of integral 
At 

10 

0*100 

0*020 to - 0*020 

0*000391 

20 

0050 

0*020 to - 0*020 

0*000383 

30 

0033 

0*020 to - 0*020 

0*000362 

40 

0*025 

0*020 to - 0*020 

0*000343 

50 

0*020 

0*020 to - 0*020 

0*000327 

100 

0*010 

0*020 to — 0*010 

0*000233 

150 1 

0007 

0*020 to — 0*007 

0*000200 

200 

0*0050 

0*020 to - 0*0050 

O'OOOiSi 

300 

0*0033 

0*020 to - 0*0033 

0*000170 

400 

0*0025 

0*020 to ~ 0*0025 

0*000165 

500 

0*0020 

0*020 to - 0*0020 

0*000162 

1000 

0*0010 

0*020 to — 0*0010 

0*000155 

2000 

0*0005 

0*020 to ~ 0*0005 

0*000150 

00# 

nil 

0*020 to 00 nil 

0*000141 
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Then the background brightness in candles/ft? is given by 0-0000095 AiIJi2‘$6 
for various values of R and Z,,. These are shown in table 3. 

Table 3. 


Iq (candles x 10®) 

B (candles/ft?) 

R =- 1000 

R ^ (x> 

I 

0*028 

0*010 

2 

0059 

0*021 

4 

0*12 

0*042 

6 

o*i8 

0*063 

8 

0*23 

0*085 

10 

0*29 

0*105 

15 

0*44 

0*160 


Thus for this weather condition and when /„ is between too and 1500 million 
candles, the background brightness only varies from o-oio to 0-440 candles/ft? 
The value of the Fechner fraction varies from 0-8 to i-z per cent. 

For small sources R is given by the expression 

^ 1-08 X to-^ / o-ooooo gsnAi ^ / Aj 

R* 2a y lo 95 Y' 

where Ai is given above. 

Graphical solution only is possible and figure 3 gives values of the left-hand 
side for various values of R. From this curve are obtained the solutions shown 
in table 4. 



Figure 3. 
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Table 4. 


^0 

(candles x lo®) 

R (hundreds of feet) 

a = 200 

a = 100 

a = 50 

a "= 25 

I 

250 

210 

180 

ISO 

2 

270 

232 

195 

165 

4 

290 

250 

210 

180 

8 

313 

265 

230 

190 

IS 

i 336 

290 

250 

210 


Case 3. Transmission 50 per cent per mile; k = 0*000095. 


Table 5. Values of integral A^, viz. 


I 

sj_*. 

or 


g-!*S/(9+4) 


R (hundreds 
of feet) 

A , 

R (hundreds 
of feet) 

4 

10 

0* 000327 

200 

0*000050 

20 

0*000276 

300 

0*000040 

30 

0*000215 

400 

0*000039 

40 

0*000166 

500 

0*000038 

50 

OOOOI3I 

1000 

0*000035 

100 

0*000075 

2000 

0*000032 

ISO 

0000055 

00 

0*0000309 


The values of the background brightness vary from 3*7 candles/ft? (when 
R = 1000, /o = 15 < 10*) to 0*047 candles/ft? (when i? = 00, /q ^ 10®). 

For small sources ^ ^ io-WiA,la%). 

Table 6. 


/. 

(candles x lo") 

R (hundreds of feet) 

a 200 

a - 100 

a = 50 

a 25 

I 

100 

90 

80 

70 

2 

no 

100 

8 s 

rs 

4 

120 

105 

90 

80 

41 

4 J 

130 

no 

9 S 

85 

15 

135 

IIS 

100 

90 


Any change in a and p give corresponding effects on the range, i.e. halving 
the area has the same effect as halving the reflecting power. This is illustrated in 
table 7, where /q = 2 v 10® and the atmospheric transmission is 95 per cent. 


Table 7. 


p 

R (hundreds of feet) 

a = 200 

a = 100 

fl = SO 

« = as 

1*0 

270 

232 

19s 

165 

o*S 

232 

19s 

165 

137 

0*25 

195 

165 

137 

117 

0*125 

165 

137 

127 

100 
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§6. CONCLUSIONS 

Increase in intensity has a decreasing effect on the range of the searchlight as 
the intensity increases. The range becomes more nearly independent of the intensity 
as the transmission of the atmosphere decreases. The range increases as the area 
of the object increases, though not proportionally, provided the object is sufficiently 
small to be considered as a point source. 


DISCUSSION 

Mr H. G. Bennett. The author’s results agree fairly well as regards order of 
magnitude with some experimental results given by Messrs Sperry in a recent cata¬ 
logue of optical equipment. The most striking difference between the two sets of 
results is at the lower beam-intensities. Messrs Sperry find that increases of intensity 
have a marked effect on range up to, say, 500 million c.p., whereas the author finds 
that the effect becomes much reduced above, say, 200 or 300 million c.p. Such 
differences are to be expected when it is realized that the conditions of experiment 
probably did not correspond with the hypotheses of the theory in a number of 
respects. This being so, it is remarkable that such near agreement at the higher 
intensities was obtained. 

These considerations lead me to ask the author how much his results would 
have been affected had he taken other values for the threshold, the distribution of 
light in the beam, etc. Workers in visibility know only too well how small differences 
in the conditions may affect one’s ability to see, and if the author would answer 
this question it would greatly help in the comparison of his theory with practical 
results. 

Mr J. H. Awbery. I would refer to § 5 on “numerical solutions.” Immediately 

I f 

below table i is the quantity or gj which is stated to have been 

evaluated graphically. In general, I am convinced that numerical methods, such as 
Simpson’s rule, give not only more accurate but also more rapid solutions to such 
problems. In this particular case, can be reduced to tabulated functions by taking 
2 k8 I{6 -h <^) as a new variable. Then AJzk ^ [e'^^/y -h Ei (— j)], taken between the 
limits y =-= 2 /cS/(fl + and 2/f8/(0 -f a). The Ei functions are tabulated in Jahnke 
and Emde’s Funktimentafeln, p. 21 *. 

On the next page of the paper the equation CA^jalfi has to be 

solved for a number of values of a and /©. When k and S are kept constant each 
side of the equation is a function of R only, since Ai depends on that variable. 
From figure 3 it appears that the equation was solved by finding the intersections of 
the two curves representing them. This involves drawing a fresh curve to represent 
the right-hand side for each pair of values of a and Iq. A much less tedious process 
would have been to plot in which case only one curve would be needed, 

• B. G, Teubncr (Beriin, 1923). 
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The value of R would simply be read off opposite the value of Incidentally, 

this equation shows that R is unchanged by any alteration of a and which leaves 
/q unaffected. This is only approximately so in table 4, as may be seen by comparing 
the entries in the line for /q = 2 with those in the next succeeding columns, for /q = 8. 
It may be worth remarking that if the integrations are more accurately carried out 
the numbers in table 4 are altered by less than 5 per cent (downwards). 

Author’s reply. I am obliged to Mr Awbery for his interest in my paper, 
especially as he was moved to recalculate so many of the figures. I was unaware of 
any tabulated functions which would assist in the necessary calculations, although I 
searched the tables of integrated functions which were known to me. I agree that 
the methods suggested by Mr Awbery yield useful results as he indicates, but it 
appeared simpler to me to make use of graphical integration. 

In reply to Mr Bennett: It was the general agreement of my calculated results 
with those published by Messrs Sperry that encouraged me to proceed with the 
presentation of this paper. I have not investigated the effect of variations in the 
threshold values of illumination on the ranges given, because the experimental 
(illumination, background-brightness) curve for the observer would have to be used 
to find how such changes affected the results. The same remark applies to the distri¬ 
bution of light in the beam. Given the polar curve of a searchlight, graphical or 
numerical integration would give the background-brightness from the equations 
provided, and I suggest that it is for others who have experimental range results to 
check up particular cases in order to confirm or reject the relatively simple theory I 
have put forward. 
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ABSTRACT. Two wireless methods of measuring upper-atmospheric ionization, both 
of which involve measurements of the equivalent height of reflection for a number of 
electric wave frequencies, are described. DiflPerent relations are expected and found to 
exist between the equivalent height and the frequency for the ordinary and extraordinary 
magneto-ionic components. From the examples chosen to illustrate the methods the 
following deductions and measurements concerning ionospheric characteristics are made. 
(a) Magneto-ionic double refraction Is caused by region E\ this shows, as was previously 
demonstrated in the case of region F, that free electrons are the effective electrical agents. 
{b) For da3rtime conditions, and more frequently in summer than in winter, evidence of 
the existence of a protuberance or “ledge*’ on region F is found, which most probably 
indicates that under direct solar influence this region is sometimes composite. Evidence 
of the existence of ionization between regions E and F (“intermediate region**) has also 
occasionally been obtained at noon so that the whole ionospheric configuration may be 
regarded as a composite structure of four components. From the point of view of practical 
radio communication, however, it is sufficient to regard the ionosphere as divisible into 
two main regions, E and F, but where it is necessary to consider forther the ionospheric 
fine structure it is proposed to name the four components, at successive increasing equi¬ 
valent heights, regions F^ and F^K Usually only regions F^ and F^^ are of im¬ 

portance. {c) The rate of decay of region-F ionization during the night has been measured 
and found not to be explicable in terms of the simple law of recombination between ions 
and electrons, {d) Measurements have been made of the rate of production of electrons in 
region F during the period following sunrise. 


§1. INTRODUCTION 

I N recent work on the exploration of the ionosphere by means of electric waves 
it has become increasingly clear that one of the most useful indices of ionospheric 
conditions is a curve exhibiting the equivalent height of reflection as a function 
of electric wave frequency. In the early experiments of 1925-^8 the diurnal varia¬ 
tion of the equivalent height of the reflecting region for a single mean frequency was 
studied, and it was such experiments which led to the recognition of the separate 
existence of an upper reflecting region situated above the Kennelly-Heaviside layer 
as well as the phenomenon of magneto-ionic splitting. But it has since been realized 
that work on a single frequency, useful though it has proved, is not likely to give us 
the maximum amount of information concerning ionospheric conditions, and that 

PHY8. SOC. XLV, 5 44 
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the extra amount of effort required to make hourly series of measurements on as 
many frequencies as possible is well worth while. 

For measurements made by both frequency-change and group-retardation 
methods it has been shown that the results in each case give us the value of P\ the 
equivalent path of the atmospheric or space-waves. The type of record most fre¬ 
quently obtained in ionospheric observations is therefore that exhibiting the relation 
between P' and the time t. I shall refer to this as a (P', t) curve. There have been 
described recently many elegant methods by which this type of curve can be ob¬ 
tained by automatic registration, and various groups of observers are obtaining 
practically continuous records of this kind. It is my object in this paper, however, 
to emphasize the advantages of supplementing such observations by measurements 
made on as many frequencies as possible, and to discuss briefly two methods which 
have been found useful in this connexion. If we make, as nearly simultaneously as 
possible, a series of measurements of P' for a wide range of mean frequency / we 
can draw a (P',/) curve. From this it is possible to deduce the maximum electronic 
content of both lower and upper regions and so study the diurnal and seasonal 
variation of ionization. No such corresponding amount of information can be ob¬ 
tained from a {P\ /) curve. The determination of (P',/) data with as close a frequency¬ 
spacing as possible is therefore one of the two methods advocated and discussed 
below. The second method is a compromise between the (P', t) and (P',/) series of 
measurements and will be referred to as the (P', t, f) method. With our present 
technique its prosecution is a less arduous matter than the rapid measurements 
required for hourly (P',/) curves, but it has the disadvantage that it yields informa¬ 
tion concerning the ionization in only one or other of the two reflecting regions. 

§a. THE DETERMINATION OF (P',/) DATA 

In 1930^^^ it was pointed out that by measuring the critical penetration frequency 
for the Kennelly-Heaviside layer at different times of the day the diurnal variation 
of the maximum ionization content could be studied. An experimental study of the 
ionization of the lower region was made on these lines with (P',/) data obtained by 
the frequency-change method. In this case the values of/were spaced 0-25 Mc./sec. 
apart. On changing over to the group-retardation method at King’s College in 
1931, it was possible to make measurements more rapidly in time and with closer 
frequency-spacing and these led to the recognition of the dependence of the critical 
penetration frequency on the polarization of the waves. In still more recent work at 
the Radio Research Station, Slough, and at the Halley Stewart Laboratory, King’s 
College, London, working in conjunction with the National Physical Laboratory, 
improved technique has permitted the determination of (P',/) data on frequencies 
0-05 to 0*1 Mc./sec. apart, the time spent on a single frequency being about 15 
sec. But even this procedure is not ideal, and it is hoped that, before long, ap¬ 
paratus will be developed which will yield automatically (P', f) curves comparable 
with the automatic records of (P', t) which are now being obtained. If, at the same 
time, the receiver could be made to respond either to left-handed or to right-handed 



On two methods of ionospheric investigation 675 

circularly polarized downcoming waves the results would be still further enhanced 
in value. 

§3. THE CALCULATION OF MAXIMUM IONIZATION CONTENT 
FROM CRITICAL FREQUENCY DETERMINATIONS 

As the experiments we are considering are carried out with only a small distance 
between sender and receiver it is assumed that the waves are incident normally on 
the ionized region which reflects them, and it is assumed further that reflection takes 
place at a level at which the refractive index /x of the medium is reduced to zero by 
the presence of electrons or ions. It is recognized that the second of these assumptions 
is only an approximation, since it is just for the conditions in which /x is small com¬ 
pared with unity that the simple treatment of wireless wave propagation in terms of 
rays breaks down, for it is not then possible to consider the properties of the medium 
as remaining sensibly constant within the dimensions of a wave length in the medium. 
It is, however, clear from the accurate wave treatment of Hartree that, as soon as the 
square of the refractive index becomes slightly negative, marked reflection takes 
place even if the change of properties with height is not abrupt, so that, until the 
subject is further developed on the theoretical side, the best we can do seems to be 
to consider the condition = 0 as the criterion for reflection at normal incidence. 
Although it is most probable that further progress on the theoretical side will in¬ 
volve a revision of the actual magnitudes of the maximum ionization content it is 
unlikely that it will necessitate a marked revision of the deduced diurnal trend of 
this quantity. 

As I have shown^^^ for a magneto-optical medium such as the upper atmosphere, 
the condition -- 0 is reached for any direction of propagation relative to the 
earth's magnetic field, when, approximately, either 

.(I). 

or when = 2 5^ (/* ± //ii) .(2). 

where N is the number of electrons (of charge e and mass m) per cm?, / is the fre¬ 
quency of the waves and fs is equal to 1*32 Mc./sec., the characteristic gyro-fre¬ 
quency of electrons under the influence of the earth's magnetic field. If, therefore, 
/ represents a critical frequency, N represents a maximum ionization content. 
Which of these formulae is applicable in any case depends on various factors. For 
the extraordinary ray, which is of right-handed circular polarization for the con¬ 
ditions we are considering, the relevant formula is (2) with the lower sign. For the 
ordinary ray, however, whether we use (i) or (2) with the upper sign depends on 
the magnitude of a certain critical ratio zpivjpf^ where pi and pf are the natural 
angular frequencies of rotation of an electron about the longitudinal and transverse 
components of the earth's magnetic field and v is the frequency of electron collisions 
with the air molecules. If this ratio is large compared with unity the propagation 
resembles the longitudinal type and the appropriate formula for the ordinary wave 

44-2 
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is (2) with the upper sign. If, on the other hand, this ratio is small compared with 
unity the propagation resembles the transverse type and the appropriate formula is 
then (i). It seems fairly certain that for the upper region, where v is small, 
is also small, so that we have 



iV = 2 ^/® ... (ordinary ray) 

.( 3 ) 

and 

jV = 3 ^ ^ (extraordinary ray) 

2 e 

.( 4 ). 


It may be noted that for constant N the critical conditions may be simul¬ 
taneously reached for an ordinary wave frequency of, say,/i and for an extraordinary 
wave of frequency /g. The relation between /i and /* in this case is, evidently, 

.(5)» 

h "“/i .(^)' 

Now if /i and are of the order of 4 to 6 Mc./sec. as is the case in practice for 
the upper region, while /jj, which is determined by the magnitude of the earth’s 
total force, is 1*32 Mc./sec., the value of (/g — /i), according to (6), ranges from o-66 
to 0*68 Mc./sec. We shall see later that experimental values of this order of magnitude 
are obtained. 

For the lower ionized region where the critical conditions at noon are reached 
at 3 to 4 Mc./sec. according to season, the corresponding value of {f^ — /i) ranges 
from 0-78 to 0*68 Mc./sec. if the conditions approximate to the transverse type of 
propagation. If, however, the collisional frequency is sufficiently high to make the 
ratio zpL^jpT^ much greater than unity the propagation would approximate more 
closely to the longitudinal type and we should then have for the ordinary wave of 


frequency/i 

.(7)*. 

and, since, as before we have for the extraordinary wave 

.( 8 ). 

we also have /* —/i = /h (9)* 


Summarizing, therefore, we may expect, according to conditions, values of 
{ft —fi) ranging from o-66 to 1-32 Mc./8ec. 

* Equations (i) to (4), (7), (8) and (10) have been derived from the theory of dispersion with the 
inclusion of the term in the expression for the refractive index which, according to Hartree, expresses 
the discreteness of the scattering centres. If this term is neglected, since its inclusion is still a 
debatable matter, the expressions for N must all be multiplied by 
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§4. THE INTERPRETATION OF (P\f) DATA WITH 
SOME ILLUSTRATIVE EXAMPLES 

At the outset it may be stated that,* for the conditions we are considering, the 
influence of the earth’s magnetic field is such that we are obliged to take into account 
the polarization of the returned waves, and, in fact, consider the (P', f) curves for 
the ordinary wave and for the extraordinary wave separately. It is found, for 
reflection from both regions E and P, that there are very frequently obtained echo 
doublets and it is rarely a matter of difficulty to decide which is the extraordinary 
pulse and which is the ordinary one. This ihterpretation follows on the lines pre¬ 
viously discussed by Appleton and Builder For conditions in which electron 
limitation is not operative, the ordinary ray is less absorbed, due to collisional 
friction, than is the extraordinary ray. This may be predicted from theory for the 
range of frequencies we are considering and is found to be the case in practice. If, 
moreover, the records of echo-delineation are made with a time base which is locked 
to the electrical mains which control the pulse-frequency of the sender, it is possible 
to photograph the echo patterns for the different frequencies successively on the 
same record, so that the ground reference pulses are immediately under one another 
in a straight line. From such a record the tracing of the separate {P\f) curves for 
the ordinary and extraordinary rays is a simple matter. When the successive 
photographs have been obtained with small frequency spacing one can, on looking 
along the record, see immediately the different run of the two curves*. 

For the upper region the importance of magneto-ionic double refraction is now 
well established. Until recently there was some doubt concerning its influence in 
causing echo-doubling in reflection from the lower region, although it was known 
that characteristic polarizations due to differential absorption were thereby pro¬ 
duced. This doubt has been recently removed by experiments carried out in this 
laboratory by Mr F. W. G. White, who has shown that magneto-ionic splitting is 
present for region-iF reflection as in the case of region-F reflection, but that, owing 
to marked absorption, the extraordinary ray is usually very weak in intensity. In 
some of the data discussed below examples of F-region splitting can be clearly 
recognized, confirming the results of Mr Whitef. 

Before we proceed to discuss typical (P',/) curves it may be well to consider the 
type of curve to be expected if there are in the ionosphere, at any time, two main 
regions of electrification, the upper region being more strongly ionized than the 
lower. For the lower frequencies we should expect the reflection of both com¬ 
ponents from the lower region, the extraordinary ray being strongly absorbed. With 
increasing frequency the ordinary ray will be the first to suffer electron limitation 

♦ For a description of the apparatus used see The Cathode^ray Oscillograph in Radio Research^ by 
Watt, Herd and Bainbridge-Bell (London, 1933). 

t As has previously been pointed out<*\ die difference between the absorption of the extra¬ 
ordinary and ordinary waves is most marked for the critical gyro-frequency 1*32 Mc./sec., so that for 
frequencies about this value only the ordinary ray reaches the ground in appreciable intensity. The 
results of Mei88ner<^>, who found no anomalies for a wave length of 212 metres, are thus explained 
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and so, penetrating region jE, will be reflected at region F. With increasing fre¬ 
quency the extraordinary ray will also eventually penetrate region E and then both 
rays will be reflected from the upper region. The two types of magneto-ionic split¬ 
ting described by Appleton and Builder as “group-retardation splitting*’ and 
“stratification splitting” may then be expected to occur in the order named, until 
with still higher frequencies the penetration of the upper region by the ordinary and 
extraordinary rays takes place in succession. The examples taken for discussion 
below are all found to be broadly explicable on such lines but in some cases illustrate 
also phenomena not previously described. 



Frequency /{Mcjsec,) 

Figure i. curve for 1600 G.m.t., October 19, 1932. 


Example i. In figure i is shown the (P',/) curve for conditions at 1600 G.m.t. 
on Oct. 19,1932, at the Radio Research Station, Slough. This figure clearly illustrates 
the difference in the curves for the ordinary and extraordinary rays. For a frequency 
of 2*0 Mc./sec. marked reflection from region F was found, reflection from region E 
having practically ceased, but the frequency had to be increased to 3*0 Mc./sec. 
before marked reflection of the extraordinary ray from region P took place. Although 
low echo-amplitude, due no doubt to absorption, prevented an accurate determina¬ 
tion of the critical frequenciesand /a for region P, the general trend of the curves 
shows that the quantity (/a — /j) was about o*66 Mc./sec., in agreement with equation 
(6) above for the quasi-transverse type of propagation. It will be seen that both 
group-retardation splitting and stratification splitting are well illustrated in figure i. 
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Example 2. In figure 2 is shown the (P', /) curve for conditions at noon on 
April 10,1933, at the Radio Research Station, Slough. Here the region-P splitting is 
clearly shown. At about 3*0 Mc./sec. the change-over from reflection at region E to 
reflection at region F took place. At first the increase of equivalent path with increase 
of frequency for reflection at region F was not marked. With a further increase of 
frequency, however, greater penetration of the upper region took place and P' 
reached a maximum at 4*2 Mc./sec. (The significance of this maximum is further 
discussed below.) The fall in P' with further increase of frequency suggests another 
group-retardation effect. Ultimately the ordinary ray penetrated region F at 
5-6 Mc./sec. 



It will be seen that the curve for the extraordinary ray has quite a similar trend 
but is displaced 0-70 Me./sec. on the frequency scale. This difference is approximately 
that mentioned above for the difference(/* — ft) between the critical penetration fre¬ 
quencies for quasi-transverse propagation. That the same frequency-spacing is 
maintain ed for frequencies lower than these penetration values is no doubt due to 
the fact that, in the range of frequencies we are considering, the transmission cha¬ 
racteristics of an ordinary ray of any frequency/o Mc./sec. are not markedly different 
from those of an extraordinary ray of frequency (/o + o*66) Mc./sec. To calculate 
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Mnax. for region F from the critical penetration frequency for the ordinary wave 
equation (3) is the appropriate formula, while in the case of the extraordinary wave 
equation (4) should be used. It is clear from the critical frequency-spacing that the 
values obtained in either case would be approximately the same. 

The maximum in the {P\f) curve for region F is a phenomenon not previously 
recorded and clearly indicates a variation in ionization with height different from 
that calculated on the assumption of a single monochromatic ionizing radiation 
acting on the earth’s atmosphere. The fact that for frequencies higher than 4*3 
Mc./sec. the equivalent height falls with increasing frequency indicates that there 
must be a sudden increase of ionization with height at a particular value of ioniza¬ 
tion. At present it is not quite certain what is the cause of this region-F ledge, as it 
may be called, and it would be a matter of interest to test, at the next solar eclipse, 
whether it is due to ultra-violet light or to neutral particles. From a study of this 
maximum extending over some months it is now possible to make the following 
statements concerning it: {a) it is not apparent at night; {b) it is more marked in 
summer than in winter; (r) the frequency for which it occurs increases with the 
general ionization in region F caused by the sun. As an example of this the following 
may be quoted. On May 9, 1933, at the following times the maximum occurred at 
the frequencies (Mc./sec.) mentioned in brackets: 0700 (3*8); 0800 (4*0); 1000 
(4*3); 1200 (4-5); 1400 (4-3); 1600 (4*1); 1900 (maximum not detectable). 

It is not improbable that this effect is the same as that mentioned by T. L. 
Eckersley in his discussion of short-wave transmission phenomena as elucidated 
by the Marconi facsimile method. Eckersley found that his observed values for the 
equivalent height of reflection from region F were ranged in two series depending 
on the wave length used, and suggested that the upper region might be composite. 
It is difficult, however, to understand this author’s statement that the lower-fre¬ 
quency waves would be reflected at the sharply defined upper portion of region F 
while the higher-frequency waves would be reflected at the lower part. 

The case of the penetration of region E in figure 2 is not so easy to unravel. It 
is clear that the ordinary-ray penetration occurred at 3-0 Mc./sec., but, owing to the 
low extraordinary-ray amplitude caused by absorption, there is a range of fre¬ 
quencies in which the echo-amplitude is not appreciable. It is thus not possible 
here to determine /g for the lower region, so that, (/g — fi) being uncertain, it is not 
possible to make a definite decision in choosing between the two alternative formulae 
for calculating A^max. • 

Example 3. In figure 3 is shown the {P\f) curve obtained at noon on April 8, 
1933, at the Radio Research Station, Slough. This curve is of special interest as 
showing reflection from equivalent heights between region E and region F. Many 
measurements made within the last few years have forced on us the necessity of 
recognizing that reflection can, on occasion, take place at such an intermediate 
region, as it may be called. Such a region is detected rarely at noon, but more 
frequently in the early morning. 

In this figure is clearly seen the effect of splitting in region E, The fall in P' with 
increase of frequency for the intermediate region indicates that there is a dis- 
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continuous jump here in the case of the ordinary-ray curve. It is ciear that the 
intermediate region is not the same as the region-i<^ ledge, for the maximum indi¬ 
cating the influence of the latter is foimd at a much higher frequency. 

Example 4. The (P', f) data exhibited in flgures 4 and 5 may be conveniently 
considered together, since they were obtained on the same da^, May 9,1933, at the 
Radio Research Station, Slough. Figure 4 represents conditions at 0800 G.m.t and 
is of interest as showing very clearly the splitting in region E*. Moreover, the 
magnitude of the frequency separation between the ordinary and extraordinary 
curves here strongly suggests quasi-transverse conditions. In flgure 4 the shelf 
maximum in region F is not very marked since it is an early morning curve. 
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Figure 3. (P',/) curved 1200 G.in.t., April 8, 1933. 

In figure 5, which represents conditions on the same day at 1000 G.m.t., we 
note that again splitting is marked in region E. Also the ordinary-ray curve is seen 
to include values for P' almost up to region-P values. Although part of these 
abnormally high equivalent heights may be regarded as due to group-retardation 
effects (we may compare in this connexion the high values for P' for frequencies 

* A word of caution is needed here, since double echoes from region E are often noted which 
do not consist of magneto-ionic components. Sometimes we have simultaneous reflection from 
regions El and EH, while sometimes we have simultaneous reflection from region E caused by 
ultra-violet light and from the ionized region produced, at a slightly lower height, by abnormal 
ionizing agencies, e.g. corpuscles. Such abnormal ionization has been shown by Mr Naismith and 
the writer, Proc. R. $. A, 187 , 36 (1932), and Proc. Phys. Soc. 45 , 389 (i933)» be correlated either 
with magnetic storms or with thunderstorms. 
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approaching the region-F penetration values), it is unlikely that the whole effect is 
due to this cause and we must conclude that there is a considerable amount of 
ionization between the two main regions. Further reference will be made to this 
point in the discussion below. 

For the region-F parts of the curves the shelf-maximum has become more 
pronounced as noon is more nearly approached. Moreover, at 1000 G.m.t. it now 
occurs for the ordinary ray at 4*3 Mc./sec. whereas two hours earlier (see figure 4) it 
occurred at 4*05 Mc./sec. 

§5. FURTHER DISCUSSION OF THE ILLUSTRATIVE EXAMPLES 

From the data briefly summarized above it is clear that we must consider the 
ionosphere as being made up of at least four components. As the data refer to days 
free from anomalous effects due to magnetic disturbances it is clear that these four 
components are produced by normal solar radiation. Moreover, the general de¬ 
pendence of the electron contents on solar altitude also indicates that the radiation 
travels in straight lines. It is therefore considered most probable that ultra-violet 
light is the radiation in question. . 

The existence of considerable ionization between the two main regions E and F 
during the da3rtime has been suspected for a considerable time now, but since, at 
noon, it is normally less than that in region E it cannot usually be investigated by 
the methods we are considering. In the early morning hours, however, the sun^s 
rays ionize successively lower strata which have been largely depleted of ionization 
during the night, so that the intermediate region becomes ionized before region E 
has been sufficiently ionized to mask it. Reflection in succession from region F, the 
intermediate region, and region E is therefore frequently observed in the morning*. 
On the exceptional day of April 8, 1933, however, the maximum ionization in the 
intermediate region was greater than that of region E about noon, and from the 
critical penetration frequencies read from the (P',/) curve the following maximum 
ionization-densities (in electrons per cm?) may be deduced; region F (i*8 x 10®); 
intermediate region (2-5 x 10®); region-F ledge (3*8 x 10®) and main region F 
(6*1 X 10®). 

The existence of the region-F ledge is inferred from the fall in equivalent height 
with increase of frequency—^see, for example, figure 2. The frequency at which the 
maximum occurs on the region-F portion of the (P',/) curve may be taken as being 
approximately the penetration frequency of the ledge. Waves of frequency im¬ 
mediately higher than this value do not reach much greater heights, and the reduc¬ 
tion of P' with increase of / is due to the reduction in the group-retardation effect 
of the ledge itself. For the conditions indicated by figure 2 the electron-distribution 
with height must be somewhat as shown in figure 6, where the relative values of the 
ordinates are approximately correct but not those of the abscissae. 

Concerning the question of nomenclature, since it is still clearly necessary to 
retain the division into the two main reflecting regions E and F, it is suggested that 

* J. A. Ratclifle fuid E. L. C. White have obtained independent evidence of this using their 
method of automatic registration of layer heights. 
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the four components should be designated as shown in this diagram. In this con¬ 
nexion it is convenient to retain capital-letter 8)rmbols to designate regions caused 
by normal solar influence and to use small-letter symbols for regions caused by 
abnormal agencies. 

Such a composite structure as I have pictured for the ionosphere is not con¬ 
sidered unlikely when it is remembered that Pannekoek<’^ has shown that the level 
of the maximum ionization caused by ultra-violet light depends on the ionization 
potential of the gaseous constituent in question. We might therefore expect a 
maximum of ionization for each constituent, atomic or molecular. As, however, 
there is laboratory evidence that ionization can be produced by photons of energy 
less than that corresponding to the ionization potential, it is probable that the 
matter is further complicated by the processes of cumulative ionization. 



Figure 6. 

§6. THE DETERMINATION AND INTERPRETATION 
OF (P', tj) DATA 

As has previously been mentioned the (P', t,f) method is a compromise between 
the methods involving the determination of (P', t) and (P', f) data. It requires a 
certain amount of prevision on the part of the observer in that he has to anticipate 
whether the ionization is increasing or decreasing. For the case of the normal 
ionization produced by the ultra-violet light from the sun there are now sufficient 
data to guide one in this respect, but the weakness of the method is that it is difficult 
to prosecute during conditions of abnormal ionization. 

Let us consider a simple normal case as an illustration. During the night, from 
about midnight till about an hour before sunrise, it is usual for the ionization in the 
upper region to decrease steadily. Let us suppose that at the beginning of this 
period we work with a frequency which is just less than the critical penetration value 
for the extraordinary wave. (For such conditions the ordinary wave will be pene¬ 
trating the region in question.) If a (P', t) curve is obtained, by automatic registra¬ 
tion or otherwise, the usual gradual increase of P' with t will be noticed and recorded 
and eventually there will be no appreciable reflection. The frequency can then be 
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changed to a slightly lower value (0-2 Mc./eec. steps are convenient) and the process 
repeated. In the case of increasing ionization, as in the early morning period, the 
corresponding steps are, of course, increases in frequency. From the examination 
of the record we obtain in this way the times at which extraordinary waves of dif¬ 
ferent frequencies penetrate the region. 

An example of the type of record obtained in this way is shown in figure 7, 
where the equivalent height was automatically registered during the three hours 
0000 to 0300 G.m.t. on April 26, 1933, in an experiment carried out at the Radio 
Research Station, Slough. The going out of the extraordinary wave for the five 
frequencies 4*0, 3*8, 3*6, 3-4 and 3-3 Mc./sec. in order is seen to occur at the fol¬ 
lowing times: 0009, 0051, 0126, 0215 and 0248 G.m.t. 



Figure 7. Relation between equivalent path P' and time on April a6, 1933. 

To calculate the maximum electronic content at these times we insert the ap¬ 
propriate frequencies in the formula 

^=|’J(/"-//ir)= 1-86 X .(10), 

where fa is 1-32 Mc./8ec. 

We are thus able to plot a curve illustrating the variation of Nmta. with time. 
In figure 8 are shown the results of the run of which figure 7 is an illustrative record. 
Here the ionization is seen to be decreasing rapidly at first, but, at 2230, the rate of 
decrease is much reduced and continues to remain so throughout the greater part 
of the night. This reduction in the rate of the disappearance of the ionization is not 
understood, unless it be due to the fact that the height at which the maximum 
ionization exists increases with time (as, indeed, the records show that it does), so 
that the pressure and thus the magnitude of the recombination or attachment pro¬ 
cesses decrease correspondingly. The ionization is seen to begin to increase at least 
45 minutes before ground sunrise, a phenomenon which is to be expected in a region 
at a considerable height above the earth’s surface. 
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It is not proposed to consider here the full significance of the information de¬ 
picted in figure 8, as obviously at least a full year’s data of this type would be required 
for adequate discussion. One or two points, however, may be mentioned. In 
examining the decay of ionization during the period 2230 to 0315, for which period 
the curve suggests steady conditions, we are naturally led to enquire how far the 
dissipative process conforms with the usually accepted law of recombination which 
is expressed by the formula 

. 


iVo, N where is the electron-concentration at zero time and N the concentration at any 
t subsequent time t. On plotting - iVo”^) against /, however, we obtain a curve 


g 4x10’- 
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Figure 8. Curve showing variation of ionization in upper region, April 25-26, 1933. 


which is not straight but definitely concave upwards, indicating an increase of a 
with time. This would indicate, contrary to the conclusions of Eckersley<®\ that 
equation (ii) is not strictly valid during this period. If, however, we choose to 
represent approximately the sequence of events in terms of recombination according 
to equation (ii) we may remark that the numerical value of a ranges from 
2‘5 X to 4*0 X 10“^®. 

There is, however, another process which may gradually render the electrons 
ineffective during the night, namely, their attachment to neutral atoms. In this case 
we should expect the following relation to hold in place of equation (ii): 

logiVo-logAT-^^ .(12), 

]8 where j3 is the attachment coefficient. Here a plot of log N with t gives a curve 
which is fairly straight and a numerical value for jS of 6-o x io~®. The matter 
cannot, however, be regarded as settled and is reserved for a later discussion. 
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From a curve such as that shown in figure 8 data concerning the rate of pro¬ 
duction of ionization may be deduced. Consider a point on the falling part of the 
curve, for instance A. Then the slope of the curve represents the rate at 

which the electrons are disappearing. Now at a corresponding point B on the rising 
part of the curve where the ionization is the same, the rate of increase of ionization 
{dNjdt)^ is determined by two factors, (i) the electron dissipative process, and 
(ii) the rate of production q of electrons. Since we may assume that for similar magni¬ 
tudes of ionization the rate of disappearance of electrons is the same we see that q is 
equal to the numerical sum of (dN/dfjji and (dNjdt)^, 

Making use of such theoretical considerations for the data illustrated in figure 8 
we find that the rate of electron-production increases with time as shown in the 
table. 


G.m.t. April 26, 1933 

0345 

. 

0421 

0446 

0530 

0616 

q (electrons per cm? per sec.) 

1 

0 1 

21 

30 

38 

55 
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DISCUSSION 

Mr A. O. Rankine. I would like to ask Prof. Appleton to explain the use of 
the terms “ordinary” and “extraordinary” in relation to the rays discovered in his 
remarkable experiments. He has spoken of the two reflected beams as being 
circularly polarized in opposite senses, a phenomenon which in optics is associated 
with rotation of the plane of polarization in optically active substances or in other 
transparent materials stimulated by a magnetic field. These two rays, discovered and 
explained by Fresnel, are not usually called“ordinary” and “extraordinary,” although 
in the special case of quartz, which displays optical activity along its axis as well as 
birefringence in other directions, it is clear that the two effects are closely interlinked. 
Is the effect of the earth’s magnetic field on the ionosphere simply that of imparted 
optical activity—the Faraday effect—or does it produce double refraction in the 
generally accepted sense as well? 

Author’s reply. The influence of the earth’s magnetic field on the ionosphere is 
similar to that with which we are familiar in the case of the Faraday effect where, as 
Prof. Rankine expresses it, optical activity is imparted to the medium by the imposed 
magnetic field. Rotation of the plane of polarization occurs for propagation along 
the direction of the magnetic field and double refraction for propagation at right 
angles. Of the two component waves, one is little influenced by the action of the 
field while the other is much influenced and exhibits anomalous-dispersion pheno¬ 
mena at the natural gyro-frequency. These two components have (most probably 
without justification, I fear) been respectively termed the “ordinary wave” and the 
‘ ‘ extraordinary wave, ” 
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STUDIES IN THE EXTREME ULTRAVIOLET AND 
THE VERY SOFT X-RAY REGION 

The Eighteenth Guthrie Lecture^ delivered on June 16 , 1933 , 

BY PROF. M. SIEGBAHN 

§1. INTRODUCTION 

O NLY a few years ago X-ray spectra and optical spectra were separated by 
a rather large gap, extending over 3 or 4 octaves of wave-lengths. The 
spectroscopic methods used at that time for studying these two ranges 
were qualitatively different. In the X-ray region, crystal lattices were the only 
effective means for the analysis of the radiation. The fundamental formula 

nA = 2^. sin <!> 

shows that the method is limited to values of A which are smaller than 2^/, where d 
is the distance between the atomic layers serving as reflecting planes. In practice 
this means that the crystal lattice method is limited to wave-lengths below, say, 20 A. 

On the other hand it had been shown by Millikan that the ruled grating used 
in the manner adopted at that time could register optical spectra of wave-lengths 
down to, say, 200 or 300 A.; in a few cases some shorter wave-lengths had been 
observed. 

A new era of the spectroscopy was begun when advantage was taken of the 
experimental fact that radiation of short wave-length was strongly reflected at 
grazing incidence. By using plane and concave ruled gratings it was thus possible 
at least in principle to cover all the formerly unknowm region between the X-ray 
and extreme ultraviolet regions. Experimentally there were many problems to be 
solved before the expected results could be gained. It will be the object of this 
lecture to give a preliminary report on some of the work done on these problems 
at the laboratory of Upsala during the past year. 

§2. THE USE OF RULED GRATINGS IN THE EXTREME ULTRA¬ 
VIOLET AND THE VERY SOFT X-RAY REGION 

Figure i illustrates the effects obtained with concave and plane gratings. In the 
earlier experiments for registering the short-wave-length region the radiation was 
reflected at incidence nearly normal to the concave grating as at (I). In the new 
methods (II, III) the incoming radiation strikes the grating at an angle of only 
a few degrees. From the geometry of the concave grating it is inunediately seen 
that this also means that the plate, which must be bent to the Rowland circle, 
receives the radiation at a very small angle as at (II). This gives rise to an experi¬ 
mental difficulty which increases greatly as soon as one tries to diminish further 
the angle of incidence, as is necessary for registering the shortest wave-lengths. 

PHYS.SOC. XLV, 5 45 
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In this respect the plane grating (III) has the advantage that the plate is placed 
nearly normally to the radiation. But to get well-defined lines in this case it is 
necessary to cut out a small pencil of radiation by means either of two narrow slits 
or of one slit used with a very small grating. Both these methods have been used. 
Up to this time practically all results in the very soft X-ray region have been 
achieved by the plane-grating method. 

In comparison with the concave grating, the plane grating has decided dis¬ 
advantages which make it desirable to try to apply the former to this region also. 
It is to be remembered that the pencils of rays at the plane grating are always 
divergent, so that sharpness of the lines can only be obtained by diminishing the 



Grating 




width of the pencil and thereby reducing the number of lines of the grating which 
are effective. As the resolving-power is determined by this number, t- e plane¬ 
grating method is far inferior to the concave-grating, giving only ^ to of the 
resolution obtainable with the latter. For these reasons our efforts have been 
devoted to further development of the concave-grating method with the object of 
using it for the very soft X-ray region. 


§3. CONCAVE GRATINGS FOR THE VERY SOFT X-RAY REGION 
The concave-grating method has been used at the Upsala laboratory during the 
last 5 years for extensive investigations of the optical spectra in the extreme 
ultraviolet'**'. In this case the light-source has been a spark gap in a high vacuum 
directly connected to the spectrometer and separated from this only by the slit. 
In some cases it was possible in these experiments to register optical spectrum lines 
with wave-lengths as small as 40 A. 

• By Edl^, Ericsson, Ekefors, Arvidsson, Mack, Sdderqvist, Borg and others. 
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In spite of this, the researches carried out upon very soft X-rays in this region 
with the same spectroscopic outfit were not successful. During the past year, 
however, it has yet been possible to find the right experimental conditions for 
obtaining well-defined lines from X-ray spectra. 

One of the main problems in the further development of the concave-grating 
method with very small angles of grazing incidence was the production of suitable 
gratings. In particular, it was to be expected that an improvement of the ruling 
on glass would secure better results, as had been the case in'our earlier experi¬ 
ments* with small plane gratings. For this purpose a ruling-engine was constructed 



a h 

Figure 2. 


and built in the workshop of the laboratory during the past year. Special care was 
devoted to the ruling-mechanism and the technique of ruling. The gratings which 
have been ruled on the new machine show an absolutely smooth surface, the lines 
having the same appearance at the beginning as at the end. The big groove usually 
found at the beginning of the lines has been entirely eliminated. Gratings up to 
about 10 cm. may be ruled on the new engine, but the optimum width of the 
concave gratings used at grazing incidence is considerably less than this, namely 
20 to 40 mm. 

A test of some of the gratings with ordinary optical light showed that the 
theoretical resolution was attained. Figures 2 a and b arc reproductions of two 
spectrograms of narrow doublets from the mercury arc. The grating has about 
10,000 lines (576 lines per millimetre) and its radius is about i-8 m. The ruled 
• Siegbahn and Magnusson: Z.f Phys, 62, 435 ( 1930 ). 
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figure 3 Vacuum spark spectrum of aluminium 750 sparks, 60 kV , o 5 /ut Glass-grating T K 
III, 288 Imes/mm , radius i 8 m , ^ — 3^*56 , slit 4 ^ Magnification 2 2 Upsala, May 1933 


The enlargements, figure 5, of the Al-groups at 104 A. in the 4th order are of 
special interest, as corresponding photographs taken with other gratings have 
formerly been published*. In spite of the fact that here a grating with only 288 lines 
per millimetre was used, the resolution is better than formerly and especially the 
diffuse blackening in the neighbourhood of the lines is reduced so that faint lines 
near to the strong ones become visible. 


* Ekefors Phys Z. 81, 737 ( 1930 ). Sdderqvist und Edl 6 n; Z./. Phys, 69, 359 ( 1931 ) 

















































Figure 4 Vacuum spark spectrum of Cu 750 sparks, 60 kV , 05 /xF Glass-grating T K. 
288 Imes/mm , radius i 8 m , 0 3°56^ slit 4/x Magnification 2 5 Upsala, April 1933 



Figure s A1 groups at 104 A. in the 4th order. Magnification 25. Grating T.K. in. 
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§4. ABSOLUTE MEASUREMENT OF X-RAY WAVE-LENGTHS 

Among the problems which have been taken up for experimental investigation 
with the technique which has been developed I shall first mention the absolute 
determination of the X-ray wave-lengths, that is to say their values referred to 
the metric standard. This is of considerable interest as the X-ray measurements 
carried out with crystals have given us the ratio of these wave-lengths* to the 
dimensions of the crystal lattices, so that a knowledge of the wave-lengths in absolute 
values will also make possible a direct computation of the atomic distances in 
absolute values. 

In a note published in Nature Mr Soderman and I showed a spectrogram taken 
with a plane grating in which two spectra, one from an X-ray source and the other 
from a spark, were taken side by side with identical arrangement of the slit, grating 
and plate. As the optical spectrum contained a number of spectral lines whose 
wave-lengths were known in absolute values, the X-ray lines could be determined 
on the same scale. 

Owing to the relatively small resolution and dispersion obtainable with plane 
gratings the accuracy in this determination is not very large. The use of the concave¬ 
grating technique now at hand will allow of a considerably higher accuracy. These 
investigations are now in progress and will soon be published by Mr Soderman. 

§5. THE STRUCTURE OF THE X-RAY LINES AND THEIR 
DEPENDENCE ON THE CHEMICAL AND PHYSICAL 
STATE OF THE EMITTING ATOMS 

The higher resolution and dispersion given by the concave grating makes it 
possible to resolve and study the structure of lines which with the plane grating appear 
to be single. In the case of the carbon line, which has been studied by several 
investigators, the plate reproduced in figure 6 and showing side by side a spark 
spectrum (aluminium) with known lines and the carbon line permit of an accurate 
determination of the wave-length. At the same time the spectrogram shows that 
this line has an extended structure* with at least two maxima. From figure 7 it is 
seen that the accuracy with which the wave-length can be determined is limited by 
the broad structure of the line itself; the precision of the scale of wave-lengths 
given by the sharp optical lines is too great to be fully utilised. 

Further, it may be mentioned that the structure and wave-length are dependent 
on the chemical state; this has been shown by Glocker and Renningerf and was 
confirmed in these investigations. It is to be expected that such effects will be more 
pronounced in the still softer X-ray region accessible to the present methods. For 
the knowledge of the energy-levels in the solid state valuable information is to be 
expected from studies of this kind. 

* During the course of these investigations similar results were found by Morand and Hautot: 
Comptes Rendus^ 196 , 1383 (1932); 196 , 688 (1933). 
t Renninger: Z./. Phys, 78 , 510 (1932)* 
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Figure 6. 
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Figure 8 X-ray spectra from the elements 35 Br to 50 Sn m the very soft X-ray region *0-250 A , and 
the optical spark spectrum of A 1 for comparison Most of the plates show the Carbon Ka Ime in many 
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§6. AN EXTENSION OF THE X-RAY SERIES 

Of the three well-known X-ray series, the K series has been followed down to 
4 (Be) at the wave-length 115 determined by Soderman in 1929 with the plane 
grating. The L series by the same method has been found down to 20 (Ca) at 
about 41 A. by Kellstrbm (1929). The M series in the same way was extended 
to 39 (Y) with one line at 93 A. by Prins and Taken. Finally jt may be mentioned 
that for the heaviest elements a few lines in this region (40 to 100 A.) have been 
found which must be assigned to the N series or possibly to an O series. 

During recent weeks some spectrograms of the elements 50 (Sn) to 34 (Se) were 
taken for a preliminary investigation. A set of these spectrograms is given in figure 8. 
In most of them the carbon K line (45 A.) is to be seen in many orders; further, 
the oxygen line at 23-6 A. and the nitrogen line at 31-6 A. are more or less visible 
on all spectrograms. 

A great number of hitherto unknown lines is to be found on the plates. The 
strongest line is due to the transition Mv-Nm (or Miy-Nn) which for the four 
lowest elements 38 (Sr), 37 (Rb), 35 (Br) and 34 (Se) has the wave-lengths 109, 
128, 193, and 230 A., respectively, according to provisional measurements. For the 
lower elements the line is split up into two or more components. This same line 
has been measured, with a crystal-lattice for elements from 92 (U) to 63 (Eu) by 
Hjalmar (1923) and Lindberg (1931), and with a plane grating for the elements 
51 (Sb) to 39 (Y) by Prins and Taken (1932). 


§7. ABSORPTION SPECTRA IN THE VERY SOFT X-RAY REGION 

The absorption spectra in the very soft X-ray region have only been studied 
in a very few cases. Thibaud (1928) registered by the plane-grating method the 
K absorption discontinuities for 8 (O), 7 (N) and 6 (C) at 23-5, 31*1 and 43*5 A. 
respectively. With these exceptions the only measurements of soft absorption edges 
are those of Holweck (1927) with radiation which was not strictly monochromatic. 
The results of Holweck, though they are very interesting as a preliminary investi¬ 
gation in this field, are for methodological reasons not very accurate. Holweck’s 
measurements include the K absorption limit of the elements 9 (F) to 5 (B) and 
the absorption of the elements 18(A) to 13 (Al). For the last element 

at Lii^ni> he found 68 volts, corresponding to 181 A. 

The concave-grating method as used in these investigations offers a very simple 
and at the same time very accurate means for studying X-ray absorption spectra 
in the soft X-ray region (above 50 A.). Instead of using the continuous X-ray 
spectrum, which in this region is extremely feeble, the optical spark spectra from 
elements giving spectra rich in lines are used. 

As an example of the applicability of this method a spectrogram taken by 
Mr Banner, M.A., is reproduced in figure 9. As source a spark between copper 
electrodes was used. As is seen in the upper part, which was exposed without an 
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absorbing screen, the line density is very high in this region, 150 to 200 A. The 
lower part shows the effect of introducing an aluminium foil 0*5 fi. thick into the 
path of the radiation. This is practically completely cut off at 170-5 A., which 
represents the Lni-absorption limit of Al. This value of the wave-length corresponds 
to vfR — 5-34, which is in the very best agreement with the value vjR = 5-3 
computed from the X-ray emission spectrum of Al. 


Ijjix-absorptton of Al 




Figure 9 Spark spectrum of Cu-Cu, the lower part with Al-foil inserted. Time of 
exp 10 mm. and 50 mm. 


§8. ACKNOWLEDGMENT 

I wish to thank Mr Torsten Magnusson, M.A., for valuable assistance during 
the experimental investigations here reported. 



699 


S3S-4I7 S3i-7iS'i 

STUDIES IN INTERFEROMETRY—II. THE 
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REFLECTION ECHELONS FOR THE VISIBLE 
AND ULTRA-VIOLET REGIONS 

By W. EWART WILLIAMS, M.Sc., Lecturer in Physics, 

King’s College, London 

Received May 25, 1933. Read July 7, 1933 

ABSTRACT, The practical details of the construction and methods of testing reflection 
echelons are considered. The various methods of mounting are compared. A method is 
described whereby the instrument can be used for wave-length measurements. It is 
further shown that the echelon provides an alternative means of standardizing length 
units in terms of a wave-length of light. 


§1. INTRODUCTION 


W HEN Michelson^*> described the echelon principle thirty-five years 
ago, he specifically considered the possibility of using the grating as a 
reflection instrument. The fact that glass transmission echelons can 
only be employed for the visible and near infra-red regions would be a sufficient 
reason for using the reflection type. In recent years another real disadvantage of 
the transmission instruments has become apparent; when a resolving-power of 
the order of 10* is required, as in many hyperfine-structure problems, the trans¬ 
mission echelon becomes so bulky that it is difficult for the optician to mount the 
plates satisfactorily and for the user to maintain the requisite temperature equili¬ 
brium during an exposure. 

Michelson foresaw one of the major difficulties in the construction of a re¬ 
flection instrument, and remarked “Here the difficulty, even supposing the optical 
work to be perfect, would be the joining of the separate plates in such a way as to 
have always the same distance between them.” Dr C. V. Burton attacked the 
problem in an entirely different way. Optically plane metal mirrors were separately 
arranged in echelon formation on a rigid base. Each plate was to be adjusted into 
its proper position relative to the previous one by means of finely controlled screw 
adjustments, the correct separation and parallelism being assured by electrical 
contacts. Dr Burton’s untimely death during the War prevented the completion 
of the task. I was not able to obtain details of his work, and therefore experimented 
with three Fabry-Perot half-silvered plates. These were adjusted by means of 
Brewster interference fringes. I was forced to the conclusion that while it would 
be possible to make the adjustments to the requisite degree of accuracy, I could 
not think of any design of mount which could reasonably be expected to remain in 
permanent adjustment. Without this permanency, the large number of plates 
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would require considerable time to be spent in adjusting, and a record would not 
be trustworthy unless after the exposure the adjustments proved to have been 
correct. It was with great reluctance that this method was abandoned, since it 
would be very much less costly than any other, and the plates, once made, could 
be used again in a different mount to obtain an echelon of different plate-separation. 

It has been long known in the optical industry that when two optically plane 
glass plates are carefully cleaned and freed from dust they will adhere when pressed 
together. This type of optical contact was first referred to by Twyman^*\ and it 
forms the basis of the optical adhesion described by Parker and Dalladay^^), in 
which the contacted plates are lightly clamped and are heated in an electric oven 
to a predetermined temperature. Apart from the heating, the contact is so intimate 
that no light is reflected at the interface when the plates have the same refractive 
index. From the measurements of Johnnot^-^^ on the thickness of the black spot 
in soap films, it follows that the surfaces are separated by an exceedingly small 
fraction of a wave-length. 

All transmission echelons made in this country since 1908 have been contacted 
in this way in order to minimize loss of light by reflection at the interfaces. For 
transmission, the optical criterion is that (/x — i) ^ should be constant for each 
\i plate, so that small variations in the refractive index have to be compensated for 

t by suitable variations in the plate-thickness t. The plate-surfaces are therefore not 

uniformly plane, so that the optical contact cannot extend over the whole interface. 
It is however sufficiently general to ensure that the loss of light by interface re¬ 
flections is small and that the superposed ‘‘Fabry-Perot*’ fringes observed by 
Stansfield^s) and Kent and Taylorare vanishingly weak. 

For a period I considered that the sole reason why transmission echelons could 
not be used as reflection instruments was that these small variations occurred in 
and that if an instrument with plates of constant metrical thickness were to be 
constructed it would give good definition. Very occasionally, in particularly good 
meltings of optical glass, the refractive index is so uniform that practically no 
‘‘touching up** or local polishing of the large plate is necessary. During 1927 a 
glass echelon of this kind became available. It gave particularly good definition as 
a transmission instrument, but when it was used as a reflection instrument the 
results were very poor. Allowance had of course to be made for the fact that the 
resolving-power and the dispersion were about three to four times greater than in 
the case of transmission. 

The explanation of the discrepancy became obvious when the echelon was 
tested with the Twyman-and-Green interferometer as described below. The 
contacting of two plates under pressure causes a slight distortion, which becomes 
more and more pronounced as successive plates are added. The geometrical 
echelon formation that is essential seems to make this curvature effect unavoidable 
since the optical contact has to be obtained by pressure. This curvature has no 
appreciable effect on the performance of the echelon for transmission work, but 
makes it practically useless for reflection work. In general, contacted-glass echelons 
give astigmatic images by reflection. 
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A solution of this difficulty came accidentally from another investigation in 
which a Fabry-Perot etalon was crossed with a spectroheliograph< 7 \ Quartz and 
fused-silica plates were employed instead of glass in order to avoid any distortion 
due to the heating effect of the comparatively strong beam from the collimator of 
the spectroheliograph. As it was found extremely difficult to adjust the parallelism 
of the etalon plates in position on the instrument, I decided to try to contact three 
plane parallel separators cut from the same strip of fused silica. To my surprise 
these contacted easily on either the quartz or the fused-silica plate without any 
pressure being necessary, and the interference rings observed in ffie neighbourhood 
of the distance pieces showed no distortional effect. This type of contact in quartz 
or silica is of a very different nature from that obtained with glass. A glass contact 
can generally be separated by a sharp blow or gentle pulling of the parts. In this 
instance it was only with considerable difficulty that the etalon plates could be 
forced apart; the small separators, measuring 4x4x3 mm., could only be 
removed by soaking the plates in petrol for some days, after which they were easily 
detached. 

It was first thought that this.improved type of optical contact was entirely due 
to a greater degree of planeness of the surfaces to be contacted. When a plane surface 
is being polished the frictional heat makes it convex, and in a great measure the art 
of the optician lies in working his surface to the requisite degree of convexity so 
that it will become plane when the temperature is allowed to become uniform 
throughout the material. This effect is much smaller in quartz and fused silica than 
in glass for two entirely different reasons. In quartz, the thermal conductivity is 
approximately twenty times greater than in optical glass, so that the temperature- 
gradient from the polishing surface is correspondingly reduced; with silica, the 
almost negligible expansion-coefficient makes the larger temperature-gradient of 
little importance. Plane surfaces are much more easily obtained with quartz or 
silica than with glass. 

After repeated trials a pair of glass plates which had an even greater degree of 
planeness than the above-mentioned plates was obtained. Although the glass 
plates could be cleaned with dilute acid more thoroughly than with quartz or 
silica plates, an optical contact could not be obtained in this case without pressure. 
In order to avoid temperature distortion in the handling of the plates asbestos 
gloves were worn. There seems to be some fundamental difference, for which no 
explanation can at present be offered, between the optical contacting of glass on 
one hand and of quartz or silica on the other. 

This distortionless contacting of quartz or silica indicated that if plane parallel 
plates of equal metrical thickness could be constructed, a reflection echelon would 
become a practical possibility. A rough trial made with a few plates showed that 
the successive contacting with silica did not introduce any further practical diffi¬ 
culties. Through the co-operation and enterprise of Prof. Takamine in venturing 
to order an instrument built on these lines from Messrs A. Hilger, it became possible 
to make a full-scale test of the practicability of the method. 
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§2. CONSTRUCTION 

Experience had shown that as far as the avoidance of distortion was concerned, 
either quartz or fused silica could be employed. With glass echelons the practice 
has been to work a single large plate as plane as possible, provided it has a uniform 
retardation (/x — i) ^ over all its parts. This plate is then cut into the smaller pieces 
to form the complete echelon. Single plates of sufficient area cannot be obtained in 
quartz, and as silica in large plates is never perfectly annealed, small distortions 
inevitably occur when a larger plate is cut. In both cases therefore the individual 
plates have to be made singly. 

Provided one could be certain that the refractive index was sufficiently uniform, 
the constancy either of 2(11— i) t or of z/xf, determined respectively by the 
Twyman-and-Green interferometer and the Fizeau interferometer*, would suffice 
to yield the requisite constancy of 2t needed for the reflection echelon. It is well 
known that quartz crystals from different localities have slightly different indices, 
and it could not be safely assumed without further experiment that the index is 
sufficiently uniform over the different parts of a single large crystal. 

One of the principal difficulties in obtaining long-exposure photographs with 
transmission echelons is that of keeping the temperature of the echelon enclosure 
within sufficiently close limits. This difficulty obtains in spite of the fact that the 
positive expansion of the glass is to some extent compensated for by the tem¬ 
perature variation of the index, which is negative both for glass and air. In most 
instances some form of thermostatic control must be employed. Other things 
being equal, the higher the resolving-power of an echelon the closer are the limits 
within which the temperature has to be maintained. It is by now fairly generally 
realized that a prismatic spectrograph will never show the same standard of de¬ 
finition, and consequently of resolving-power, when it is used photographically as 
when it is used visually. This is the case with a spectrograph having a camera lens 
of sufficient focal length to ensure that the grain-size of the photographic plate 
shall not affect the definition. The generally accepted explanation is that the prism 
is subject to minute temperature waves in the material; the resulting small oscil¬ 
lations of the spectral line are recorded as a broadening of the photographic image, 
and this cumulative effect is not detected in visual observation. This reduction of 
resolving power in prismatic spectra arises from the variation of the refractive index 
with temperature, and correspondingly it would occur in a reflection echelon as a 
result of variation of the plate-thickness with temperature. Hence it is obvious that 
material having the lowest possible coefficient of expansion should be used, 
provided it will give the distortionless optical contact that is essential. Invar steel 
apparently will not contact in this way^ so that the plates must be made of fused 
silica. 

The standard of accuracy of workmanship in the reflection instrument is between 
three and four times higher than that in the transmission instrument when used in 

• It will be observed that a determination of the retardations Zfit and 2 — i) t for a plate 

will give both fi and t implicitly. This method has long been in regular use by Messrs Hilger to 
determine quantitatively the local variations in the index of a melt of optical glass. 



Studies in interferometry—II 703 

the same spectral region. The principal field for the use of the reflection form is the 
ultra-violet and possibly in the Schumann region, which is as yet unexplored so 
far as high resolving-power is concerned. A standard at least ten times higher than 
before has to be aimed at; this implies the taxing of the optician’s skill to the 
utmost, and the development of special methods of testing which would show up 
the minute errors that are no longer allowable. It was therefore considered desirable 
that the plates should all have the same area; such a pile would have greater rigidity 
than the usual wedge-shaped pile, and the increased cost of the material would be 
mote than compensated for by the greater ease and convenience in working and 
testing the plates. The minimum plate-thickness should not be less than about 
4 mm.; thinner plates are liable to distortion in working unless the area of each 
plate, at present 43 x 36 mm., be reduced. The maximum plate-thickness is 
primarily governed by the total height of the complete echelon; to ensure the 
necessary rigidity, the cross-sectional area of each plate should be increased if the 
total height of the pile exceeds 25 cm. 



Figure I. 


The plate-thickness of the first instrument was chosen to be slightly greater 
than 7 mm. This would give one of the main components of H„, midway between 
the orders of the other component, so that the separation between these components 
could be measured without any error due to the Oldenburg Schrumpfungs Effekt, 
This important problem still remains to be finally solved by the employment 
of adequate resolving-power together with suitable cooling of the light source 
with liquid hydrogen or helium instead of liquid air. 

The silica plates are first roughly cut and ground to the required size and 
thickness. Originally the long edges were left grey or matt, but as it was found that 
the matt surface caused appreciable scattering, especially in the far ultra-violet, 
the long edges in some of the later instruments were optically polished; as a further 
precaution, in future these edges will be optically worked so diat they make angles 
slightly less than 90"^ with the working face of the echelon plate. After the polishing 
process the inevitable differences in thickness between the various plates were 
determined in the following way. 

Two plates S and C, figure i (a), were placed in optical contact side by side on 
a larger plate A of quartz or silica, the surface of which was known to be plane. 
The composite mirror was then set up aa one arm of a Twyman-and-Green inter- 
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ferometer, in place of J?, figure 2, and the appearance of the field of view was in 
general as shown in figure i (6), where the central fringe for C is displaced approxi¬ 
mately 17 fringes from that of the standard S. A slight downward pressure on the 
arm carrying the unit causes the optical path in that arm to increase, and if in 
consequence the fringes also move downwards the plate C is approximately 0*8 A 
thicker than 5 . A more accurate value can be obtained by substituting mono¬ 
chromatic radiation for the white light of the interferometer. The different plates 
were thus measured in terms of the standard * 5 . Finally, the thinnest plate is chosen 
as the standard and all the other plates were worked down to this thickness by 
repeated polishing and testing. If by accident a particular plate be polished so 
that it is thinner than the new standard, either that plate must not be used, or all 
the other plates must be reworked down to its standard. 

The work of contacting, removal for reworking, and recontacting the plate on 
A is extremely laborious, and attempts were made to reduce the area of contact by 
employing plane strips or rails, indicated by dotted lines in figure i (a)^ instead of 



Figure 2. Twyman and Green interferometer test of reflection echelon. 

a plate. It was found that the thickness of the plates worked by this control steadily 
increased; each optical contact involves a slight wear of the narrow rails, and in 
time the wear becomes large enough to be measurable. Messrs Hilger have de¬ 
veloped a new type of double interferometer which obviates the necessity for 
continual recontacting of the plates*. This arrangement has been described by 
them in detail elsewhere. The writer is at present investigating the possibilities of 
a modified form of this interferometer which should enable a still higher degree of 
accuracy to be attained. This will be described in a subsequent paper in this 
series. 

§3. MOUNTING 

When it is realized that a good optical contact of the type under consideration 
is nearly as strong and rigid as the material itself, one would not expect appreciable 
distortion in a pile of the cross-sectional area employed when the length is of the 
order of 20 cm. Yet if the echelon is supported at its ends with the steps horizontal, 
the sagging of the centre manifests itself in a considerable change of focus of the 
diffractional pattern. In accordance with a suggestion made by Mr Twyman the 
* British Patent Specification, No. 367859 (Twyman and Dowell). 
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pile rests on narrow fibre strips inside an optically worked rectangular box of invar 
steel. In this way each plate receives its share of support, and the strip is so thin 
that no perceptible movement of the echelon in its box can be detected. 

§4. THE TESTING OF REFLECTION ECHELONS 

The performance of a line grating, a Lummer plate, or even a transmission 
echelon can be immediately tested by examining the definition of the patterns 
obtained for spectral lines from selected sources. One knows from long experience 
what standard should be obtained with the green mercury radiation if the work¬ 
manship be sensibly perfect. The resolving-power of a large reflection echelon is, 
however, so high that this direct test is much more a test of the pressure, tem¬ 
perature, and current-density in the mercury lamp than of the instrument. It is 
quite probable that a systematic search would lead to a critical resolving-power 
test, in the same way that the clean resolution of the Fe triplet at A 2749 A. is at the 
present time regarded as a critical test for a large back-reflecting quartz spectro- 
graph (E i). 

A test of this nature, if not satisfactorily passed, yields little information as to 
the nature of the defect and the position of the defective plates, so that a more 
direct method is highly desirable if not essential. The first method adopted is 
shown in figure 2. l"he echelon E was mounted as one mirror arm of a Twyman- 
and-Green interferometer and the green radiation from the mercury source S was 
selected by placing a suitable filter at F, the focal plane of the second objective O2. 
The successive steps (i mm. at a distance of about 100 cm.) were rather difficult 
to see clearly, so that either a magnifying field lens (not shown in the diagram) was 
used, or a special short-focus lens was substituted for the standard 60-cm. objective 
O2 and the echelon was mounted as close to the dividing mirror as possible. The 
reference mirror R was adjusted so that its image in Z) coincided with one of the step 
faces of the echelon. 

When the image R makes a small angle with the echelon step in the horizontal 
plane, the pattern observed in the field of view is that shown diagrammatically in 
figure 3 (a). Since 2t will not in general be an exact integral multiple of the mean 
wave-length of the central part of the green line, the fringes from successive steps 
will not be coincident. 

A wide variation in the clearness or the visibility of the fringes from the different 
steps is immediately apparent. If the image of the reference mirror practically 
coincides with, say, the twelfth step, the fringes here are most distinct, while those 
of the eleventh and thirteenth steps are only slightly less clear. The falling oflF in 
the visibility of the tenth and fourteenth-step fringes is more marked, and after the 
eighth and sixteenth steps the fringes are too ill defined to be seen with certainty. 

By suitably tilting the reference mirror R the now inclined fringes can be made 
to run into each other as shown in figure 3 (6). The resultant composite fringe is 
however, not straight, but has the S formation shown in figure 3 (c). The im¬ 
mediate deduction was that the plates were distorted; that while plates ii, 12 and 
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13 were sufficiently uniform, 8 and 15, and still more 9 and 16, had different values 
of effective plate-thickness. This interpretation was proved to be incorrect by dis¬ 
placing the reference mirror so that its image coincided with the ninth step. While 
the eighth, ninth and tenth-step fringes were now in line, the fringes in the eleventh, 
twelfth and thirteenth steps were curved to the right as in the upper part of the 
J sign, but the fringes in the same three steps were curved in the opposite direction 
when the reference mirror was moved so that its image coincided with the fifteenth 
step. Thus this curvature was independent of the echelon and arose simply because 
of the asymmetry of the intensity-distribution in the green-line source. The red 
radiation from a Michelson cadmium lamp was then tried as a source. This is 
much less bright than the mercury light, and in this type of interferometer, where 
the light from a pinhole has to be spread over the whole field of view, the fringes 
were extremely faint, but as far as one could tell the composite fringes appeared to 
be straight. 



Figure 3. 

It will be realized that a photograph of these composite fringes from a perfect 
interferometer and echelon would suffice to give the visibility and phase curves 
required to determine uniquely the distribution of an asymmetric spectral line*. 
The visibility data could be obtained from microphotometer curves of the fringes 
in the various steps and the phase curve by measuring the deviation of the outer 
fringes of the outer steps from the alignment set by the central-step fringes. As a 
method this is only of academic interest, since the available resolving-power would 
only be that of the echelon itself, which will give objectively all the information that 
would have to be deduced by a Fourier analysis from the above-mentioned data. 

The above experiment has been described in detail since it is almost identical 
in principle with that of a method devised by Rosters for standardizing the metre. 
In his method a |—* -shaped gauge is substituted for the echeloniFin aTwyman-and- 
Green interferometer as in figure 2. The reference mirror image is placed midway, 
so that the arrangement is equivalent to bringing steps 8 and 16 of figure 3 {a) into 
juxtaposition. It will be obvious that the phase displacement of the fringes due to 
any asymmetry of the line source will be doubled and can introduce a systematic 
error far in excess of the possible errors of observation. These phase displace¬ 
ments have long been known and studied by metrologists, but the simple inter¬ 
ferometer, whether of the Michelson or of the Twyman-and-Green type, only 


• Michelson, Studies in Optics, pp. 39, 40. 
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enables the difference between the phase curves of any two sources to be determined. 
It appears to the writer that results obtained by this method cannot be relied upon 
unless also the spectral line employed can be shown to be symmetrical to the re¬ 
quired degree of accuracy. The same criticism will apply to some extent to wave¬ 
length measurements with Fabry-Perot interferometers with lightly silvered or 
platinized surfaces, in which the poor reflecting coefficient of the films is apparently 
compensated by the use of a high order of interference. A fairly close analogy 
would be afforded by the problem of finding the position of a variable binary star 
by means of a telescope. With a small objective aperture the diffractional image 
would appear symmetrical, with the centre of light-intensity of the binary as the 
axis. As the aperture is increased the pattern becomes more and more asymmetric, 
but the true positions of the components cannot be found until they are cleanly 
resolved, since they may differ both in magnitude and in intrinsic brightness. 
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Fiffure 4. Combination of Fabry-Perot and reflecting echelon in 
Twyman-and-Green interferometer. 

The following method, shown in figure 4, was devised to eliminate the possibility 
of spurious results arising from asymmetry of the source; it functions almost 
equally well with a white light source. The silver was removed from all but the 
centre portion of the plane quartz reference mirror /?, and the two halves of a 
spare echelon plate S were contacted to it. A plane parallel quartz plate P was 
lightly silvered and contacted to the silica separators, the silver being carefully 
removed from the parts of P to be contacted to S. The unit then formed an inter¬ 
ferometer similar to that of Benoit, the precursor of the arrangement of Fabry 
and Perot, but in the latter the fringes are observed by transmission instead of by 
reflection, as in the original Benoit method. This unit was mounted in place of the 
movable mirror in the Twyman and Green interferometer, and a compensating 
plate Pf, of the same optical thickness as P was added to the echelon arm as shown. 

The unit was adjusted until the image of the silvered surface R coincided with 
the plane of one of the steps A\ The usual white-light fringes could be seen in that 
step; a similar set in the next step JB' was given by the light which had undergone 
one internal reflection in the mirror unit, while the fringes in C' corresponded to 
two such reflections. If the optical-path difference of the unit (allowing for the 
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effect of phase changes at reflection) is equal to twice the plate-thickness of the 
echelon, the fringes will be in alignment and the appearance of the field of view 
will be that shown in figure 5. The separators were cut from a slightly thinner and 
therefore useless echelon plate. By chance this happened to compensate almost 
exactly for the phase-change at the inner surface of P, so that the fringes from the 
consecutive steps were in line. The fringes rapidly decrease in clearness, so that 
at the fifth step only the central (zero-order) fringe can be seen. This decrease is 
due in this case to the fact that while the amplitude of the wave reflected at the 
various echelon steps is constant, that reflected from the unit decreases rapidly 
with each multiple reflection. Any lateral displacement of the fringe system at 
any one step would show that step to be either too thick or too thin. A variation 
in the separation of the fringes would mean that the plate was not parallel. By 
tilting the movable unit, the fringes could be arranged so that only a single horizontal 
zero-order fringe appeared in each step. Provided the step 
faces are strictly parallel in the horizontal and vertical planes, 
these fringes should be parallel and occupy exactly corre¬ 
sponding positions in each step face. The echelon was tested « 
every five steps in this way, and after the final assembly no j 
detectable displacement or lack of parallelism could be found JJ 
in any of the steps. 'Phis is not merely a test of the metrical ^ 
equality of the plates but of the real optical requirement that 
the surfaces of the consecutive steps have equal separation. Figure 5. 

If the equality and parallelism of the separate plates are 

definitely assured from previous tests with the double interferometer, this becomes 
a test of whether the optical contacting of the plates has been uniformly successful. 

Neither of these tests provides a means of guarding against another possible 
source of error—a uniform variation in the plate-thickness which, while imper¬ 
ceptible in two or three successive steps, might amount to an appreciable fraction 
of a wave-length in a complete echelon of 30 to 40 plates. If the separators of the 
etalon unit were made five times thicker than the echelon plates, white light fringes 
would be visible at the first, fifth, tenth, etc. plates, and this result would prove the 
absence of any uniform variation. Fortunately this was not necessary since the 
primary effect of a uniform variation in the optical-path difference is to cause a 
change of focus of the image. This can become comparatively large before the 
standard of definition is appreciably reduced. This point has been discussed by 
Twyman(*> in connexion with the effects, of clamping pyramidal transmission 
echelons and is further exemplified by KoldCek^^) in an analysis of slightly wedged- 
shaped Lummer plates. Some difficulty due to this effect was at first experienced 
when the echelon was tested in its mount. Instead of coming to a focus at the focal 
plane of a 170 cm. objective, the pattern was focused about 5 mm. beyond; the 
definition appeared as good, however, as when the echelon was tested without its 
mount, in which case the pattern was correctly in focus at the focal plane of the 
lens. An alteration in the design of the mount enabled this error to be reduced to 
a fraction of a millimetre. 
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§5. EFFECT OF IRREGULARITIES IN THE STEP-WIDTH 

For an echelon of step-width s and plate-thickness ty the separation between 
consecutive edges k is (5® + If a and jS are the angles of incidence and dif¬ 
fraction as measured from the normal to the diffracting surfaces, the angles of 
incidence and diffraction measured from the normal to the plane containing the 
edges of the echelon steps are (y + a) and (y + jS). From the simple theory of the 
line grating, the path difference between beams from consecutive steps is: 

k {sin (y + i8) + sin (y + a)} .(i). 

Since sin y = tlk, and cos y = sjky the equation for reinforcement becomes: 

t (cos a 4- cos j 3 ) 4- ^ (sin a 4- sin jS) = wA .(i^i). 

The incident and the diffracted beams invariably make very small angles a 
and /3 with the reflecting step face, so that the expression, without any appreciable 
loss of accuracy can be further simplified into 

2 ^ 4- ^ (a 4- jS) = wA .(2). 

s should be constant as well as /, since a change hs in the step-width will cause 
a variation 8j8 in the angle of the diffractional maximum given by 

_ 8)8 

j (a 4-^)* 

If a spectral line is in single-order position a - — )8, and no loss of definition 
due to any variation of 5, however large, can occur. In double-order position 
(a + j8) = XjzSy since Xjs is the angle between the orders, while for the outer orders, 
if visible in this position, (a 4 - j 3 ) == 3A/25; the tolerances that are allowable in s to 
secure sensibly perfect definition of the central orders must be reduced threefold 
if the same standard is to be maintained for the outer orders. 

That small variations of the step-width do exist can be easily seen by direct 
inspection, and the effect is even more prominent in glass transmission instruments 
where the contacting is more difficult to achieve. The effect was studied in some 
detail with the third and fourth instruments, using a water-cooled quartz mercury 
lamp (Hansen type) as a source. In neither case could any difference be detected 
in the standard of definition of a component when it was changed from single 
to double-order position. On the other hand, the definition of the outer orders 
was invariably inferior to that of the central orders. It would be a great convenience 
in rapid working if these orders could be utilized. The centre of gravity of a some¬ 
what broad line or an unresolved group is spuriously displaced by the instrument 
when the line is in double-order position. This is due to the fact that the amplitude 
curve for a single slit varies rapidly at these positions, while those of the outer 
orders nearly coincide with the positions of the secondary maxima and are not 
perturbed by this effect. Suppose, for example, that the pattern consists of one or 
two weak lines placed approximately midway between the orders of a much stronger 
group. The weak lines could be examined in single-order position, and while the 
double-order image of the strong group may be much over-exposed, the outer 
orders of this group would be at a suitable intensity for measurement. The writer 
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intends to try the experiment of measuring the step-widths of an echelon with a 
travelling microscope or cathetometer and to mount p-J -shaped diaphragms on the 
sides of the steps. These diaphragms can be machined to the requisite dimensions 
a for each individual step, so that all the apertures have both uniform width a, and 

s uniform lateral spacing s. It is only when the gap or obstructing part between any 

two consecutive steps is small compared with the width of a reflecting face that the 
instrument behaves as a true echelon. When a line is in double-order position, the 
angles that the various orders make with the normal to the step face are ± o-^Xfs and 
± i* 5A/^. The maxima for a single slit occur at o and ± v^^XJa. These values will 
also be correct when the light is incident on the grating at a small angle a, provided 
the direction — a is taken as the axis for measurement. 

If the obstruction be chosen so that i'43^ = the outer orders of a line in 
double-order position will coincide with the point of inflection of the amplitude 
curve of a single slit, and a somewhat broad line in this position will not be spuriously 
displaced. 

In an experiment to test the practical importance of this point a high-pressure 
neon tube was used as a source, so that all the lines were somewhat broad. It was 
found that the distances between the inner orders of lines in double-order positions 
were approximately i per cent less than a third of the corresponding distances 
between the outer orders. In a similar test with a sharp satellite of the green Hg 
line no difference could be observed. 

§6. CONSTANT-PRESSURE CHAMBER 

It has long been known that extended exposures with the Fabry-Perot inter¬ 
ferometer, for example, are frequently unsuccessful because of variations in the 
pressure of the atmosphere during the exposure. If an accuracy of o*ooi A. is 
required for a wave-length 5000 A., the variation of the atmospheric pressure during 
an exposure must not be such as to produce a variation of i part in 5 > 10® in the 
refractive index of the air. This corresponds approximately to a pressure-difference 
of 0*5 mm. of mercury, a difference that occurs only too frequently in a long exposure 
over a few hours. Even with an ordinary line grating this effect is a source of trouble 
and Mertonhas devised an ingenious scheme whereby the effects of tem¬ 
perature-variations and pressure-variations can be cancelled during the exposure by 
means of a relay which introduces or removes an auxiliary heating system to 
compensate automatically for them. When still higher accuracy is required, the 
pressure-tolerances are correspondingly reduced; thus Perard(*‘> has recently given 
the mean wave-length of one of the krypton lines to the fifth decimal place in 
Angstrom units. For this to have an absolute physical meaning, the pressure should 
be constant and specified to within 0-005 The permanency associated with 
such optically contacted etalons and reflection echelons would enable these in¬ 
struments to be placed in vacuo and this would also reduce any temperature dis¬ 
turbances. This idea was incorporated in a patent specification^**) filed on June ii, 
1928. 
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In the initial tests of the first instrument an apparent disadvantage of the 
reflection form was encountered. The change from single to double-order position 
for the transmission type can be easily effected by a small tilt of the instrument so 
that the optical retardation of a plate can be increased by half a wave-length 
without alteration of the direction of the transmitted beam. In the reflection 
instrument only half this tilt is required, but the reflected beam is now deviated out 
of the field of view. This point could hardly have been foreseen, since no measure¬ 
ment of the tilt angle is normally made with the transmission instrument. Mr 
Twjrman^ at once proposed, in a letter dated October 26,1928, to vary the pressure 
in order to change the order positions. He stated that this plan was suggested by 
consideration of the vacuum etalon, and he calculated the pressure differences 
required. He pointed out in his letter that since the density of the air would remain 
unaltered, its refractive index would not change and a small variation of temperature 
would be immaterial owing to the smallness of the expansion coefficient of silica. 
The method when tried proved very successful, and with it, extended exposures 
could be relied on to give as good definition for the weaker lines as were given by 
the short exposures for the stronger sources. 

§7. METHODS OF USING REFLECTION ECHELONS 

The obvious way to combine a reflection echelon with the necessary auxiliary 
dispersion system is to use the echelon as the mirror in a back-reflecting, Littrow 
type of spectrograph. Thus, if the reflecting film on the back of the quartz prism 
of the Hilger E i spectrograph be removed the echelon can be mounted behind the 
prism, and such an arrangement would be most compact and economical of light. 
This method was originally contemplated during the construction of the first 
instrument, but during the testing the disadvantages of the arrangement became 
apparent. 

When an autocollimating telescope with a horizontal slit is used to observe the 
diffraction fringes from the echelon, it will be seen that while the fringes are hori¬ 
zontal at the end nearer the slit, towards the edge of the field the fringe curves 
downwards or upwards, according to whether the echelon stair ascends or descends 
away from the objective. If d is the angle which the incident beam makes with the 
normal to the step faces of the echelon in the horizontal plane (i.e. with a line 
parallel to the long edges of the step apertures) equation (2) has to be modified into: 

2 t cos 0 5 (a + / 3 ) = tnX .(3), 

which may be rewritten 

2t (i — + j (a + j8) = m\. 

For any given fringe, since the incidence angle a is constant, 

m-p). 

should be constant. 

^ This detailed explanation is given because D. A. Jackson, Proc, R,S, A. 128 , 508 (1930), has 
described the echelon and pressure chamber without any acknowledgment other than that the 
echelon was made by Hilger’s. The complete patent specification was filed on March 8, 1929 and 
accepted on May 30, 1929. 
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The slope dp/dO of the fringe 
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2 teis .( 4 )- 

This simply means that if the light is incident obliquely on the echelon edges, 
the reduced path difference is compensated for by a larger diffraction angle as 
measured from the normal of the plane containing the edges of the steps. The 
same effect should occur with ordinary line gratings, but much larger skew angles 
would have to be chosen before the effect became apparent. In the echelon the 
ratio tjs is about 7 while in the line grating it is of the order of unity. 

Only in a few cases would it be practical to have the dispersions of the spectro¬ 
graph and the echelon parallel, so that in general the dispersions must be crossed. 
In the usual quartz spectrograph such as the Hilger E i the slit is effectively at the 
side of the plate. If a reflection echelon be used as a mirror behind the prism, the 
light falling on it must make increasing angles in the horizontal plane as the wave¬ 
length decreases. With a horizontal cross slit, the echelon fringes become more and 
more inclined, in accordance with equation (4). It can be easily shown that as the 
slope becomes pronounced the available resolving-power is correspondingly reduced. 

Suppose we consider a point P on the narrow horizontal slit, illuminated by 
monochromatic light, the central diffractional image seen with the echelon steps 
horizontal will be a rectangle ABCD^ figure 6, the angular 
width of in the direction of the dispersion being j} 
zXjNs while in the horizontal direction AB has an angular 
width zA/Zr, where h is the length of the step. Another 
point Q on the slit will have as its image the rectangle 
EFGHy which is displaced upwards through the angle 8/8 
on account of the variation in 8. Other points, between 
P and Q on the slit, will have their rectangular diffraction 
patterns between these rectangles. The resultant fringe 
is therefore contained between All and /)F, and the 
angular width of the fringe in the direction /8 of the dispersion is proportional to DH 
instead of to AC. With a slope the angular width of the fringe is increased 
in the ratio HDjAC, and the resolving-power is reduced in the inverse ratio. It 
will be seen that 

resolving-power when 6 ^ 6 _ AC i . . 

resolving-power when 0 HD ^ i + (zNsjh) ( 9 ) 3 / 08 ) . 

If we assume that we are prepared to accept a 10 per cent reduction of the 
resolving-power, the maximum permissible value of 9 / 8/98 according to equation (5) 
becomes hjiSNs. Substituting this value in equation 4, the maximum value of 8 
should not exceed 6 where 

~ 0 =^hl 36 Nt .( 6 ). 

This being the angle of incidence on the horizontal plane, the beam falling on 
the photographic plate will make an angle twice as great with the incident beam, so 
that the total angular range 8 over which the resolving-power is not reduced by 
more than 10 per cent is hjiSNi. For reflection echelons of plate-thickness 073 cm.. 






if'. 










Figure 6. 
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and height 4*0 cm., this angle only amounts to 40' in a 25-plate echelon and 25' 
with a 40-plate instrument. 

The width of the aperture perpendicular to the axis of the quartz lens of the 
standard E i spectrograph varies from about 8 cm. to 12 cm. according to whether 
the spectrograph is set for the first (visible) position or the fourth position for the 
lowest wave-length region. If the lens had been achromatic so that the plate is 
normal to the axis, only the patterns in the first 2 cm. or 1*3 cm. of the plate nearest 
the slit would have the required standard for a 25-plate or a 40-plate echelon. 
Table 1 gives the approximate lengths of the 25 cm. plates over which the resolving- 
power should be 90 per cent or higher. 

Table i 


Focal length 
of objective 
(cm.) 

Number of 
plates in 
echelon 

Useful length of plate 

First position 
visible (cm.) 

Fourth 

position (cm.) 

170 

25 

6*0 

4*0 

40 

4*3 

2*9 

300 

25 

10*6 

— 

40 

6*5 

1 


The complete range of the E i instrument is usually obtained in four settings; 
with this method of using the reflection echelon at least 20 positions would have to 
be determined with a 25-plate echelon, and correspondingly more for more power¬ 
ful instruments. If a 300-cm. objective be used in place of the 170-cm. lens witli 
a 40-plate echelon, about 50 positions would have to be standardized with reference 
to lens, prism-position and plate-tilt. 

If the spectrograph were redesigned so that the slit lies either above or below 
the axis of the lens, the above ranges would be automatically doubled. In the above 
calculations it has been assumed that the slit is in effect at the exact edge of the 
plate. Since the totally reflecting prism is a few centimetres distant from the slit, 
allowance has to be made for the spread of the beam so that the extreme edge of 
the plate does not correspond to the zero angle of incidence on the echelon, as it 
has been assumed to do for the purposes of the above table. 

A further defect of this arrangement, that has not been fully investigated, arises 
from the fact that the slit is placed to give a parallel beam on the prism for the 
wave-lengths corresponding to the centre of the plate. For wave-lengths at each 
end of the plate, the slit is approximately ±10 cm. beyond the focal plane, and the 
beam incident on the echelon is not parallel. With a 170-cm. objective the planes 
of the images focused by the extreme steps of a 40-plate echelon differ by ± 1-3 mm. 
from that reflected by the central step. This is much more than the experimental 
depth of focus with a 4-cm. aperture so that the light from the outer steps is 
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effectively spread over a larger horizontal strip and these steps do not contribute 
their full quota for interference purposes. The resolving-power is thereby lessened 
in the same way as in the case of the Lummer plate. The main disadvantage of this 
effect is that it is at a maximum at the end of the plate, which, according to the 
above table, is the only part that can be employed to give approximately full 
resolving-power. If by means of an extension tube the slit were moved 7 cm. 
outwards and the lens were suitably displaced, the beam incident on the echelon 
would be sufficiently parallel for that portion of the plate which can be usefully 
employed. 

A further disadvantage of this type of mounting is that it cannot be employed 
for standard wave-length measurements. This, in the writer’s opinion, is probably 
the most important function of the reflection echelon, since for general hyperfine- 
structure work two or three such echelons of different plate-thickness should be 
available, so that the effect of overlapping orders can be avoided. 

For these reasons, this method was abandoned and the principle of projecting 
the echelon pattern on the slit of the spectrograph adopted. This involves con¬ 
siderable loss of light in the extra reflection and refraction surfaces involved, and 
increased difSculties in coupling two separate instruments, but the advantages far 
outweigh the disadvantages. 

Either a lens or a concave mirror can be employed to project a parallel beam on 
the echelon and to bring the diffracted beam into focus on the slit of the spectro¬ 
graph. The mirror method is free from all difficulties of chromatic aberration, and 
although it does not permit as adaptable a mounting as the lens it would be much 
easier to construct; the reflecting-power of platinum in the ultra-violet is only 
about 33 per cent, and since two such reflections have to occur the final image will 
have an intensity of approximately I of that possible when a lens is employed 
instead of a mirror. For that reason alone, in view of the necessity for collecting 
all the light possible, the simpler mirror system was abandoned for the more 
difficult lens method^. 

Figure 7 shows a diagrammatic side view of the arrangement. The light from 
the horizontal slit is totally reflected by the prism P and emerges from the lens L 
as a parallel beam. The light diffracted from the echelon E is in turn focused across 
the vertical slit of the spectrograph, which makes a coarse analysis in the hori¬ 
zontal plane. With a properly constructed echelon the definition is equally good 
over the whole of the plate provided that the lens L is sufficiently achromatic. A 
quartz-fluorspar doublet was originally used but proved insufficiently achromatic, 
and a quadruple lens of quartz-fluorspar-sylvine-quartz has been designed by 
Mr Perry (^4) of Messrs Hilger. In this objective the thickness of each component 
has been chosen with the object of reducing the chromatic aberration, the values 
of which are shown in curve b of figure 8. Curve a is that of the quartz fluorspar 
doublet. It might be remarked here that the construction of such an objective 

• Since this was considered, Hocheim has developed a method of obtaining a high-reflection- 
coefficient ^rror in this region and Rit 8 chl^* 3 > has employed a Hocheim mirror instead of a lens. 
The reflection coefficient falls off very abruptly at 2300 A., long before the limit for quartz is reached. 
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represents a wonderful technical achievement in lens-making. As homogeneous 
fluorspar of the required dimensions is not available, this component has to be 
constructed from a plate made up from four or five pieces, each of which has to be 
carefully cut to shape, and the pieces are cemented together to form a plate before 
being ground and polished to the lenticular form. The cement must be sufficiently 
rigid to prevent even a minute relative movement of the separate parts, while 
it must be.sufficiently elastic to avoid accidental double refraction in the easily 
strained fluorspar. To yield critical definition the lens must be carefully centred, 
and adjustments for this purpose are included in the lens-holder. 

The problem of mounting plates has been solved by using a substantial box of 
invar steel; they are held in position by four thin plates which touch them at the 
edges only, and a small amount of end play is allowed. The ends of the box are 
enlarged to carry two adjustable mirror strips, the purpose of which is explained 



Figure 7. Figure 8. Residual chromatic aberration for 

looo mm. The ordinates give the varia¬ 
tion of the focal length in mm. The ab¬ 
scissa is the corresponding wave number 
X io~*. 

in the next section. These ends also have four set-screws and, the framework being 
standardized, different echelons can be used in the same pressure chamber C. 
The pressure was originally measured by means of a tubular gauge containing a 
globule of mercury, but this tarnished in the course of time and tended to move 
jerkily when the pressure was uniformly varied. A pressure-gauge working on the 
principle of the aneroid barometer with a 360-degree scale corresponding to 
pressures of from o to 50 mm. has been substituted in the more recent instruments. 
An auxiliary pressure or vacuum chamber P, connected by means of a needle valve, 
allows the pressure in the echelon chamber to be varied without the whole having 
to be connected to a pumping system. 

In order that the full advantages of a reflection echelon may be obtained it 
should also be possible to use it so that its dispersion can both assist and oppose 
that of the auxiliary spectrograph. In the absence of another high-resolving-power 
instrument or another echelon of slightly different plate-thickness this forms the 
only available method of deciding whether a satellite lies on the long or short- 
wave-length side of a main line. For this reason the chamber unit is made in a 
cylindrical form and mounted on four rollers so that it can be rotated by means of 
an a<i^‘usting-rod, the pinion of which engages in a cogged wheel that forms part 
of the chamber. Friction brakes at the sides prevent the chamber from rotating 
too easily. The head carrying the slit and the reflecting-prism can be rotated so 
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that the slit can be placed either above or below or at either side of the collimator 
tube, the exact positions being fixed by means of a spring plunger. This has 
proved a great convenience in practical work and it is unfortunate that it cannot be 
applied when a mirror mount is used. 

If a relative movement of the two instruments can occur, owing to vibration, a 
corresponding loss in definition will be experienced. Any attempt to obtain the 
necessary rigidity by mounting the two instruments on piers on a common concrete 
foundation would limit their use according to the nature of the auxiliary apparatus 
needed in connexion with the light source, such as liquid-air or liquid-hydrogen 
cooling. If the base of the auxiliary mount pivots about a point immediately 
below 62, figure 7, the mount can swing in any direction by a considerable 
amount without displacement of the fringes on the slit 52. This method has 
been adopted. A rigid ball-and-socket bracket is clamped to the spectrograph, 
and one end of the base rests on this while the other two points of the support 
are slightly outside the centre of gravity of the whole system. The mounting 
carrying the collimator tube, lens, and echelon chamber consists of a rigid girder 
frame. This in turn rests on the top point of a vertical triangular casting, the base 
of which has two studs which fit into grooves in the base of the mount. The chamber 
end of the girder rests on two projections on a similar vertical casting to which a 
long horizontal arm is attached. The end of this arm is held to the base by a spring 
and screw. When the screw is turned, the girder carrying the optical parts moves 
horizontally either towards or away from the spectrograph. This adjustment, the 
design which is due to Mr Dowell, is necessary if a parallel beam is to fall on the 
echelon. The position of the lens L is then fixed by that of the first slit. The whole 
instrument can be moved by means of this adjustment so that the slit of the 
spectrograph is at the focal plane of the lens L. It has been found a great convenience 
to mount both the instruments on substantial trolleys with clamping bolts which 
are used when the instruments have been wheeled into position. It is experi¬ 
mentally found that long exposures of 10 or 15 hours for weak lines show nearly 
as good definition as the short exposures of 5 or 10 minutes required for the stronger 
lines in the mercury arc. The general appearance of the mounting can be seen 
from Figure A in the plate. Figure B shows a side view of the echelon and pressure 
chambers in position. 

The question of the optimum value of the focal length of the lens is a matter 
of some difficulty. With the 170-cm. focal length the distance between the orders 
is about I mm. in the red, the separation becoming correspondingly smaller as the 
wave-length is decreased. It is highly desirable to use soft gradation plates, not 
only on account of their speed but also for the fact that faint satellites are more 
easily seen on them. Unfortunately such plates have large grain-size, and unless 
the separation of the orders is about 2 mm. this effect will influence the practical 
resolving-power obtained. 

If only the more intense lines are to be examined, a lens with a 3-metre or 
even longer focal length might be employed. The intensity would be approximately 
four times weaker than with the 170-cm. objective, and many lines which can be 
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photographed with the latter would become impossibly weak. The numerical 
aperture ratio of the E i spectrograph is in the neighbourhood of //30, and is 
sufficiently low for most spectra when the high dispersion of the echelon is con¬ 
sidered. It is suggested that when intense lines in the ultra-violet have to be 
examined with the maximum available resolving-power, a concave mounting on 
the lines described by Ritschn* 3 > can be employed. The astigmatism of the mirror 
becomes negligibly small for a large radius of curvature, since the necessary tilt is 
reduced. 

The mounting described above appears to constitute the best compromise when 
light-intensity as well as accuracy has to be considered. 

§8. WAVE-LENGTH DETERMINATIONS BY MEANS OF THE 
REFLECTION ECHELON 

The general method has already been briefly described in a letter to Nature^^^\ 
Two platinized mirrors with adjustable surfaces are mounted, one on either side 
of the echelon stair. Their length is equal to the total width of the echelon steps 
and their breadth is about 5 mffi. They are adjusted so that the pattern on the 
photographic plate, with a wide spectrograph slit and the echelon steps horizontal, 
is as shown diagrammatically in figure 9. Ai and Bi are respectively the (wj — i)th 
and mjth orders for a known wave-length Aj. Cj and Di are images of the primary 
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Figure 9. 


slit Si, figure 7, reflected by the above mentioned mirrors. Correspondingly 
A2, B2 are the orders for another known wave-length Ag, while Cg, Dg are the mirror 
images for this wave-length. Since the various mirror images correspond to 
identical points on the spectrograph slit Sg, the path difference of the light diffracted 
from the echelon to one of these points would be constant. The order of inter¬ 
ference at Cl would be (wj + h), where h is the fractional part represented by the /i 
ratio CiBJBiAi. Similarly, that for Ag is given by the ratio C2B2lB2A2> If aline 
such as Ag is in single-order position the separation of the orders cannot be measured, 
but if the separation for another wave-length Aj is known it can be calculated since 

\ CD 

order separation for Ag = AiBi y x yrj- 

Al L1//1 

and the fractional part /g will be C^A^ divided by this quantity. 

We then have + + ^ A,, 

and the accurate values of fuUJi, Ai, K, K* and the approximate value of m being 
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known, the exact value can be quickly found, and the product is 

determined to an accuracy depending on the accuracy with which the sttodard 
wave-length and its fractional part are known. If the wave-length of a fourth 
line \ is sufficiently known, so that there is no ambiguity in the value of the 
integer , a determination of will enable the wave-length to be obtained to 
a much higher degree of accuracy. Table 2 shows a typical measurement and 
calculation for a number of neon lines with a 25-plate echelon. These were 
made by Mr Rymer at this laboratory. He had had no previous experience in plate 
measurements. 

The echelon chamber was evacuated, so that the vacuum wave-lengths of the 
neon lines had to be calculated from Meggers and Peters’s formula. The vacuum 
wave-lengths of red cadmium has been taken as 6440-2513 A., this being the pro¬ 
visional value recently determined by Sears and Barrell^'^^ 


Table 2. 


Wave-length 
in air 

Wave-length 
in vacuo 

Observed 
fractional part 

6438 Cd 

6440-2513 

0-973 

6717 Ne 

6718*896 

1*374 

6598 Ne 

6600*774 

0*997 

6532 Ne 

6534*686 

1*560 

5975 Ne 

5977-185 

1*165 


From the micrometer determination of the plate-thickness the order of inter¬ 
ference for 6438 A. is approximately 22630. Table 3 shows the various orders and 
fractional parts of the neon lines calculated for various orders of A 6438. 


Table 3. 


Wave-length 

6438 

6717 

6598 

6532 

5975 

Observed 

0*973 

0-374* 

0-997* 

o- 56„* 

0-16j* 


22654-97 

22655-97 

21715*43 

21716*38 

22104*03 

22105*01 

22327-58 

22328-56 

24410*11 

24411*18 


22656*97 

21717-34 

22105*98 

22329*55 

24412*26 


From the agreement of the calculated fractional parts of the middle row with the 
experimentally determined values given above it is evident that this is the correct 
order, so that the effective path difference for this instrument is 1-45910140 cm. 
This is very closely twice the thickness of the echelon plate. 

Wave-length measurements with the reflection echelon in this manner appear 
to have very marked advantages over the corresponding determination with the 
Fabry-Perot interferometer. The primary advantage is that the resolving-power 
as measured by the sharpness of the fringes is independent of the wave-length, while 

* The neon tube employed gave somewhat broad, unsymmetrical fringes due to an incomplete 
resolution of the isotope displacements. The measurements show that the inclusion of the third 
decimal for the fractional part is not justified in this instance and is only given as an indication. 
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the reflecting-power of the metallic films of the Fabry-Perot instrument decreases 
rapidly in the ultra-violet region. A practical advantage is that the determination 
of the fractional part can be made in much less time than the corresponding deter¬ 
mination with the Fabry-Perot instrument; this is of importance when a large 
number of lines have to be measured. No account need be taken of the variation 
with wave-length of the phase-change at reflection, and the instrument remains in 
permanent adjustment. By making the determination in vacuo all the corrections 
for atmospheric temperature, pressure, humidity, and carbon-dioxide content of 
the air are eliminated, and the wave-numbers are obtained directly without recourse 
to any refractive-index tables. 

This method enables the absolute wave-number of any satellite to be deter¬ 
mined with somewhat better accuracy than the difference between its wave- 
number and that of its main line, since the latter may be somewhat broader while 
the reference points for the sharper satellite are the extremely sharp reference 
mirror images and the orders of the standard line. 

A 40-plate echelon now under construction should be able to resolve two lines 
of equal intensity which have a separation of 0*018 cm:^ independently of their 
position in the spectrum. The wave-number difference corresponding to a whole 
order is 0*720 cm:S so that the wave-number of a sharp line should be obtained to 
within 0*001 or 0*002 cm:^. 

It is well known that owing to the character of the intensity-distribution curve 
in echelon spectra, the centres of gravity of the two orders of a somewhat broad 
line are spuriously displaced towards each other, Merton and Barratt^*^) have 
given a method depending on the measurement of the width of the line in single 
and double-order position whereby this displacement can be evaluated. 

The following method will give this quantity more directly. If we write k 

for the . . j. ^ 

mirror image distance 

order distance x wave-length* 

K should be constant for all sharp lines on a given plate. This has been checked by 
measurements of sharp satellites from a water-cooled mercury lamp. A somewhat 
broad line of wave-length \ should have an order-separation k where 

Mjf is the distance between its mirror images, which will be sharp. The actual 
separation between its orders will be less than this amount, and the difference 
between the two values will be twice the amount by which each line is apparently 
displaced. If this correction is made in the reading of the higher-order fringe, 
the fractional part obtained will be independent of the intensity-distribution of 
the echelon. 

If a line is in single-order position no such displacement will occur, and in an 
intermediate position the two displacements should very nearly cancel. This can 
be seen by drawing an envelope curve sin dlcn and setting up ordinates a at 
intervals tt. Thus the provision of means for varying the pressure is almost super¬ 
fluous. The echelon chamber can be kept permanently evacuated so that the 
constant k remains unaltered. 
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The importance of the reflection echelon as an instrument both for standard 
wave-length measurements and for hyperfine-structure work lies in the fact that 
the resolving-power of a Fabry-Perot interferometer is in practice limited by 
reflecting power of the films. While in theory the power can be increased by increasing 
the separation of the plates, in practice this is often not practicable beyond a certain 
point owing to the consequent overlapping of components. There is little doubt 
that with the development of optical technique, reflection echelons of a hundred or 
more plates will become practical possibilities in the not too distant future. The 
patterns then observed will show the true intensity-distribution of the spectral 
line. 

A Fabry-Perot etalon with fairly dense, freshly made silver films should give 
for red light approximately the same resolving-power as a 25-plate echelon having 
the same plate-thickness as the gap of the interferometer. This comparison has 
been made several times, and one is forced to the conclusion that the actual resolving- 
power of the echelon is approximately twice as great. The discrepancy could easily 
arise if the etalon films were not strictly plane and parallel, and therefore special 
care was taken to ensure that no detectable error should occur. The only explanation 
that can be tentatively offered is that the inevitable minute errors in the Fabry- 
Perot instrument are multiplied, so that the multiple reflections occurring after a 
total error of {X has been reached tend to reduce instead of increasing the sharpness 
of the fringes. The reflection echelon plates are individually made, so that the pos¬ 
sibility of additive errors is eliminated. 

§9. DETERMINATION OF THE LENGTH OF LENGTH STANDARDS 
BY MEANS OF THE REFLECTION ECHELON 

Two methods have hitherto been available for the purpose of standardizing 
length units in terms of the wave-length of some standard line: (i) Michelson’s 
method, which has recently been further developed by Rosters who used a 
Twyman and Green interferometer; (2) Benoit’s method, which has been improved 
upon by Sears and Barrell^^^^ 

The source of error most difficult to eliminate is the spurious displacement of 
the fringes that would occur if the standard source were complex and unsym- 
metrical. The possibility of this error was realized by Michelson who showed that 
if a line was perfectly sharp on one side and slightly shaded on the other, the fringes 
in his interferometer would be displaced by as much as o-12 of a fringe-width even 
when the path difference was so small that the clearness or visibility of the fringes 
was not very much impaired. This effect is clearly shown in figure 3 for the case 
of the green mercury radiation. 

Because of multiple reflection, the second method gives a fringe which is a 
much truer picture of the intensity curve of the line itself than is that given by 
the first method, and the spurious displacement owing to any lack of symmetry 
should be much reduced. The comparative coincidence in the final results of the 
two methods on the metre determination would, apart from the possibility of 
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other errors cancelling its effect, apparently indicate that the red cadmium source is 
S3rmmetrical. 

On the other hand Nagaoka<**>, using a special field-free cadmium lamp, reports 
alternations in the visibility of the Fabry-Perot fringes as the separation of the 
plates is increased to 20 cm. Heydenburg^*^), who has studied the Paschen-Back 
effect in hyperfine structure and the polarization of the resonance line, concludes 
that the separation of the odd isotope levels at is 0*0126 cm:^ with the stronger 
even isotopes in between, so that the complex line 6438 A. should be symmetrical. 

The error due to lack of symmetry will also be present in the method suggested 
below, but its magnitude can be shown to vary inversely as the effective number of 
reflections employed. A densely silvered Fabry-Perot interferometer should give 
an effective number of about 25, but since it has to be used in series with stepping- 
up etalons in the normal Benoit method such heavy silvering cannot be employed. 



Apart from any errors due to the multiplying or stepping-up process or errors 
in the determination of the phase-changes involved, there is the possibility of a 
change in the effective retardation of the primary etalon by the time it is being used 
in the stepping-up process. The principal advantage of Benoit’s method, apart 
from the phase-displacement effect discussed above, lies in the very much reduced 
time taken to complete an observation, so that pressure and temperature conditions 
are fairly constant. 

The method suggested below enables the determination of a length to be carried 
out in two operations which can be alternately checked in a few minutes. No 
corrections need be applied for phase-changes, and the limiting factor in accuracy 
seems to depend on the limits within which the temperature of the steel gauge can 
be determined. Finally, the adjustments required are so simple that the deter¬ 
mination can be carried out in vacuo, and the complications of standardization in 
air can thus be avoided. 

A silica reflection echelon of a total length equal to that of the distance to be 
standardized is made. If, for example, a metre gauge is desired, the plate-thickness 
may be 4*0000 cm. so that with a 25-plate instrument the distance between the ends 
will be a metre, within a few wave-lengths. The first plate is uncovered, and an 
extra large plane surface forms the last plate. This is now placed in one arm of a 
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Twyman and Green interferometer as shown in figure lo. For this purpose the 
cross slit S on the collimator C is closed, forming the required point source. The 
light transmitted by the half-silvered mirror J is reflected at M to the gauge G. 
When the surfaces of A and F, as well as B and D, are equidistant from the 
appearance of the field of view when the eye is placed at the focal plane of the 
objective of Twill be as shown in figure ii (A). If the distance between the planes 
A and B is exactly equal to that betw^een the planes of F and D, the straight-line 
fringes of P and JR, which come from B and D of figure lo, will be in alignment 
with the fringes in Q, which are due to F and A of figure lo. Without this equality 
there will be a displacement of the fringes which could be determined most con¬ 
veniently by measuring the tilt of either of two equal parallel plates, one placed in 
each interferometer arm. If desired the echelon gap £, figure 11 (A), of the inter¬ 
ferometer image can be eliminated by adding a suitable reversing prism i?, figure lo. 



A B 


Figure 11. 

The cross slit S is now tilted back and a micrometer eyepiece is added to the 
telescope T so that the appearance is as in figure 11 (B). II is the mirror image of 
the slit reflected from the open surfaces A or B. If the lines F and K are respectively 
the wth and {m -| i)th orders for this wave-length, the exact order of interference at 
normal incidence is (m + FIIjFK), The integer of m is determined as in the 
previous section, so that with a total of N plates (m + /) A = zABjN, Thus (m + /) A 
is the mean retardation due to a plate. 

If the apparatus is enclosed in a double-walled box with suitable windows W 
the whole can be evacuated, and the tilting of the plate for equality of paths for 
E and G can be obtained by suitably geared remote control synchronous motors. 

In this method one is not limited as to the choice of wave-lengths, since the 
resolving-power is not dependent on the reflecting-power. It might also be men¬ 
tioned that the Twyman and Green or echelon fringes are entirely different from 
the fringes that have hitherto been used, and the echelon could be further used for 
the intercomparison of spectral lines throughout the spectrum to a degree of 
accuracy that has not yet been attained. The recent developments in the production 
of field-free sources seem to warrant the highest resolving-power. 
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DISCUSSION 

Mr C. V. Jackson. It is quite possible to use the reflection echelon for the 
determination of relative wave-lengths but it is not nearly so suitable for this 
purpose as the Fabry-Perot etalon, on account of the difficulty of getting sufficiently 
large dispersion. Indeed D. A. Jackson and myself considered the idea four years 
ago and came to the conclusion that the echelon could not be used for wave-length 
determinations of the highest accuracy for this reason. 

When one is measuring the wave-lengths of sharp lines, it is easily possible to 
use an etalon 10 cm. thick, and if a projection lens of focal length i m. is used the 
dispersion is about 150 mm.jA,* at A 5000. (The dispersion of course varies with 
the ring measured, but the above is about the dispersion one gets with the rings 
usually used for wave-length determinations.) 

Now with a 25-plate echelon with plates 7J mm. thick and with a step of i mm., 
the dispersion in the same region is only about 5 mm./A. with a 17-metre objective 
or 8 mm./A. with a 3-metre objective. 

Thus, to get the same dispersion as that obtained with a lo-cm. etalon and a 
I-metre objective, it would be necessary to use a reflection echelon about 4 m. 
long, with an objective of focal length 3 m. It would not be feasible to use a greater 
focal length, as this would make the relative aperture too low. 

* This scale is necessary to obtain the highest accuracy attainable, since an error of 0*003 mm. 
(the minimum distance which can be reliably measured on a photographic plate) would give an error 
of I in 2 X 10* in the wave-length. 
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The determination of the phase correction of etalon plates presents no difficulty 
whatever. Indeed the data for its calculation are immediately at hand in the plates 
one takes, with different interferometer gaps, for measuring the wave-lengths. 

It is quite true that the fringes obtained with an echelon have a smaller instru¬ 
mental width than those obtained with an etalon, but this has no bearing on the 
accuracy obtainable in wave-length determinations, because one can always use an 
interference path sufficiently great to render the instrumental width small in com¬ 
parison with the width of the line itself. 

Although I have come to the conclusion, for the reasons given above, that the 
reflecting echelon is definitely unsuitable for the most accurate wave-length deter¬ 
minations, I do not wish to belittle an instrument for which I have a very great 
admiration. It is hardly overstating the case to say that as a high-resolving-power 
instrument for investigating hyperfine structure, it is far superior to any other 
instrument now known. 

With regard to the silvering of interferometer plates, I think it necessary to 
point out that Dr Sears’s etalon could not have been improved in any way. With 
the long interference path used by Dr Sears the reflecting-powcr of his silver was 
already high enough to give an instrumental width far narrower than the width of 
the Cd red line, or any other line known. The effect of heavier silvering would 
merely be to reduce the intensity of the rings. This is obviously disadvantageous. 

Mr J. E. Sears, Junr. The author’s work on the reflection echelon has provided 
a powerful instrument of a new type which, I feel sure, will lead to interesting 
results. 

It may be of interest to mention that we have only last week completed, at the 
National Physical Laboratory, a full redetermination of the length of the metre 
in terms of the cadmium red radiation, both in air free from CO2 and in vacuo. The 
resulting wave-length in vacuo for Ar is 0*64402502 /x., with a probable error so 
far as concerns the optical side of the measurements of less than 2 parts in 10®. 
I mention this because the result is appreciably different from the figure quoted by 
Mr Williams, namely, 0*64402513/x., taken from our preliminary measurements. 
The discrepancy is accounted for almost entirely by the fact that in the interval 
between the preliminary and final measurements the British national copy of the 
metre. No. 16, was re-verified at Sevres, and its assigned value was reduced by 
0*19 parts in 10®. 

The author mentions in his paper the possibility that the red line of cadmium 
has some fine structure, and I believe he has obtained definite evidence of this with 
the aid of his reflection echelon; I hope he will give us more information as to this 
as soon as he is in a position to do so. In the meantime, however, it may allay some 
doubts to record that in view of this possibility we carried out our work on the 
measurement of the metre starting with two independent basic etalons of length 
approximately m. and ^ m. respectively, and found no measurable difference 
between the results. 

The author mentions that owing to the necessity of using Brewster fringes for 
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stepping up in the Benoit-Fabry-Perot procedure the plates of the primary etalon 
must be silvered fairly lightly, and he suggests that they will therefore not give as 
many as 25 reflections. Actually the plates used by us, which now appear somewhat 
tarnished after two months* continuous use, still give 18 visible reflections of a light- 
source such as the filament of an incandescent lamp. When new they probably gave 
between 20 and 25 reflections. 

I am particularly interested in the author’s suggestion that a reflection echelon 
should be used as a standard of length. It is a most attractive idea and has 
evident advantages, though it would be somewhat costly. From the metrological 
standpoint, however, there is one disadvantage that should be mentioned, namely 
that the gauge bar with a heel, with its two measuring surfaces facing the same way 
and not on the same axis, is obviously inconvenient. Some means might, however, 
be found to overcome this objection. 

Author’s reply. In reply to Mr C. V. Jackson: I had understood that Mr D. A. 
Jackson had tried to use the reflection echelon as a means of measuring wave-lengths. 
The real reason of the apparent failure of the method is to be found not in any lack 
of dispersion but in the fact that with the Littrow type of mounting which he has 
adopted, the simple equation (2) does not apply and the more complicated equation 
(3) §7 taken. This would necessitate measurements being made in two 

coordinates. 

If spectral lines were simple and symmetrical a Michelson interferometer would 
suffice for the most accurate wave-length measurements, since the path-difference 
could be increased as required. Unfortunately very few if any such homogeneous 
lines exist, and it would only be in very rare instances that a Fabry-Perot etalon 
with a gap of 10 cm. could be used. This is shown from Mr C. V. Jackson’s own 
work* on the wave-lengths of the Krypton lines which have been considered by 
various foreign metrologists to be extremely sharp. The largest gap he used was 
3 cm., although a gap of 10 cm. was attainable with the instrument. In spite of its 
lower dispersion a 35-plate echelon of plate-thickness 7-3 mm. clearly shows fine 
structure in lines that the much-larger-gap etalon apparently fails to resolve. 
Surely if the dispersion suffices to show the components clearly separated it can 
be used with correspondingly increased accuracy to measure their individual wave¬ 
lengths. It is not the linear dispersion of an instrument that finally sets the limit 
to the accuracy of the wave-length measurement, but its resolving-power, provided 
this has not been attained at the expense of overlapping orders. All that is needed 
as regards dispersion is that it should be sufficient to eliminate any effects due to 
the grain of the plate. Many spectral lines (especially when emitted from a Paschen- 
Schuler hollow-cathode discharge) are so intense that a suitable achromatic lens 
could be placed in front of $2, figure 7, to give a five-fold magnification of the 
pattern on the slit of the spectrograph. Although the dispersion would then be 
increased, the lines themselves would be correspondingly wider and the real gain 
in accuracy would be small. 


• Proc. JR. S. 138 , 147 (1932)- 
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With the etalon method one has to measure the diameters of comparatively large 
rings of diameter about 1*5 cm., and the slightest shrinkage of the photographic 
film will appreciably alter the apparent order at the centre. In the new method, 
the sharp reference line need only be a fraction of an order away from the interference 
frinc^c, so that the shrinkage effect would be negligible. The measurements carried 
out so far with reflection echelons of thickness 7 mm. indicate that if correspondingly 
sharp lines are obtained with a 25-plate instrument of plate-thickness 4 cm. (the 
construction of which is a practical possibility) an accuracy of i part in 10* would 
be attainable at a wave-length of 6000 A. 

I am much obliged to Mr Sears for his kind interest and am indebted to him 
for a wave-length standard with which to make intercomparisons. He mentions that 
his etalons gave about 25 multiple reflections. If we assume that the weakest image 
has an intensity o*oi or 0 001 of the first, the approximate reflection coefficient of 
the films can be obtained, since = o*oi or o-ooi as the case may be. The cal¬ 
culated values of the coefficients are 0*759 0*832 respectively. An inspection of 

Hansen’s curve A given on p. 99 of my little booklet* shows that the corresponding 
effective numbers of reflections are approximately ii and 16. That is to say, the 
etalon should be equivalent to an ii- or 16-plate reflection echelon of the same 
thickness. The real advantage of the reflection echelon is this: above a certain point 
high revolving-power with the Fabry-Perot interferometer can only be obtained 
by increasing the plate-separation, which increases the probability of overlapping 
of orders of satellites. In the reflection echelon high resolving-power is attained 
by simply adding extra plates. 


• Applications of Interferometry (Methuen). 
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ABSTRACT, A condenser transmitter and continuously recording cathode-ray tube 
have been used to obtain the wave-form of the sound from a metal airscrew operating 
at zero rate of advance. Fourier analysis has been applied to records taken at various 
distances up to 300 ft. from the airscrew and the rate of decay of intensity has been deter¬ 
mined for the first three harmonics. At distances greater than 100 ft. the inverse-square 
law of distance has been found to hold, but at nearer points the rate of decay is not constant 
and varies in a complicated manner. The average rate of decay is less than that given by the 
inverse-square law, a result not in concordance with recent determinations by Obata, 
Yosida and Morita. An explanation of this difference is given. 


I. INTRODUCTION 

AN interesting property of the sound generated by a complex source, such as 
a revolving airscrew, is the rate of decay of intensity of the low-frequency 
JL jL components at distances which are not great compared with the dimensions 
of the source or with the various wave-lengths. If the sound from the airscrew can 
be isolated from the sound emanating from the power plant, a convenient method of 
obtaining this information is to apply Fourier analysis to wave-form records of 
pressure-amplitude. The results so derived may be of value for the purpose of 
testing proposed theories concerning the airscrew as a source of sound. The wave¬ 
forms themselves are of considerable interest, inasmuch as they provide material for 
comparing the physical magnitudes of the high-pitched sounds, which are so 
noticeable in the neighbourhood of an airscrew, with those of the low-pitched sounds 
which, on occasion, are felt rather than heard. Furthermore, Eisner, Rehm and 
Schuchmann<** have pointed out that the search-tone methods of frequency- 
analysis sometimes employed in the analysis of aeroplane noise give inaccurate 
results for components having frequencies of less than 100and that more detailed 
knowledge of the intensity of these components is required, especially close to the 
aeroplane. It is hoped that the results given in this paper may assist in the collection 
of this information so far as the airscrew sound is concerned. 
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2 . EQUIPMENT AND SCOPE OF EXPERIMENT 

The airscrew used was of the Leitner-Watts type with hollow steel blades; it had 
a diameter of 11*5 ft. and a pitch setting of — 5 degrees against the centre scale. The 
power plant was a Napier-Lion engine installed in a tethered wingless fuselage 
(D.H. 9A type), which was adjusted in height so that the plane of rotation of the 
airscrew was vertical, the tips of the blades clearing the ground by 2 ft. As in pre¬ 
vious experiments conducted by the authorthis equipment was set up remote 
from buildings, in order to avoid errors due to the reflection of sound therefrom. 
The sound from the engine exhaust was eflFectively silenced by attaching to the 
cylinder stub pipes lagged manifolds terminating in a silencing pit. 

The sound from the airscrew was received by a calibrated condenser transmitter 
(G.E.C. pattern) placed with the diaphragm almost flush with the ground. In this 
way, the interference effect of the waves reflected once from the ground between 
the airscrew and the transmitter was minimized. The sound-currents were am¬ 
plified once and passed over a low impedance line to the laboratory, where, after 
further controlled amplification, they actuated a Von Ardenne cathode-ray-tube, the 
wave-form being recorded on a strip of sensitized paper moving at uniform speed. 

Observations were made in the plane of rotation at the following horizontal 
distances (in feet) from the airscrew boss: 300, 100, 50, 40, 30, 20 and 10. The 
plane of rotation was chosen because earlier experiments had shown the sound-output 
to be particularly steady in this direction. To record the wave-form, the engine was 
first allowed to attain a speed of 1700 ± 10 r.p.m. A calibrated step-by-step 
amplification-control was then set so that the maximum excursion of the cathode-ray 
spot was such that the photographic record would have an amplitude adequate for 
purposes of analysis and inspection. The duration of each recording period was a 
few seconds. 


3. RESULTS 

Figure i comprises reproductions of typical wave-form records. By inspection, 
successive waves on any given record are sufficiently alike for Fourier analysis to be 
applied with accuracy in the computation of the lower-order harmonics. This 
repetition of wave form has an important bearing on the effectiveness of the exhaust- 
silencing. The fundamental frequency in the sound from the airscrew is clearly 
37*3 engine speed of 1700 r.p.m. The Lion engine has a reduction gear of 

I to 0-659, so that the fundamental frequency of the exhaust sound is 56-7 With 
few exceptions the frequencies comprising the two trains of harmonics are, in effect, 
incommensurable, and hence repetition of wave-form could not occur if the exhaust 
sound were present in any appreciable quantity. The period of repetition of the 
waves is the period of the fundamental blade-frequency. The method of silencing 
can therefore be regarded as adequate. Inspection also shows the maximum ampli¬ 
tude of any wave-trace to be very steady, and not only was this steadiness evident 
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Aroughout the length of each record, but the amplitude of the cathode-ray spot- 
displacement was remarkably constant over long periods when the engine had 
attained constant speed. This may be characteristic of metal airscrews, for both 
two-bladed and four-bladed wooden airscrews, when driven by the same engine 
under similar weather conditions, produced amplitudes and wave-forms of very 
appreciably less constant nature. 



At 300 ft. 


At 50 5 ft 



At 21 4 ft 



At 12 6 ft 


Figure I. Specimen oscillograms of airscrew sound. 

Figure 2 incorporates the results of Fourier analysis after correction for the 
overall frequency characteristic of the recording apparatus. This characteristic was 
sensibly flat from 55 upwards, the presence of two hne transformers accounting 
for some attenuation at lower frequencies. For the purpose of analysis, the ordinates 
of six successive waves were measured on each record. These were averaged to give a 
mean wave-form which was then analysed. In this way, small variations in wave¬ 
form were smoothed and the effect of any residual frequencies, not exact multiples 
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of the fundamental blade frequency, was minimized by interference. The two sete^ 
results given in the figure were obtained on different days and correspond to engine- 
speeds of 1700 r.p.m. and 1750 r.p.m. The values of the pressure-amplitude also are 
tabulated. 



Logarithm of distance from airscrew boss {ft.) 


Figure 2. Experimental relationship between pressure-amplitude and distance from the centre 
of the airscrew. Laws of intensity: AX inverse-square, AY inverse-cube, AZ inverse- 

fourth-power. Harmonics: I first, II second, III third. Engine-speeds: 1750 r.p.m.-, 

1700 r.p.m. 


Table i. 


Engine- 

Speed 

(r.p.m.) 

Fre¬ 

quency 

37*3 

74*6 

iii*9 

Pressure-amplitude (dyne/cm.®) in progressive wave 
at the following distances from the boss (ft.) 

300 

100 

So -5 

(50) 

40-6 

(40) 

309 

(30) 

21-4 

(20) 

12'6 

(10) 

1700 

4*3 

1*4 

0*6 

11-2 

1-6 

13*3 

7.7 

3*9 

15*4 

7-1 

4*7 

20-6 

II-6 

6-8 

34-6 

19-7 

2-8 

68-4 

24*8 

15-8 

1750 

388 

77-6 

116-4 

4*7 

1-8 

0-8 

14-9 

5*3 

31 

17*6 

8-6 

5*3 

22*4 

II -7 

60 

27-8 

180 

8-3 

460 

28-2 

II-I 

8i-6 

34*4 

16-0 


The figures in brackets are horizontal distances from the airscrew boss. 


The two sets of results are in agreement so far as the general form of the un¬ 
smoothed curves is concerned. No significance is attached to the departure of the 
two plotted points .P and Q from the general trend of results, such occasional dis¬ 
crepancies being inseparable from experiments carried out in the open air. At 
distances greater than loo ft. the intensity falls off according to the inverse-square 
law of distance, as might be expected, since distances of this order are large com¬ 
pared wiA the dimensions of the source and with the wave-length. The greater rate 
of decay indicated for the third harmonic (at 17S® r-P-ni.) is probably erroneous and 
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a slight over-estimation of the pressure-amplitude at 100 ft., the logarithmic 
soait causing a relatively large change in the position of the plotted point. At nearer 
(fiitences are found various rates of decay for which no reason can be advanced at 
present. Thus, the fundamental component (first harmonic) has an abnormally slow 
nte of decay between 50 ft. and 100 ft., but at lesser distances both the inverse- 
square and inverse-cube laws of distance are followed. It should be noted that the 
abscissae in figure 2 are the distances of the microphone from the airscrew boss. 

Had the horizontal distances from the boss been plotted, the inverse-square law 
alone would have applied approximately between 10 ft. and 50 ft., as may be seen 
by reference to the pressure-amplitude values given in the table. According to both 
sets of results the second harmonic follows the inverse-cube law between 21*4 ft. 
and about 40 ft., but very close to the airscrew it decays at a lesser rate than the 
inverse-square. Further, a comparison of the results obtained at 300 ft. with those 
obtained at the nearest microphone-position show that the average rate of decay 
of intensity is less than that corresponding to the inverse-square law of distance, 
whether the distance is measured from the airscrew boss or from a point on the 
ground vertically beneath the boss. - 

These observations are apparently at variance with those recently put forward by 
Obata, Yosida and Morita^^^ Experiments in which an audiometer was used showed 
that the loudness of the sound from an airscrew varies inversely as the distance, 
within the limits of experimental error, and it was stated that this corresponds to a 
rate of decay of intensity much in excess of the inverse-square law of distance. In 
an obvious notation, this result may be put in the form 

dJ = ~ m (<4 ~ dby niy di 

where m is in decibels per unit distance. 

Assuming that the loudness of a complex sound may be converted into terms of 
physical intensity by the expression known to hold for pure tones, then if / oc hrt 

it follows that 

10 log ^2 — log 

For distances between 30 and 100 metres m = 0*224, giving^ “ 3, in correspondence 
with the inverse-cube law. Apart however from the above assumption, which is 
open to serious dispute, it must be remembejred that a doubling and a halving of the 
physical intensity both produce a change in loudness of only 3^6 and that errors 
of this order are common in audiometer determinations, especially those made in the 
open. It does not seem possible, therefore, that adequate deductions concerning 
the rate of decay of intensity can be made from observations of a physiological 
character: 

The specimen records shown in figure i indicate that no very marked change in 
wave-form occurs as the airscrew is approached. At first sight the wave-form at 
300 ft. appears different from the others, but actually it is merely a reversed and 
inverted version, due to an inadvertent crossing of the leads between the line 
transformers. The wave-form at 300 ft. is smooth, but superimposed wavelets of 
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comparatively high frequency become increasingly noticeable as the distaim is 
diminished. Even at the nearest point to the airscrew, the average pressure-amplitiwte 
of these disturbances is only about 4 per cent of the maximum, an interesting fact in 
view of the impression made on the ear at such a close range. 
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DISCUSSION 

Mr J. Guild. In order to appreciate the physical significance of the author’s 
results it would be necessary to have information which, while it may be quite 
well known to aeronautical experts, is not given in the paper. One point of import¬ 
ance is: how is the sound produced? Are we here concerned with a pure siren 
action due to the alternate arrest and release of portions of the air flowing through 
the plane of the screw (that is, can we regard the screw itself as a perfectly rigid 
body with no movement other than that of rotation ?), or does the sound arise mainly 
or in any appreciable proportion from pulsations set up in the blades, which then 
act as vibrating bars? If the latter cause is responsible, what are the modes of 
vibration? Without an answer to these questions we cannot get at the phase and 
intensity relations which determine the form of the wave-front in the immediate 
neighbourhood of the source. 

It is also necessary that we should know the distribution of air-velocity along 
the path followed by the waves; but no mention of air-velocities, which must be 
considerable in the vicinity of an aeroplane propeller, occurs in the paper. 

The inclusion in technical papers of the information necessary to enable the 
results to be related to the physical conditions of the problem, though it would 
not add to the technical value of the results, would greatly increase their scientific 
value as additions to the general body of knowledge. 
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Dr A, B. Wood enquired whether the author found any interference between 
aoiliidirieidb^ the detector directly and by reflection from the ground. In con- 
nexioa with { i he pointed out that the intensity of a sound depends on pitch as 
wdD is amplitude. 

Author’s reply. In reply to Mr Guild: (i) The low-frequency sound here con¬ 
sidered arises from the periodic impact of the airscrew blades upon the air in the 
path of rotation*. (2) Although elastic vibrations of the blades are presentf, they 
constitute only a minor source of sound. (3) Variations in air-velocity may be 
disregarded, since the measurements were made in the plane of rotation, outside 
the slipstream (see § 2). (4) Existing knowledge of the sound generated by air- 
sorews was discussed in a previous paper by the author J and a list of references was 
then given. 

In reply to Dr A. B. Wood: (i) As was stated in § 2, the diaphragm of the micro¬ 
phone was almost flush with the ground. The recorded wave-form was therefore 
that of the directly received sound alone. (2) The intensity is given by / -= p^jr 
where p is the r.m.s. value of the pressure-variation and r the radiation resistance 
of the medium. The quantity measured in the experiments was/>, hence pitch does 
not enter into the calculations. 

• E. J. Lynam and H. A. Webb, Aero, Research Committee R, and iVf., No, 624 (1919); M.|D. 
Hart, Aero. Research Committee R. and JVf., No. 1310 (1930). 

t A. Page, Proc. R. S. A., 107 , 456-68 (1925). 

% C. F. B. Kemp, Proc, Phys. Soc, 44 , 151-65 (1932). 
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PRESSURE EFFECTS IN THE SPECTRA Xei AND Xeii 
By J. F. heard, Ph.D., 1851 Exhibition Scholar, 

Imperial College, London 

Communicated by Prof, A, Fowler^ F,R,S,^ May 30, 1933* 

Read July 7, 1933. 

ABSTRACT, The first and second spectra of xenon have been examined for pressure 
effects. At high pressure, lines of the Xe i spectrum show broadenings which correspond 
qualitatively to their respective Stark effects. This points to the existence of strong inter¬ 
ionic electric fields within the discharge. Many pressure displacements in the Xe II 
spectrum are also found, and it is suggested that these too have their origin in interionic 
fields. 

§ I. INTRODUCTION 

N umerous investigations of the broadening and displacement of spectral 
lines when excited under conditions of high current-densities and high 
vapour-pressures have been made. In the main these investigations have 
supported the view that such broadenings and displacements are, to some extent 
at least, a result of interionic electric fields. In arc spectra it has often been possible 
to correlate qualitatively the broadening and displacement with the known Stark 
effects. Thus, for example, Merton and Nicholson* have shown that the sym¬ 
metrical broadening of the Balmer lines in a condensed discharge is that to be 
expected as a result of inhomogeneous electric fields; and Mertonf and TakamineJ 
have demonstrated a corresponding effect for helium lines excited by a condensed 
discharge or in gas at high pressure. So-called pressure shifts are also known in the 
second spectra of many elements. Pretty § has made systematic investigations of 
these shifts in the spectra of ionized nitrogen, oxygen, neon and argon, and found 
reasons to believe that they arose from electric fields, although actual Stark effect 
data were not available for comparison. 

In the xenon arc spectrum Humphreys || reported that he was unable to dis¬ 
cover any shift of the lines with varying pressure of the gas, but that under con¬ 
densed discharge conditions he observed some asymmetric broadenings toward the 
red. I’hese he attributed to the effect of electric fields. Because Stark displace¬ 
ments are now known^ to be unusually large and abundant in the xenon arc spec¬ 
trum, it was of interest to the writer to investigate the effects of pressures higher than 

* Phil. Trans, 216 A, 459 (1917). 
t Proc. R.S. A. 96 , 30 (1918). 

t Set, Papers of Inst, of Phys, and Chem, Research (Tokio), No. 69, 55 (1926). 

§ Proc. Phys, Soc. 41 , 442 (1929); 43 , 279 (1931). 

1 ! Bureau of Standards J, of Research ^ 6, 1041 (1931). 

^ H. W. Harkness and J. F. Heard, Proc. R. S. A, 139 , 416 (1933). 
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thurn veed by Humfdireys. The results show that broadened lines are emitted by 
an uneofidensed dia^arge in the gas at pressures of several centimetres of mercury 
and that these broadenings are to be attributed to the effect of interionic electric 
fields. The preasure effects in the first spark spectrum were also investigated and 
nmneroua shifts are reported and discussed. 

§2. EXPERIMENTAL 

The sources of light were pyrex discharge tubes of the Geissler type which 
could be viewed end on. They were fitted with aluminium and magnesium elec¬ 
trodes, the magnesium serving to clean up impurities. Into one such discharge tube 
xenon was admitted to a pressure of about 4 mm. and into another to a pressure of 
about 4 cm., the latter pressure having been found to be the most suitable for a 
high-pressure source. 

A i2-in. induction coil and a 40-kV. transformer were used as means of ex¬ 
citation. When a condensed discharge was required a o-oy-fiF. condenser and a 
2 nun. spark gap were included in the circuit. 

The light was examined by means of a Hilger Ei quartz spectrograph and a 
lo-ft. concave diffraction grating in an Eagle mounting. 

§3. BROADENED LINES IN THE Xe i SPECTRUM 

The spectrum of the condensed discharge in the low-pressure source showed 
the asymmetric broadenings mentioned by Humphreys*. It was discovered, more¬ 
over, that similar broadened lines could be produced by an uncondensed discharge 
in the 4-cm. source. In this case the transformer was used. The potential drop 
across the tube was about 15,000 V. and the current was about 25 mA. Under 
such conditions the discharge was disruptive and, in addition to the Xe i spectrum, 
the Xe It spectrum was excited though not strongly. 

To say that the lines were broadened is, perhaps, less accurate than to say that 
certain lines were accompanied by wings on one side or both sides. A comparison 
of these with the known Stark displacements of the lines has shown conclusively 
that the wings arise from heterogeneous fields within the discharge. Thus, lines 
such as A 649871, A 5894-99, A 5875-02, which have Stark displacements toward 
the blue only, have wings on the blue side but are perfectly sharp on the red side; 
lines such as A 6198-25 and A 6179-66, which have Stark displacements toward the 
red only, are diffuse on the red and sharp on the blue side; while lines which have 
Stark displacements on both sides show a distribution of intensity corresponding to 
the displacements and intensities of the Stark components. A 6318-08 (2pQ-6d\) 
is an example of the latter type. The correspondence between its pressure broaden¬ 
ing and its Stark effect is demonstrated in (c), (&) and (c) of the accompanying 
plate. A calculation indicates that some of the transitions responsible for the wings 
of this line must have taken place in the presence of electric fields certainly greater 

• Loc.du 
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than 100,000 V,/cm. Since the terminal potential of the tube was only 15,000 V., aq 4 
since none of the observed light came from the neighbourhood of the electrodos, it 
must be assumed that the electric fields were of an interionic nature. 

Note, The following observation, although divorced from the present subject 
of discussion, is probably worth reporting here. When the high-pressure xenon 
discharge tube was excited by a weak discharge the greater part of the visible light 
consisted of the Swan band system of Cg. The appearance of these bands was very 
similar to theappearance of the Swan bands excited by Johnson^, using high-pressure 
argon. The mechanism is, no doubt, of a similar nature, for in the present case the 
discharge tubes contained traces of carbon and hydrogen as in Johnson’s experi¬ 
ments. 


§4. BROADENED AND DISPLACED LINES IN THE Xe ii SPECTRUM 

The first spark spectrum of xenon as excited by a condensed discharge in the 
tube at 4 cm. has been compared with that excited in a similar way in the low- 
pressure tube. A 0‘07 -/xF. condenser was shunted across an induction coil and a 
2-mm. spark gap was placed in series with the tube. The spectral region investigated 
was that between A 3500 and A 7000. 

All the Xe ii lines excited in the high-pressure source are quite diffuse, and 
associated with the spectrum is a continuous background which makes it impossible 
to observe lines having less than a certain intensity. Of the lines observed many 
show displacements of their centres of gravity. Most of the displacements, in¬ 
cluding all the larger ones, are toward the red. The breadth of a line increases with 
the magnitude of its displacement, and consequently it is difficult to measure the 
displacements with precision; but an attempt has been made to estimate as well as 
possible the displacements of the centres of gravity. In the plate there is repro¬ 
duced a portion of the spectrum showing some typical displacements of Xe li 
lines. 

A partial analysis of the Xe ii spectrum has been published by Humphreys, 
de Bruin and Meggersf. Many of their identified lines have been observed in the 
high-pressure spectrum. Table i lists these with the classification of the above 
authors and with the shifts observed in the present investigation. 

From the observations in table i it has been possible to assign displacements 
to the energy levels involved in the various transitions. In general, each level is 
involved in several of the observed lines. The agreement is, naturally, not perfect, 
but it is within about 0*2 cm:^. For this reason the small displacements have been 
recorded only as multiples of 0*3 cm:’. 

The displacements of the lines reveal not the absolute displacements of the 
levels involved but merely their relative displacements. In recording the dis¬ 
placements in table 2, the writer has chosen that arrangement which assigns zero 
displacement to the greatest number of levels. 


* Phil, Trans, 226 , 157 (1927). 
t Bureau of Standards J, of Research^ 6, 287 (1931). 
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liable I. Identified lines in the Xe ii spectrum with their pressure displacements 




Dis- 



Dis- 

Wave¬ 

length* 

Clasaihcation 

place¬ 

ment 

Wave¬ 

length* 

Classification 

place¬ 

ment 



(cmT^) 


(cm:^) 

679034 

(6*) *D„-<6p)2d;, 

- 0*5 

5368*07 

(sd) Xij-<6^,)‘-«P« 

0 

6788-60 

(6i) ®D8t-(6i))*Di', 

- 0-6 

5313-89 

( 6 p)*D§i-( 7 *) *P2j 

- S-2 

6694-35 

(6*)‘P* -(6/.)^S?, 

- 0-4 

5309*28 

(6*) 2Pij-(6/.)>*D;, 

0 

6598*80 

(6*) *Dij-^6/.)*Dll, 

- 0-6 

5292*22 

( 6 s )% i -( 6 p )%^ 

^ 0-4 

6597-24 

(6,) *D84-(6/.)2d!15 

- 0-6 

5260*44 

(Sd) Xij-(6p)Mi 

(sd) Xj^-(6p)'^S» 

0 

6343-97 

( 5 <i)*D,i-( 6 />)^S«, 

0 

5191-38 

0 

6277-54 

(5d)*D„-(6p)^P§j 

0 

5122-44 

( 6 p )* P ^ -( 7 s)*Pn 

- 6*2 

6097-60 

( 5 </)‘D 8 t-( 6 p)^Sy, 

- 0-6 

5080*66 

( 6 p )* P ' li -( 7 s ) 

- 5*1 

6093-53 

( 6 i.)*D?j-( 7 ») ♦Pn 

large (-) 

4988*78 

( 6 s ) % -(6/»)2p?j 

- 1*2 

6051*18 

f 5 d)*D 3 i-( 6 /))*P§j 

0-9 

4919*68 

(Sd) Xn-(6p)‘‘P^^^ 

0 

6036-20 

( 5 ‘ 0 *D 2 ,-( 6 />)^P§j 

- 0*5 

4890*10 

(6s) %i-(6p)*P?i 

0 

5976-47 

( 6 s ) * Pn -< 6 p )^ S ^^ 

i 0-5 

4862-50 

( 6 p)*Pl-( 7 s) 

- 5*8 

5945 54 

( 6 s ) % -(6/.)‘P» 

(6*) *Pi,-(6/.)«P«j 

0-3 

482338 

( 6 p )* S %-( 7 s ) 

(sd)*Dj^-(6p)*Di^ 

- 5*7 

5917-45 

0 

4818*04 

- 0-7 

5776-40 

(Sd) X ^ -(6/.)*D‘,’, 

0 

4779-18 

( sp ^)% - i 6 p )* S^n 

~ 0-7 

5751-05 

(6*)*Pi -(6/,)2d;j 

- 1-3 

4674-55 

(5d)*D2i-(6p)*Ty'li 

- 0*5 

5719-62 

(5d)*D,^-(6p)*P»i 

- 0-3 

4653-00 

(6s) ‘%i-(6p)^P^n 

0 

5667-58 

( 5 rf)*Dji-( 6 /.)*P« 
(Sd) Xn -( 6 p )‘^ D^n 

0-5 

4603 05 

(6s) *Pn-(6p)*Dl^ 

0 

5659-40 

0 

4384-92 

(!/>«) -{6/>)*Pj 

- 0*9 

5572-21 

(5d) Xj-(6/.)*S« 

0 

4215-63 

(6s) *Pn-(6p)*Oii 

0 

5472-62 

( 5 « 0 ^D 3 j-< 6 />)^DSj 

- 0-9 

4100-34 

( sd )* D , i -( 6 p )* D^l 

0 

5460-40 

( 5 <f)^D 8 ,-< 6 /.)<D«j 

- 0-9 

3905-89 

( 5 -i)‘Dij-( 6 />) 2 D«j 

0 

5450-49 

(61) *P, -(6/))*PJ 

“ 1*3 

3858-53 

-<6/>)‘D»j 

- i-o 

5438-98 

(6p)*Dji-(7s) % 

0 

3848-60 

( 5 rf)*D* -( 6 p) 2 d?j 

0 

5419-17 

(6s) *Pu-(6p)*P'it 

0 

3811-06 

( 5 ‘i)*D 2 ^-( 6 /.) 2 D«, 

~ 0*7 

5372-41 

(6s) %^-(6p)^P^^ 

0 

3500-37 

(6s) *P2 j-(6p)®D;j 

0 

_1 


• The wave-lengths are those given by Humphreys, de Bruin and Meggers and are the wave¬ 
lengths in vacuo. 

It will be observed that die only large displacements in table 2 are associated 
with two of the 75 levels. This fact is in agreement with the results of Pretty'**' on 
the corresponding A ii and Ne ii spectra, where the larger displacements are 
associated with terms of higher principal quantum numbers. In Pretty’s results, 
however, members of a multiplet always give rise to displacements which are 
equal within the possible errors of measurement, whereas in the Xe ii spectrum 
this is not the case. The most notable exception to such a rule lies in the smallness 
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of the displacement of the tenn as compared with the displacements 

of the other two members of the multiplet. 


Table 2. Pressure displacements of the known energy levels of Xe ll 


Notation 


' 


Dis- 

on 

Term 

place- 

value 

ment 



(cm:*) 


8 o,J 9 S 

- 0*6 


78,000 

\ 0*3 

4 t> 

^ u 

76,004 

+ 0*3 


74,210 j 

0 


7 S.<' 3 i 

— 0*6 


75.672 

" 0-6 

'Dll 

75.035 

0 

'Dj 

75.416 

0 

•'i’ll 

68,270 

0 

•'Pi 

66,838 

- 1*2 

Xit 

67.105 

0 


65,788 

0 

■'D^j 

64,166 

- 0-6 

*Di, 

64.163 

- 0*6 


59,277 

0 


Notation 


7 S) ‘P,J 


Term 

value 

Dis¬ 

place¬ 

ment 

(cmT*) 

59,110 

0 

57.556 

+ 0*3 

57.396 

+ 0*3 

57.363 

+ 0-3 

54,286 

1 0-3 

50,654 

0 

49,012 

0 

49,440 

0 

46,784 

0 

48,481 

0 

47,847 

0 

38,550 

4 5*7 

37.879 

4 5-4 

35.905 

4-0*3 


Table 3. Pressure displacements of the unclassified lines of the 
Xe II spectrum 


Wave- 

Displace- 

Wave- 

Displace- 

Wave- 

Displace- 

length 

mcnt (cmT^) 

length 

ment (cm 7 ^) 

length 

ment (cmT^) 

6994 

- 0*8 

4545-34 

5*9 

4238-37 

- 8*2 

6808 

- 0*6 

4541*03^ 

4*5 

4223*14 

- 10 

6705 

- 1*0 

4537 - 5 i\ 

~ 1*6 

420975 ] 


6621 

- 0*4 

4537*02/ 


4209*53 \ 

- 6*0 

6513 

- 0*5 

4486*12 

- 0*5 

4208*61 1 


6270 

f 0*6 

4481*07 

— 6*0 

4193*25 

- 7*0 

6009 

- i*i 

4462-38 

- 7*7 

4180*20 

- 7*6 

5616*99 

- 0*3 

4448*28 

-6*5 

4158-14 

- 5*1 

5531*33 

0*5 

4395*91 

— 6*0 

4112-25 

~ 6*0 

5188*28 

large ( ) 

4393*34 

~ 5*4 

4109-20 

-h 0*6 

5092*22 

- 4*4 

4369*34 

“ 5*4 

4157-55 

- 9*6 

4853*90 

1- 0*7 

4337*14 

- 0*9 

3908-00 

- 10 

4773*34 

- 0*7 

4335*95 

— 1*2 

3849-97 

~ 8*2 

4715*31 

- 2*5 

433063 

- 7*6 

3762-43 

- 1*2 

4698*20 

- 3*0 

4321*95 

- 0*9 

3720-93 

+ 0*8 

4668*72 

— 1*2 

4310*69 

~ 5*3 


- x-s 

4592*22 

~ 7*0 

4296*52 

- 2*9 

3672-68 

— X *2 

4585*65 

- 6*2 

4251*68 

— 6*1 

3612-52 

0*8 

4577*36 

~ 6*2 

4245*54 

- 7*3 

3565-35 

4 “ 0*8 
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5339.37 
5313.89 

5191.38 

5122.44 

5080.66 

4988.78 
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The majority of the Xe ii lines observed in the present investigation are not 
included in the classification by Humphreys, de Bruin and Meggers. But all these 
lines are included in a list of Xe 11 wave-lengths published by Bloch, Bloch and 
D^ordin*. Table 3 lists the lines which have measurable pressure displacements. 
The wave-lengths are those given by Bloch, Bloch and D^jardin and are the wave- 
let:igths in air. 

Table 3 shows that, in a general way, the displacements increase as we pass 
toward the shorter wave-lengths. This is an indication that the displacements are 
greater for levels with outer electron orbits. 

§5. DISCUSSION OF RESULTS IN THE Xe ii SPECTRUM 

It has been generally supposed that the pressure displacements observed in 
ionized-gas spectra arise from internal electric fields. The present results for the 
Xe II spectrum support this view, inasmuch as the term displacements are found to 
be larger for terms of higher principal quantum numbers, a rule which in general 
holds for Stark displacements. From.the present results, moreover, it is possible to 
say that, if the displacements arise from electric fields, these fields must be very 
large. For, certain of the Xe ii lines have been observedf in electric fields as large 
as 100,000 V./cm. and they exhibit no measurable Stark displacements. Among 
these, for example, was the line A 6093*53 which exhibits, in the present investi¬ 
gation, a large displacement (5 or 6 cm:^) toward the red. 

The discrepant displacements occurring among members of certain multiplets 
of Xe II form an exception to the rule found by Pretty to hold in the A n and Ne ii 
spectra: but they do not disfavour the hypothesis that the displacements are 
essentially a Stark effect, for Stark displacements are known to be governed by the 
arrangement of the terms in the energy diagram. 

§6. DESCRIPTION OF THE PLATE 

{a) Shows the Xe I line, A 6318*08 broadened in the high-pressure 

source in comparison with the unbroadened line in the low-pressure source; 
(6) is a microphotometer record of the broadened line showing the asymmetry 
of the broadening; while (r) shows the Stark effect for the same line in fields attain¬ 
ing a maximum of 60,000 V./cm. {d) Shows some typical displacements in the 
Xe II spectrum, the central strip representing the high-pressure source. 

§7. ACKNOWLEDGMENT 

The writer has great pleasure in acknowledging the kindly interest which Prof. 
A. Fowler has taken in this work, 

• Ann. d. Phys. (lo), 2, 461 (1924). t H. W. Harkness and J. F. Heard, loc. cit. 
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DISCUSSION 

Prof. A. O. Rankine. I should like to raise the question of the use of the tmn 
“displacement*’ for the quantities recorded in the last columns of Ae tsMes, 
though I know that Ae author is not responsible for Ae choice of Ais nomen¬ 
clature. The quantity has the dimensions of the reciprocal of a lengA, and Ae 
units are cm:^. Scarcely anyAing could be more misleading Aan to call Ais a 
displacement when the same name in dynamics denotes a lengA, frequently 
measured in cm. The uninitiated would naturally take a pressure displacement to 
mean the shift of the spectral line on Ae spectrogram due to the application of 
pressure. 

Author’s reply. If the term “displacement” must always refer to a lengA 
then there is no escaping the contradiction here which Prof. Rankine points out 
between the name and the unit. However, I cannot agree that the use of this 
nomenclature must be confusing to anyone with a knowledge of spectra. One 
usually thinks of a spectral line on an energy level as a particular position in a 
continuum whose unit is the wave-number or cmT^, and quite naturally, I believe, 
one thinks of a change of position as a “displacement.” 
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DEMONSTRATION 

677-31 

“ Itifra-red photography of black or pigmented animal fibres/’ Demonstration given 
on June 16, 1933, by P. W. Cunliffe, Ph.D., F.R.P.S., Wool Industries 
Research Association. 

The microscopic investigation of black wool and other pigmented fibres presents 
considerable difficulty, and any method which assists in rendering the fibre detail 
more obvious is therefore welcome. An advance in this direction has been made 
possible, by the use of infra-red photography, in the laboratories of the Wool 
Industries Research Association. 

The presence of black hairs in the fleece, the remnant of the old hairy outer 
coat of the primitive sheep, is a disadvantage in the manufacture of wool fabrics, 
and its hairy or kempy nature has hitherto been difficult to establish or examine. 


\ 


1 




?) 

1 


Figure i. ( x 165.) Figure 2. ( x 165.) 

The two photomicrographs reproduced herewith are of a black lamb fibre. 
Figure i is the rendering given by a panchromatic plate (Ilford S.G.) with a deep 
red filter (Wratten F.) and shows very little detail, giving an impression of an 
almost solid black filament, whilst figure 2 is from an infra-red photograph (Ilford 
plate and filter) and shows considerable detail. The fibre is medullated, and this 
indicates a kempy or hairy nature rather than a desirable wool characteristic. The 
photograph necessarily shows a black centre whatever the quality of the transmitted 
light. 

Similar results have been obtained on other heavily pigmented fibres and hairs, 
such as kangaroo and negro hair. 
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PRESENTATION OF 
THE DUDDELL MEDAL, 1933 

To Prof. WOLFGANG GAEDE 
June 16, 1933 

Prof. A. O. Rankine, President, in making the presentation said: 

The Duddell Medal is awarded annually by the Council of the Physical Society 
to an inventor of physical instruments of outstanding importance and utility, or to a 
discoverer of new materials essential in their construction. There are no restrictions 
of nationality, and it is the duty of the Council each year to search the world to find 
the most worthy recipient. 

The institution of the medal is comparatively recent, but I think it will be 
agreed that the short list of awards during the last decade has set a very high standard 
and that the illustrious names which it contains have been chosen well. To this list 
the Council with complete unanimity last December added another name, that of 
Dr Gaede whom we now welcome very warmly to receive the medal. 

I am sure that it is unnecessary for me to explain the reasons for the choice 
which the Council has made. Gaede and vacuum are almost synonymous terms, 
and all physicists are well aware of his outstanding contributions to the art of 
vacuum-making and of how his wonderful pumps have facilitated physical in¬ 
vestigations in innumerable directions. 

In conclusion I must permit myself to remark that it has been a surprise and 
pleasure to discover that Dr Gaede is as young as he is. The name of his pumps has 
been so often on our tongues that most of us had perhaps begun carelessly to think 
of him as belonging to a previous generation. Now that we meet him in the flesh we 
rejoice to find ourselves mistaken, and we congratulate him on his comparative 
youth. We are sure that in the many years that lie before him his unsurpassed skill 
and ingenuity will continue to be at the service of physical science. With him in the 
forefront progress is certain to be made. 

Professor Gaede, in the name of the Physical Society I ask you to accept this, the 
Duddell medal of 1933. It is a token of the esteem in which we hold you and yoiir 
work. We desire to honour you as nighly as we can, but we realize that in accepting 
our award you will be conferring on our Society a still greater honour. 

Prof. Gaede, in accepting the medal, said: 

It is hard for me to express in English how much touched and pleased I am to be 
in your midst and to be able to thank you in person for the great honour you have 
accorded me. This feeling is all the greater as in your award I see a practical sign of 
the international union of scientific work and of our co-operation. Therefore I 
express my heartiest thanks. 
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621.527.8 

Note on Gaede pumps 

In 1905 Gaede demonstrated at the scientific congress at Meran his newly 
produced air-pump, which in the main consisted of a porcelain drum divided into 
cells and rotating in an iron casing half filled with mercury. The advantages of this 
‘•rotary mercury pump” were simplicity of form, security, high vacuum and ten¬ 
fold pumping speed. It therefore gained widespread popularity in laboratories and 
in electric-lamp factories. 

Then Gaede applied himself to constructing various rotary oil air-pumps which 
first were to serve as fore pumps for the mercury pumps, and then were used as 
independent pumps. The principle of all these pumps had been brought into use by 
Otto von Guericke. A chamber alternately increases and decreases in volume. When 
increasing it draws air from the receiverwhich is to be evacuated, and when decreasing 
it compresses the enclosed air and puffs it out into the atmosphere or into the fore 
vacuum. Till then all pumps for laboratories and engine works, except jet pumps, 
were based on this principle; it was Gaede who in the years 1910-1915 worked out 
two new principles for the construction of air-pumps: the friction principle used in 
the molecular pump and the diffusion principle. 

On the friction principle the pumping effect arises by air friction on the smooth 
surface of a spindle rapidly rotating in the middle of a cylindrical casing. The 
circular space between the cylindrical spindle and the cylindrical casing is interrupted 
by a projection fixed on the inner wall of the casing, so that the spindle may rotate 
freely at a distance of about o*i mm. from the projection. The rotating spindle 
produces by gas friction an effect of pressure in the surrounding gas so that between 
the sides of the projection a difference in pressure of a few millimetres arises. The 
essential point is that this difference is independent of the pressure itself, according 
to the kinetic theory of gases. If we lower the pressure itself beneath the value of 
the difference, we gain a high vacuum and a great pumping speed of more than one 
litre a second. A special advantage ofj this molecular pump is that it produces a 
vacuum free from any vapour. Although it constituted a great scientific and tech¬ 
nical advance it was prevented from playing its part in full by the inventor himself, 
who superseded it by a new construction based on the diffusion principle. 

On the diffusion principle air-free mercury vapour, produced in a small vessel 
with a reflux condenser, streams rapidly through a pipe. Into this vapour-pipe leads 
a suction pipe which is connected with the vessel to be evacuated. Mercury vapour 
enters the mouth of the suction pipe where it must at once be condensed in order to 
keep the vessel which is to be evacuated free from vapour. At the same time air 
leaves the mouth of the suction pipe and enters the vapour pipe where it is seized by 
the streaming mercury vapour and carried to the fore vacuum. In the mouth of the 
suction pipe, as we see, air and vapour move in opposite directions. The essential 
point of the diffusion principle is that the air shall diffuse through the counter- 
moving vapour and not be pushed back by the vapour and thus prevented from 
entering the vapour pipe, as atmospheric air is pushed back by steam issuing from a 
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boiler and is prevented from entering it. The difficult problem therefore to 
bring about the diffusion of the air into the vapour and to avoid the prevention of 
its exit from the suction pipe. It was Gaede who solved this problem by rightly 
dimensioning the width of the mouth of the suction pipe. His experiments and 
calculations proved that the width of this mouth or slit must not exceed the free 
mean path of the gas molecules in the vapour at this point. This fundamental 
condition is fulfilled in all the high-vacuum vapour pumps which have subse¬ 
quently been produced by different inventors and under different names. Not only 
the vacuum but also the pumping speed of these pumps is excellent. The reason lies 
in the correspondence between decrease of pressure and increase of the velocity with 
which the air diffuses through the vapour. In all these pumps, independently of 
their pumping speed, the velocity of the diffusing air is about lo metres per second. 
The pumping speed is the product of this velocity and the area of the opening 
mentioned above. Gaede attained in his first pump a speed of about o*i litre per 
second and finished with about 400 litres per second. In his latest constructions he 
has used an improvement due to Langmuir, who unified Gaede's diffusion principle 
with the principle of the steam jet pump well known for its great speed. This 
improvement has been very generally introduced. Burch showed that the pumps 
might be worked advantageously with oil vapour of low pressure instead of mercury 
vapour. 
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REVIEWS OF BOOKS 

Oreat Men of Science, by Philipp Lenard. Pp. xix + 389. (London: G. Bell and 
Sons, Ltd.) 12^. 6 d. net. Makers of Astronomy, by Hector Macpherson. 

Pp. 244. (London: Humphrey Milford, Oxford University Press.) 7^. f>d, net. 

Thumbnail biography is perhaps the most difficult of all the arts of the biographer, 
only to be approached at the other end of the scale by the intricacies of the task of trans¬ 
ferring to a full-size canvas such an immense mass of heterogeneous material as confronted, 
say, Boswell or Lockhart. In each instance the individual traits, all the more interesting 
if they happen to be eccentricities, which elucidate character are to be sketched; in each 
instance the figure sketched must be placed against the background of his times, and his 
contribution to the advancement of the knowledge of his age duly explained and assessed. 
No easy matter, this, to achieve within the compass of a thousand pages—an almost 
impossible business to compress it within the limits of a thousand words. Nevertheless, 
many writers have attacked and accomplished such a task. What success has attended the 
effort of Prof. Lenard? He has, indeed, covered a most remarkable range—his roll of 
names opens with Pythagoras of Samos, closes with Friedrich Hasenohrl and includes 
studies of sixty-five scientific worthies. Representatives of physical science naturally 
predominate, but he has not been unmindful of the claims of other branches of knowledge, 
and has provided us with sympathetic pictures of Darwin, Linnaeus, Dalton and Davy. 

Perhaps the outstanding feature of his sketches is his quiet insistence on the difficulties 
which face the discoverer of a new concept— z, matter all the more troublesome to make 
clear to the student of to-day to whom a concept novel and complex in 1831 is the merest 
commonplace a century later. Another valuable feature is provided in the intimate and 
informing sketches of such workers as Ohm, Oersted, Weber, Klaproth, Gauss and Carnot 
who, as far as their personalities are concerned, are names and nothing more to many 
English workers. 

In brief notices, where every word must be weighed, an almost meticulous accuracy 
is demanded of the writer. It is unnecessary to stress the great care with which Prof. 
Lenard has weighed his words and the high standard of accuracy which he has set for 
succeeding writers. Nevertheless, the good Homer nods, on occasion, and Prof. Lenard 
leaves us with the impression that Copernicus swept away the whole complicated system 
of cycles and epicycles necessary to make a geocentric theory fit the facts of observation. 
Which he didn’t; Copernicus was a thoroughly orthodox epicyclist, and the distinction 
of getting rid of that complicated theory is Kepler’s. Nor was the charge of heterodox 
astronomical beliefs more than one charge among many that sent Bruno to the stake. The 
matter is not easy to elucidate, but Caspar Schopp was present at the trial and his famous 
letter to Conrad Rittershausen gives as the damnatory clauses of the sentence Bruno’s 
denial of transubstantiation and of the virgin conception, his publication of the Bestia 
Trionfanti, and lastly, his teachings concerning the lawfulness of magic, that Christ was 
not God, that the number of worlds was infinite and so forth. Bruno’s astronomical 
teachings were among the least of the charges preferred against him. And did Joule die 
at Salford? But we must not seem ungrateful. Prof. Lenard has produced a series of 
charming and scholarly sketches which all may read with pleasure and with profit. 

Dr Macpherson’s task is easier; he has restricted himself to one field, that of astronomy, 
and he is consequently able to place his biographical studies in a more intimate relation 
to the majestic sweep of the development of his chosen science. He divides his studies 
into a series of well-marked sections—^the pathfinders, Newton and after Newton, Herschel 
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and his successors, pioneers of astrophysics, watchers of the skies, and explores irf the 
universe. His studies of the makers of astronomy open with the names of Copernicus luftd 
Tycho, close with those of Eddington, Shapley, van Rhijn and de Sitter. We may iM>t 
accept his opening statement that “the first of the long list of great men who arc entitled 
to the designation of makers of astronomy was bom at Thorn on the Vistula on 19 February 
1473,*' but our thanks are due to him for a learned and well-balanced sketch of the 
development of modem astronomy. 

Both books are admirably produced and illustrated. 

A. F. 

OptickSy or a treatise of the ReflectionSy RefractionSy Inflections and Colours of Lights 
by Sir Isaac Newton. Pp. xxviii + 414. (London: G. Bell and Sons, Ltd.) 6 s . 

“Yes, my boy, the 1704 edition, not the suspicion of a crack in the joints, label intact, 
not a stain or a tear anywhere, in mint condition. And I picked it up for thirty shillings 
at Nith’s.” So might your dearest friend extol the beauties of his copy of the Opticks 
what time you remark, even as Johnson when peering at the beauties of Bennet Langton’s 
grounds, “Non equidem invideo; miror magis.** 

The enterprise of the publishers has placed within the reach of those of us who have 
not been lucky enough to pick up a copy of the Opticks for thirty shillings, a means of 
making a first-hand acquaintance with the text of a very remarkable book. Nay, even the 
fortunate possessor of the 1704 edition may do well to purchase this handy volume. It will 
save him from committing the sacrilege of reading the original text. 

The present edition is a reprint of the fourth edition (1730) “ corrected by the author’s 
own hand, and left before his death with his bookseller.” 1'he t5rpe is clear and pleasant 
to read, the illustrations well reproduced, the format a small octavo; and we have a 
foreword by Einstein and an introduction by Whittaker. Need one say more? 

A. F. 

The Anatomy of Modern Scienccy by Bernhard Bavink. Translated from German 
by H. Stafford Hatfield. Pp. xiii + 683. (London: G. Bell and Sons, Ltd.) 
21s. 

More than a generation ago there issued from the press a work of great insight and 
magistral scholarship, A History of European Thought in the Nineteenth Century, That 
book influenced many workers powerfully, not so much by any profundity of original 
contribution as by the clarification of ideas resulting from the study of a masterly survey 
of all branches of thought. The mantle of John Theodore Merz has fallen upon Dr Bavink, 
who has produced a volume destined, we trust, to aid many who regard with growing 
bewilderment the ever-accelerating rate of advance of the sciences, physical and biological. 

Dr Bavink’s volume is divided into four sections. The first part deals in considerable 
detail with the facts and philosophy of modern physical science, the second part with 
“cosmos and earth.” In the third part the facts and problems of biological science are 
handled and, just as part 2 places the notions of modern physical science in their relation 
to the cosmos, so part 4, on “nature and man,” considers the cosmical implications of the 
facts of biology. 

The book is not one to be read uncritically. We cannot, for example, subscribe to 
Dr Bavink’s criticism of the conceptualist position as expressed in his italicized statement 
that Atoms are just as real things as cannon balls or grains of sandy as waves on water or 
mountains,'* They remain what they always have been, integral parts of a conceptual world 
framed to represent the facts of sense-presentation. And if this concept is valid as an 
explanation of the pressure read on a Schrader gauge, it remains valid as an interpretation 
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of dpt mark on a photographic plate known as an a-ray track. Multiply such phenomena 
by me million, and the atom remains just as much or as little “ real ” as it was in the days 
of Mach. 

As we have remarked, the book must be studied with one’s critical judgment ever alert. 
So read, it is a most stimulating and valuable contribution to modem thought. 

The book is excellently produced, and its seven hundred pages do not lie over heavily 
in the hand. 

A. F. 


MatUre et Energies by V. Henri. Pp. 436. (Hermann, Paris, 1933.) no fr. 

Prof. Victor Henri has given here a good and not difficult account of the present state 
of atomic physics, bringing the information up to the most recent discoveries about the 
nucleus. The book will be found specially convenient for the experimental physicist, who 
does not so much want detailed information about the abstruse mathematics of the new 
mechanics as a general review Of the present state of knowledge. There are a great many 
useful tables of atomic constants of all kinds and there is a good deal of mathematics, but 
mostly of a simple type. The work is treated in a historic manner. The first chapter 
describes the evidence for the existence of atoms—Brownian movement and so on—^and 
describes the various ways in which they can be counted. The next three chapters deal 
with the chemical elements, their X-ray spectra, the periodic system, atomic numbers, etc., 
and the next three with radioactivity, isotopes, nuclear disintegration and neutrons. There 
is then an account of the special properties of atoms, as revealed by X-ray crystal analysis 
and by gaseous viscosity. In the last chapter the structure of atoms is dealt with, mostly 
by the use of the old mechanics, though the new is sufficiently developed to explain the 
changes. Altogether the book should prove most useful for any one who wants to learn the 
main points of interest in modem physics, and the large number of tables given will also 
make it useful as a work of reference. 


The Classical Theory of Electricity and Magnetism, by Max Abraham. Revised by 
Prof. Richard Becker. Translated by John Dougall, M.A., D.Sc., F.R.S.E. 
Pp. xiv + 285. (London: Blackie and Son, Ltd.) 15s. 

“ Abraham-Foppl *’ needs no introduction to European physicists—its merits have been 
known since 1894 to all interested in the development of Maxwell’s theory. In the eighth 
German edition, of which the present volume is a translation, a number of alterations and 
additions have been made which, however, have left essentially unchanged the main 
features of a work which has become a classic. At the present juncture it is interesting to 
note that Prof. Becker remarks “In the choice of units.. .the system used throughout is 
the Gaussian system in which the energy density in a vacuum is equal to 

^ ergs/cm? 

And the dielectric constant and permeability of a vacuum are each taken as unity. It does 
not seem possible at present to set up a system of units which will satisfy the electrical 
engineer and the physicist alike.” The volume is divided into four parts. Part i is an 
admirable treatment of vectors and vector fields, part 2 deals with the electric field, part 3 
with the electromagnetic field and part 4 with energy and forces in Maxwell’s theory. 

The translation flows easily, and it goes without saying that the book is admirably 
produced. 


A. F. 
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Relaiiviti Ginirale; Gravitation et l^lectriciti; Cosmologie^ by A. Einstein. Pp.i^. 
(Hermann, Paris, 1933.) 35 fr. 

This is a French translation from the German of three essap by Einstein. The firit, 
which fills nearly two-thirds of the book, is devoted to the relativistic theory of gravitation. 
It follows the ordinary routine for the subject, developing the mathematical theory of 
tensors; it makes specially clear the distinction between the parts of the theory concerned 
with free space and the interior of matter. The second essay develops Einstein’s new 
unitary theory, depending on the idea of “parallel displacement,” and succeeds in doing 
it in only 26 pages. The whole theory is there, and the account would be useful to any one 
already fairly familiar with the ideas of advanced geometry, but it is to be doubted whether 
the beginner would make much of such a condensed account of a very abstract theory. 
The last essay is much more physical in its thought, and devotes 10 pages to a very good 
account of the theory of the expanding universe. The mathematical formulae contain rather 
too many misprints. 

Thiorkmes de Conservation dans la Thiorie des Chocs Mectroniques (Exposes de 
Physique Theorique ix), by A. Goldstein. Pp. 26. (Hermann, Paris, 1933.) 

7 fr- 

III the developments of wave mechanics there have been a good many of the simpler 
points which have been incompletely expounded, though it was always evident that they 
were completely in order. To any one familiar with the new mechanics the present work 
will hardly be necessary, but for a beginner it may be a convenience to see how the con¬ 
servation theorems for collisions formally emerge from the theory. 

Acfualitis Scientifiques et Industrielles, (i) No. 56, Sur la Thiorie du Rayonnement^ 
d'apres M, C, G. Darwin, by E. N^culc^a; pp. 24; 7 fr. (2) No. 57, Sur 
VAbsorption Exponentielle des Rayons jS du Radium E, by G. Fournier and 
M. Guillot; pp. 38; 10 fr. (3) No. 59, La Dijfraction de la Lumiere par des 
Ultra-Sons, by L. Brillouin; pp. 32; 10 fr. (Paris: Hermann et C*®, 1933.) 

(1) The first of these three numbers of the well-known French series of short mono¬ 
graphs is a translation, rather than what we understand by an “analyse detaillee,” of a 
recent paper by C. G. Darwin*. It will doubtless be of service to French readers, but 
most English readers will not unnaturally turn to the English original. 

(2) In the second, MM. Fournier and Guillot present a critical discussion of earlier 
work on the absorption of jS-rays by matter, together with an account of their own more 
recent work carried out at the Laboratoire Curie in Paris. 

(3) In this paper M. Brillouin discusses in some detail the theory of the very interesting 

diffraction phenomena which are observable when light traverses a medium in which 
high-frequency elastic waves (supersonic waves) are maintained. H r r 

Optik: Ein Lehrbuch der elektromagnetischen Lichttheorie, by Prof. Max Born. 
Pp. vii -f 591; 252 figures. (Berlin: Julius Springer, 1933.) RM. 36; gebunden 
RM. 38. 

In his presidential address to the Optical Society three years ago Mr Twyman pointed 
out that optics should no longer be defined as “ a science which treats of light and the 


• Proc, R, S. A 188 , 36 (1932). 
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piiOliOmena of vision,” but rather as the science which deals with radiation, and he 
pUBieecded to show how some of the more recent developments of physics, such as wireless, 
X-rays, positive rays, etc. could with justice be included in the ” optical empire.” Although 
wc have not reached the stage when a book is entitled, say, “Optics: Wireless Valve 
Transmitters,” it is desirable that authors of books on optics should specify the branches 
with which they are dealing. Prof. Born has done this in the book under review, and in 
his preface he is careful to state quite specifically the limits within which he has confined 
the treatment of his subject and his reasons for choosing these limits; the choice appears 
to be a wise one. After a brief historical survey occupying eight pages, he divides the 
subject into eight sections; the electromagnetic theory of light for transparent isotropic 
substances without dispersion; geometrical optics; interference; diffraction; crystal optics; 
metal optics; molecular optics; emission, absorption and dispersion. The method of 
treatment is almost entirely mathematical, but can be followed by any one possessing a 
good knowledge of the theoretical aspects of optics. In his preface Prof. Born remarks 
that Drude*s well-known book is one of the few scientific books which will always remain 
a classic. If this is true, the present book is also certain to rank as a classic. The author is 
to be congratulated on the clarity of his style and the publishers on the excellent manner 
in which they have produced the book. 


Actualitis Scientifiques et Industrielles^ No. 54. Spectres d*Absorption Visibles et 
Ultra-violets des Solutions: Technique de leur emploi au laboratoire de Chimie^ 
par M. Chatelet. Pp. 24. (Paris: Hermann et C‘®, 1933.) 7 fr. 

This monograph, the latest in a noteworthy series, presents very clearly and concisely 
the essential points in the photometry of absorption spectra, with particular reference to 
the methods adopted by the author himself. In addition to brief descriptions of certain 
apparatus, e.g. a water-cooled hydrogen tube as a source of ultra-violet continuum, several 
devices for diminishing spectrographic intensities in known ratios, and a microphotometer, 
the text includes a few useful notes on other practical matters, such as cements for absorp¬ 
tion cells, choice and development of photographic plates, adjustment of apparatus, and 
the like. There is little or nothing to criticize, but it may be pointed out that twice on p. 3 
the word “term” {terme) is wrongly used for “line” {rate). 


The Practice of Spectrum Analysis with Hilger Instruments^ sixth edition, compiled 
by F. Twyman, F.R.S. Pp. 58. (London: Adam Hilger, Ltd., 1933.) 3s. 6rf. net. 

The fifth edition of this useful and attractive booklet^ is followed by a sixth after an 
interval of only twenty-one months. The size of the manual and the titles of the chapters 
are little changed, but the text has been very thoroughly revised by Dr A. Harvey, whose 
name and Mr E. S. Dreblow’s are now added to the list of names of contributors. Space 
has been found for much useful new matter by rearrangement and condensation of older 
material and the deletion of a few sections whose period of usefulness is now over. For 
example, the bibliography which formed the third and last appendix in the fifth edition 
is now omitted, and references formerly included in it and in the text are now given in 
footnotes. Much of the change occurs in the chapter on quantitative spectrum analysis, 
which now contains discussions of the application of logarithmic wedge sector, the ratio 
powder method, etc. In other chapters new matter occurs in the form of notes on 
preliminary treatment of specimens, the effects of polarity in arcs between poles of unlike 
composition, the characteristics of photographic plates, etc. ^ 

• Reviewed in Proc, Phys, Soc, 44 ?, io8 (193a). 
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Spectroscopy in Science and Industry^ by S. Judd Lewis, D.Sc., F.I.C., I||^. 
Pp. viii + 94 and lo plates. (London and Glasgow: Blackie and Son, Ltd., i9SiO 
3^. 6d. net. 

This is an ** introductory manual ” in Blackie’s Technique Series describing the applica¬ 
tions of spectrographic methods in industrial and other practical problems, especially the 
qualitative and quantitative spectrum analysis of substances. It is not concerned with the 
description and analysis of spectra, the subject for which Sir Arthur Schuster proj^sed 
the name “spectroscopy.** The instruments described are all by Messrs Adam Hilger, 
Ltd. Some of these are shown in figures in the text and in plates; in the rest of the plates 
spectrograms taken with Hilger instruments are beautifully reproduced. In many respec^ 
the text is disappointing, although it has some interesting sections. If the length of this 
review permitted, it would be only too easy to cite many instances of imordered treatment, 
loose expression and actual mis-statement, which the elementary and empirical nature of 
the descriptions can hardly be said to excuse. Compared with such blemishes, the 
appearance of “ultimate rays** on pp, 29 and 35 as a rendering of rates ulHmeSy** and 
“Molesey** on p. 88 for “Moseley** are mere trifles. w. J. 

High-Frequency Measurementsy by A. Hund. Pp. xi 4-491, with 373 diagrams. 

(McGraw-Hill Book Co., London and New York, 1933.) 5 $. 

The work is divided into eighteen chapters, of which the first three serve as a general 
introduction to the subject, giving summaries of fundamental relations, of the more 
important properties of high-frequency circuits, and of methods for the production, 
detection and measurement of rapidly alternating currents, with other information of a 
general nature. Of the remaining fifteen chapters, each one as a rule deals with the 
measurement of one particular quantity—^voltage, frequency, capacitance and so forth—or 
of sets of closely associated circuit constants. 

A good selection of methods is given, and a compilation of this kind, in a subject of 
which the literature is so widely scattered in scientific and technical journals, cannot fail 
to fulfil a very useful purpose. It should be valuable not only to all engaged regularly in 
high-frequency measurements, but also to the large general body of physicists with no 
more than an occasional interest in such work. Readers of the latter class in particular will 
find the subject-matter admirably arranged for easy reference. 

The alphabetical index (27 pp.) is if anything too grimly comprehensive; thus, a brief 
section of a minor footnote (on p. 35) is indexed no fewer than six times, under “Bohr, 
energy levels,** “Born energy levels,** “Heisenberg, W., on spectroscopy,** “matrix 
calculus,** “Pauli, on spectroscopy’’ and “spectroscopy**—roughly one reference to each 
line of the text—but this is rather an extreme example. A few slips and misprints point to 
a rather hurried completion of the text—the references to one “ K. Omnes,** a worker on 
electrical conductivity of metals at low temperatures, provide one of the more striking 
examples of this. 

In the second edition, which will doubtless be called for very soon, it would be a boon 
to readers of subnormal, and even of normal, eyesight if the otherwise excellent diagrams 
could be printed on a larger scale, even though this could not be done without an appreciable 
increase in the size and price of the volume. her 

Gas Analysis by Measurement of Thermal Conductivity^ by H. A. Daynes, D.Sc. 

(Cambridge University Press.) 165. 

To certain present-day scientific workers the term “katharometer** bears something 
of the significance to the old lady of that blessed word Mesopotamia—high sounding and 
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coiwftrtable but deeply mystic in meaning. It conjures up to their imagination the key 
to the solution of the most difficult measurements. 

A glance through the present volume certainly impresses one with the versatility of 
tilt ''l^tharometer” as a tool in the hands of the physicist, chemist and biologist. We are 
teld that by means of it the quantity of carbon dioxide given off in the respiration process 
of a fly can be measured, and that this amounts to about half a cubic centimetre in six hours. 
It is, however, in the industrial field of gas analysis that the “ katharometer ** has come into 
its own, and according to the author of this volume many thousands of these instruments 
are in use for the measurement of the composition of flue gases from power house boilers. 

Yet the hot wire method is not without its drawbacks, and Dr Daynes has done a real 
service by writing this comprehensive treatise on the instrument. His material has largely 
been drawn from experience in applying this method of gas analysis to practical problems 
and the fact that the manufacturers of the instrument in this country have allowed him 
unrestricted use of information obtained in the course of development work reflects great 
credit on them for their public spirit. 

In his historical introduction the author traces the early stages of the development. 
It appears that Leon Somzee originated the device of analysing a gas by determining its 
conductivity about 53 years ago, but it did not reach the stage of successful application 
for many years. Other names that stand out conspicuously for their contributions towards 
making the method a practical success are those of Koepsel and Shakespear. 

A student contemplating using this method in an investigation will find the volume 
a mine of information, for it deds with all aspects of the subject, including accessory 
apparatus. A feature of interest in the book is the description given of efforts to circumvent 
the limitation imposed by the fact that gases do not differ very greatly in thermal con¬ 
ductivity except in the case of hydrogen and helium. 

The printing of the book and the illustrations are admirable and reflect credit on author 
and publishers. bzer Griffiths 

Collision Processes in Gases^ by F. L. Arnot. Pp. viii + 104. (London: Methuen 

and Co., 1933.) (Methuen’s Monographs on Physical Subjects.) 35. 

The book deals mainly with work in which individual collision processes are more or 
less directly studied. Part i discusses collisions between electrons and atoms, part 2, in 
two short chapters, collisions between photons and atoms, and between normal, excited, 
and ionized atoms. This deliberate limitation of the thesis has made it possible to give, in 
one small volume, a connected account of a fairly wide range of the more important and 
more readily interpretable of collision phenomena. 

Students reading for honours degrees in physics will find here concise accounts of such 
topics as critical potentials, probabilities of excitation and ionization by electrons, the 
Ramsauer effect, and the numerous applications of Klein and Rosseland’s collisions of 
the second kind”—all well adapted to serve as convenient introductions to more detailed 
study. As would be expected. Dr Amot, within his obvious limitations of space, deals 
particularly fully with the recent beautiful work on the scattering of electron beams by 
gases at low pressures. 

The book is to be recommended as a valuable and timely addition to this useful series 
of monographs. 

Experimental Atomic Physics^ by G. P. Hanwell and J. J. Livingood. Pp. xiii + 472. 
(London: McGraw-Hill Publishing Co., Ltd.) 30^. 

This work is a very important contribution to pedagogical literature. The authors 
have concentrated on the experimental side of their subject, and their book contains 
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descriptions of an admirable collection of laboratory exercises in atomic physics 
should prove of great value alike to teacher and to student. 

The book is, however, much more than a laboratory manual. It is an introduction to 
the subject, presented from the experimental side and intended to be read by those wlio 
have already had a course of elementary training in the classical aspects of physios* 
Although “a working knowledge of the calculus and of differential equations is... 
presupposed” the mathematics employed in the book is quite elementary in character. 
The topics treated of are developed logically and carefully and are, in the order of presents* 
tion, radiation, the atomicity of matter and electricity, the wave aspect of matter, thermionic 
and photoelectric effects, spectra. X-rays and radioactivity. 

The book may be recommended unreservedly. 

An Elementary Introduction to Physics^ by Edgar Booth. Pp, xvi + 465. (Glebe, 
N.S.W.: Australasian Medical Publishing Co., Ltd. London: H. K. Lewis. 
1932.) 

The author in his introduction indicates a feeling that his book will be criticized as not 
being up to date. It is certainly in the older tradition, many of the methods and verbal 
illustrations being reminiscent of a former generation of text-books. The study of mensura¬ 
tion and attention to accuracy of measurement are emphasized; mass and weight are not 
confused in one hybrid formula; proofs tend to be algebraic rather than geometrical; 
magnetism and electricity are the last subjects treated and together occupy one-ninth only 
of the book; modern physics is dismissed, if not with a shrug, at least with an electron and 
a paragraph; the cartesian diver reascends; levers are in systems one, two and three; the 
Grove cell still has its place between Daniell and Bunsen. Both the strength and weakness 
of the older tradition are present, but the virtues predominate. The general impression is 
that of sound teaching, and any student who knows the book well is well prepared to enter 
upon a course of London Intermediate standard. Upon general and historical topics the 
text is readable and informative. In this country school teachers may not discover anything 
very new in the book; but as an auxiliary text-book for those university students—and they 
are many—^who read for science or medicine without previous acquaintance with physics 
the book may very well be recommended. J. P. A. 

Examples in Physics^ by W. G. Davies. Pp. 128. (London; Edward Arnold and Co.) 

This little book marks, in one way, a further stage in the evolution of its species. With 
regard to subject divisions the old books were casual, while their descendants developed 
definite sections devoted to the main branches of physics. The book shows, in addition, 
clear and adequate subdivisions. As a result, provided unconventionality is not sought, 
an example of any desired type may be found very speedily in one of the 25 subsections 
on general physics, the 12 subsections on heat, or elsewhere. The 580 examples themselves, 
many of which come from examination papers (although the source of individual questions 
is not indicated) are well up to the standard of Higher Certificate and London Intermediate 
examinations. They do not consist solely of numerical examples. A noteworthy, and on 
the whole up to date, collection which may be recommended to teacher and student. 

J. P. A. 

(i) Professional Papers of the Air Survey Committee^ No. 8. A Simple Method of 
Surveying from Air Photographs. By Lieut. J. S. A. Salt, R.E. Pp. 145; 
46 figures, 5 plates and 4 sheets. 45. net. (2) Parallax Tables. Supplement to 
the above. Pp. 82; 2 figures, is. 6 d. net. (London: H.M. Stationery Office, 1933.) 

(i) In a short preface Col. Macleod, the Chairman of the Air Survey Committee, 
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poi^ out that the type of aerial survey to which the Committee has given most attention 
is tliat which aims at the production of “fully contoured maps of moderate though 
suftcient accuracy, based on a limited ground control and making use of comparatively 
simple instruments.” The previous seven Professional Papers published by the Committee 
dmcribed from a somewhat theoretical viewpoint the technique developed: the present 
paper presents a more practical description. It is divided into thirteen chapters entitled 
“introduction,” “characteristics of air photographs,” “photography,” “ground control,” 
“stereoscopy,” “effect of small tilts on vertical photographs,” “minor control plotting,” 
“compilation of blocks,” “detail plotting,” “contouring,” “reproduction,” “rapid map 
production” and “mosaics.” There is also an index giving a summary of terms used in 
aerial survey, with references to the Professional Papers. The monograph is well written 
and is sure to prove of great value to those who are concerned with the practical aspects of 
aerial survey. 

(2) The parallax tables have been compiled to simplify the computation of the relation¬ 
ship between parallax and heights when contours are being plotted with the aid of a simple 
stereoscope. 

The Scientific Journal of the Royal College of Science^ vol. iii. Pp. 120. (London: 
Edward Allen and Co.) 7^. 

With the appearance of this, its third annual volume, the Scientific Journal of the Royal 
College of Science may be regarded as well established. It gives varied and good fare to its 
readers, and we trust that it will attain the wide circulation which it merits. 

The present volume, which is divided into three sections, offers to the chemists five 
papers dealing with surface reactions, chemical synthesis in plants, the treatment of mineral 
oils, the structure of dyestuffs and the contribution of the chemist to industry. The 
natural-history section has two papers, one dealing with hibernation and the other with 
the development and classification of vegetation. In the physical section are contributions 
concerned with loud-speaker diaphragms, the disintegration of atoms by fast protons, the 
uses of high speed cathode rays, and uniform columns in electric discharges. The names 
of the distinguished authors of many of the papers are sufficient guarantee of the critical 
and scholarly treatment of the various themes. 


A. F 
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ELECTRO-ENDOSMOSIS AND ELECTROLYTIC 
WATER-TRANSPORl' 

PART 3. SOLUTIONS OF COPPER SALTS 

By H. C. HEPBURN, Ph.D., Hirkbeck C’ollcge 

Received June 26, 1933 

AliS'rRA('l\ 'I’his paper ^nves the results of rneasurenieiits of the liquid-transport 
produeetl hy passing an electric current through a(|ueous solutions of cupric chloride and 
of cupric nitratt‘, tlie solution in each case being symmetricall\ divided by means of a 
parchinent-])apcr diaphragm perpendicular to the direction of the flow of electricity. The 
results arc considered in relation to data obtained ]>reviously by the author in the case 
of solutions of copper sulphate; and the electro-endosmotic effect of the parchment-paper 
diaphragm is discuSvSed in terms of the influence of the electrical charge of the diaphragm 
and of the thickness of the electrical double layer formed at the interface diaphragm- 
aqueous solution. 

The results obtained with the solutions of cupric chloride show that the direction of 
litjuid Iransj^ort is rcversetl in the case of the more concentratt‘d solutions, and evidence is 
adduced suggesting that this reversal is attributable to the effect of the electrolytic water- 
transport. 

§ I. iXTRourc 'rioN 

T lih author has previously* investigated the electrolytic w ater-transport in the 
case of copper-sulphate solutions by means of the parchment-paper dia¬ 
phragm method. At the same time, the electro-endosmotic effect of the 
parchment-paper diaphragm and its dependence on the electrolyte concentration 
were examinetl. In the present work the investigation has been extended to 
solutions of cupric chloride and of cupric nitrate, so that tlie w ork embraces solutions 
of the cupric salts of the three common mineral acids. In the case of cupric nitrate, 
however, it was not found practicable to obtain satisfactory results with solutions 
of concentrations exceeding o-oqbq-normal owing to disturbances introduced by a 
chemical action which accompanied the electrolysis. 

* Frov. Fhys. Soc. 43 , 524 (1931); ibid. 44 , 267 (1932). 
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The electro-endosmotic effect of the parchment-paper diaphragm, whicl^ 
becomes prominent in the case of the dilute solutions, is discussed in the light of 
experimental data obtained previously by the author and by other workers. The 
influence of (a) the electrical charge of the diaphragm, and of (6) the thickness of 
the electrical double layer (formed at the interface diaphragm-aqueous solution) is 
considered by means of a method proposed by the author in former papers*. 

The results obtained with the solutions of cupric chloride show that the direction 
of liquid transport is reversed in the case of the more concentrated solutions; and 
evidence is adduced suggesting that this reversal is attributable to the effect of the 
electrolytic water-transport. 


§2. EXPERIMENTAL 

The apparatus employed, which was similar to that described by the author in 
a former paperf, consisted of two electrode chambers (one open to the air and the 
other closed) separated by a diaphragm of parchment paper. The liquid-transport 
across the diaphragm, when an electric field was applied at the electrodes, was 
determined, as in the previous work, by observing the movement of the liquid 
thread in a capillarj^ tube attached to the closed electrode chamber. 

The apparatus was immersed in an electrically heated w^ater bath with a thermo¬ 
static device arranged to provide a temperature-control within the limits 18 -t C.; 
and to avoid thermometric effects no heat was supplied to the tank immediately 
before or during the course of the flow-measurements. A higher working tem¬ 
perature (22-0^ C.) w^as necessitated in the case of o-0464-normal cupric-nitrate 
solution, as the room temperature during the measurement w^ith this solution 
exceeded 18° C. Control experiments have indicated, however, that the variation 
in the liquid-transport per faraday over the temperature range i8-o^ C. to C. 
is less than the limit of experimental error (between 1 and 2 per cent). 

As in the previous work, reversible copper electrodes were employed. A 
potential-difterence of 20 V. was applied at the electrodes in the case of solutions 
of concentrations o-i-normal and less, but at higher concentrations it was found 
desirable to adopt a lower voltage (6 V.) in order to minimize the possibility of 
disturbances arising from electrode reactions. 

Determinations of liquid-transport were carried out w^ith the solutions in order 
of increasing concentration. At the completion of the series of measurements with 
the cupric-chloride solutions the parchment-paper diaphragm was changed, and a 
further series of measurements made with the cupric-nitrate solutions. The em¬ 
ployment of an entirely fresh diaphragm for each series of measurements obviates 
the difficulty, as the author^ has pointed out, of removing by a washing process the 
last traces of adsorbed electrolyte from the diaphragm. 

The experimental method adopted to measure the rate of liquid-transport 
differed slightly from that previously followed by the author. The meniscus, after 

* Proc. Phys, Soc, 38, 363 (1926); ibid. 39, 99 (1927). 

t Ibid. 43, 525 ( 1931 ). 

I J. Cheni. Soc. 3163 (1927). 
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traversing approximately i cm. of the capillary tube, was timed over a further i cm. 
of the tube (the time for the half cm. being taken also for purposes of checking), the 
potential-difference at the electrodes being applied in a given direction. The direction 
of the applied potential-difference was reversed when the meniscus had traversed 
a further i cm. of the tube, the meniscus, moving in the reverse direction, being 
again timed over the selected i cm. length. 

If the initial movement is towards the end of the capillary remote from the 
apparatus, Vf , the liquid-transport per faraday, is given by the following expression: 

= [(i/ 7 'i - (i/A) (0-00973) (96.540)] - [C] .(i), 

where Ti (sec.) is the observed time of liquid-transport per cm., (sec.) the time of 
gravitational movement per cm. outward, /j (A.) the mean current through the 
diaphragm, 0*00973 the volume of the capillary in cm? per cm. and C the correction 
for the heating effect of the current* expressed in cm? per faraday. The corre¬ 
sponding expression for the liquid-transport on reversal is as follows: 

Vf - [(i/T'j + i/r.) (i/4) (0-00973) (96,540)] + [C] .(2), 

where Tg, /g correspond with 7 \, 4. 

Adding (i) and (2), we obtain the following expression for V/i 






•( 3 ). 


Ki being the product 0*00973 a 96,540. The second term on the right-hand side of 
equation (3) may in general be neglected, the correction introduced in the present 
measurements being considerably less than i per cent except in the case of 0*5- 
normal (correction ii per cent) and i*o-normal (correction 8 per cent) cupric- 
chloride solutions where the values of 4 and 4 (see table i) are somewhat divergent. 
Thus a precise measurement of the gravitational movement is in general un¬ 
necessary, and the correction for the heating effect of the current is eliminatedf. 

Control experiments showed that it was not essential in all cases to change the 
solution before making the reverse measurement of the liquid-transport, but this 
step was found desirable with the more concentrated solutions (e.g. those of o*i- 
normal concentration and greater concentrations) in order to minimize the possi¬ 
bility of disturbances arising from reactions at the electrodes and from concen¬ 
tration-changes accompanying prolonged electrolysis. 

Cupric-chloride solutions. Solutions of concentrations ranging from 0*0005- 
normal to i-normal were employed, all of them being prepared by dilution from 
standard 2-normal solution. Analytical reagent cupric chloride was employed to 
prepare the standard solution, the concentration which was checked by the 
potassium-iodide, sodium-thiosulphate method of volumetric estimation. The 
sodium-thiosulphate solution employed in this estimation was standardized against 
a solution of analytical-reagent copper sulphate. 

Preliminary observations showed a rapid diminution in the current, soon after 
completion of the circuit, in the case of solutions of 0*2-normal concentration and 
* See Proc. Phys. Soc, 43 , 529 (1931). 

t The author previously employed equation (i) to determine Vf, 
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greater concentrations; a similar effect was obtained when the diaphragm was 
removed from the apparatus. The effect was accompanied by the deposition on 
the anode of an insoluble substance (probably an insoluble basic salt of copper 
formed by a secondary action at the electrode), the effective surface area of the 
electrode (and consequently the magnitude of the current also) diminishing pro¬ 
gressively as deposition occurred. After the initial stage, however, the rate of 
current-diminution became less rapid; and sufficiently steady current-values were 
obtained, when a potential difference of 6V. was applied at the electrodes, to 
enable measurements of liquid-transport to be made. No material variations in the 
current-values and in the rates of liquid-transport were observed in the case of 
solutions of concentrations o-i-normal and less. 

Cupric-nitrate solutions, A standard solution of approximately i-normal con¬ 
centration was made up, Kahlbaum’s “purest’' cupric nitrate being employed. 
The precise concentration of the standard solution was found by volumetric 
estimation to be o-qzS-normal, and the solutions employed were prepared by 
dilution from this solution. 

In the case of solutions of concentrations greater than o*0464-normal, evolution 
of gases from the cathode was observed, the free nitric acid present (in consequence 
of hydrolysis of the solution) apparently reacting with the deposited copper and 
liberating nitrogen and certain oxides of nitrogen. The electrode reaction referred 
to appeared to introduce irregularities in the rate of liquid-transport, and no 
satisfactory results were obtained in the case of solutions of concentrations greater 
than o-0464-normal; at the lower concentrations (o-ooo464-normal to 0-0464- 
normal), however, control measurements indicated practically uniform rates of 
liquid-transport. 


§3. RESULTS AND CONCLUSIONS 

The experimental results are given in tables i and 2. 

The liquid-transport Vf in cm?/faraday is calculated by means of equation (3)’**'. 
I (column 9 of tables i and 2) is the mean of /, and 1 ^. The values given for the 
specific conductivity A have been obtained by large-scale graphical interpolation 
from the data of A. Heydweillerf and of H. C. JonesJ. 

Vf is shown in the tables as positive where the direction of liquid-transport is 
from anode to cathode. 

The hquxd-transport per faraday. The relation between the liquid-transport Vf 
per faraday and the electrolyte dilution is shown graphically in figure i; the curve 
for solutions of copper sulphate has been added for purposes of comparison. In 
each case the values of Vf , over the dilution range 20 to 1000, lie satisfactorily on a 
smooth curve; and the value for dilution 2000 (or dilution 2155 in the case of 
the cupric-nitrate solutions) lies above the extension of the curve. The values of Vf 

* See p. 757. 

t Landolt-Bomstein, Tabellen, p. 1086 (1923). 

t Ihid, p. 1092. Temperature coefficients have been computed by the author from the data of 
Heydweiller and Jones in order to obtain values of A appropriate to a temperature of 18° C. 
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in the case of copper-sulphate solutions are higher than those relating to solutions 
of cupric chloride and of cupric nitrate. In the two latter cases the values lie fairly 
closely together, but certain differences are exhibited (see p. 763). No linear law, 
similar to that relating to the case of a powdered-glass diaphragm and copper- 
sulphate solutions of dilutions 10 to 200*, or to the case of a parchment-paper 
diaphragm and potassium-chloride solutions of dilutions 10 to loof, is applicable 
to any of the present cases. 

Table i. Cupric-chloride solutions 


Concen¬ 

tration 

(gm.- 

equiv./litre) 

Current 

(jt. 

, 

Current 

h 

(A.) 

Time 

(sec.) 

Time 

T, 

(sec.) 

Liquid- 
trans¬ 
port Vf 
(cm?/ 
faraday) 

Applied 

potential 

differ¬ 

ence 

(V.) 

specific 
con¬ 
ductivity A 
(reciprocal 
ohms) 


0*0005 

0*000832 

0*000800 

710*0 

11307 

1318 

20*5 

0*0000625 

0-637 

0*001 

0*001503 

0001536 

4765 

7383 

1069 

20*5 

0*0001134 

0653 

0*002 

0*002947 

0*002965 

3276 

512*5 

796 

20*5 

0*0002162 

0*667 

0*005 

0*00724 

000721 

262*5 

366*4 

425 

20*4 

0*000518 

0*684 

0*01 

0*01396 

0*01398 

245 * 2 . 

351*7 

233 

20*5 

0*001007 

0*677 

0*02 

0*02649 

002659 

254*4 

456*2 

108 

20*4 

0*001934 

0673 

0*05 

00621 

00608 

519*2 

2250 

18*0 

20*3 

0*004495 

0-674 

0*1 

0*1175 

0*1150 

“750 

- 232*5 

- 22*9 

20*5 

0*00833 

0*681 

0*2 

0*0256 

0*02635 

27000 

680*5 

- 25*6 

6*15 

0*01544 

0*273 

0*5 

0*0151 

0*0092 

3440 

'-1198 

- 29*9 

6*19 

0*03355 . 

0*058 

ro 

0*0169 

0*0107 

2122 

- 900 

-328 i 

6*13 

0*0569 

0*039 


Table 2. Cupric-nitrate solutions 


Concen¬ 

tration 

(gm.- 

equiv./litrc) 

Current 

/i 

Current 

U 

Time 

Tj 

Time 

T2 

Liquid- 

Applied 

Specific 


trans¬ 
port Vf 

potential 

differ¬ 

con¬ 
ductivity A 


(A.) 

(A.) 

(sec.) 

(sec.) 

(cm?/ 

ence 

(reciprocal 





faraday) 

(V.) 

ohms) 


0*000464 

0000665 

0000665 

838-5“ 

1308*8 

1381 

20*4 

0*0000518 

0*629 

0*000928 

0*001364 

0001393 

607 0 

696*0 

1050 

20*4 

0*0001028 

0*658 

0*001856 

0*002720 

0*002767 

0*00680 

4067 

456*8 

795 I 

20*4 

00002027 

0*0004918 

0*663 

0*00464 

0*00669 

301*4 

368*6 

420 

20*4 

0*673 

0*00928 

0*01317 

OOI34I 

248*6 

316*9 

254 1 

20*4 

0000948 

0*687 

0*01856 

0*02522 

0*2548 1 

216*6 

306*6 

146 

20*3 

0*001815 

0*688 

0*0464 

00637 

0*0621 

272*4 

13100 

32*8 

20*2 

0*004422 

0*704 


The reversal of liquid-transport with cupric-chloride solutions and the apparent 
discontinuity in the curve between dilutions 10 and 20 (see figure i A) are discussed 
on pp. 763, 764. 

The electro-^endosmotic effect of the parchment-paper diaphragm. In order to 
examine the electro-endosmotic effect of the parchment-paper diaphragm in the 
light of the classical theoryit is necessary to obtain values for the electro-endos- 

• H. C. Hepburn, Proc, Phys, Soc, 89 , 99 (1927). 

t H. Remy, Z. Electrochm. 29 , 365 (1923). 

t Helmholtz, Wied. Ann, 7 , 337 (1879). See also M. v. Smoluchowski^s monograph on electro- 
endosmosis in Graetz's Handhuch der Elektrizitdt und des Magnetismus, Bd. 2 (a), p. 366 (X914). 
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motic liquid-transport v produced by the application across the diaphragm of a 
constant potential difference. Subject to certain limitations discussed by the author 
in a former paper*, v is given by the following expression: 

v^K,{v,--H)X .(4). 

where Vf is the observed liquid-transport per faraday, H the electrolytic water- 
transport per faraday, A the specific conductivity of the electrolyte solution, and 
a constant. 



Dilution (litreIgram-equiv.) 

Figure i. Liquid-transport per faraday. An enlargement of the lower part of the 
CuClj curve appears in hgure lA. 

Equation (4) implies a proportionality between the specific conductivity A and 
the mean current 7 ,^ flowing through the diaphragm when a given voltage V is 
applied at the electrodes. Values of I^IXV are given in tables i and 2, column 9, 
and are seen to be practically constant over the concentration range o-oo5-n()rmal 
to 0*1-normal in the case of cupric-chloride solutions, and over the concentration 
range o*oo464-normal to o-o 1856-normal in the case of cupric-nitrate solutions. The 
somewhat lower values of ImIXV in the case of concentrations less than 0-005- 
normal (cupric chloride) or less than o-oo464-normal (cupric nitrate) suggest a 
diaphragm polarization effectf; the lower values in the case of o-2-normal, 0-5- 
normal and i*o-normal cupric-chloride solutions, however, appear to be due mainly 
to the effect referred to on pp. 757, 758 and not to diaphragm-polarization. 

H appears to be negative in the case of cupric-chloride solutions (see p. 764), 
interpolation of the curve of figure 3, which shows the relation between H and 
concentration, giving values for H which range from ~ 18-7 cm? in the case of 
o-0005-normal solution to — 22-9 cm? in the case of o-i-normal solution. The values 

* Proc. Phys, Soc, 48 , 534 (1931). 
t Ibid. 44 , 267 {1932). 
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of H thus obtained have been employed to compute the expression {Vf — Jff) A, 
which is plotted against concentration in figure 2 . It may be pointed out, however, 
that if a constant value for H is assumed over the concentration range 0 ‘ 0005 - 
normal to 0*1 -normal no material error is introduced. In the case of copper-sulphate 
solutions, the evidence adduced by the author* in a former paper suggests that H 
is here positive and approximately constant at concentrations not greater than 
i-normal. The expression for vjK^^ equation ( 4 ), appropriate to this case, viz. 
{Vf — 29 * 3 ) A, is also plotted in figure 2 for purposes of comparison. 



Figure 2. Liquid-transport per constant applied voltage across the diaphragm. Figure zA shows 
the rising branches of the curves in greater detail. 

Values of H are not available in the case of the cupric-nitrate solutions, the 
curve given in figure 2 for these solutions representing the expression «?/A; i.e. no 
correction is applied for the electrolytic water-transport. If, however, a correction 
is applied of the same magnitude as that appropriate to the cupric-chloride solutions 
or to the copper-sulphate solutions, the order of the rising branches of the three 
curves remains unchanged up to concentration 0 ‘ 005 -normal. 

The values of {Vf-- H)X (or of VfX in the case of the cupric-nitrate solutions) for 
concentrations o-oo 2 -normal (or o-ooi 856 -normal in the case of the cupric-nitrate 
solutions) and less lie in each case on the lower part of the rising branch of the 
curve, the possible disturbances produced by diaphragm polarization (see p. 760 ) 
apparently having little effect on the general form of the curves. 

• Proc, Phys. Soc. 43 , 533 (1931). 
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Variations in the form of the (e;, concentration) curve obtained with a given 
solution appear to arise when different specimens of parchment paper are employed 
as diaphragms, e.g. the curve obtained from the data of J. 0 , W. Barrett and A. B. 
Harris* * * § for solutions of cupric chloride differs from that given by the author^s 
results; see figure 2. These variations are probably attributable to differences in 
the electrolyte content, texture, etc., of the parchment paper employed; all the 
diaphragms employed in the present work were therefore cut from the same sample 
of parchment paper so as to ensure that the results obtained with different solutions 
should be strictly comparable. 

The curves of figure 2 show that Vy in each case, increases initially with increasing 
concentration, attains a maximum value, and then regularly decreases. In order to 
trace the factors which contribute to these maxima, it is convenient to examine the 
e relation between v and the mean surface density e of the charge on the walls of 
the parchment-paper diaphragm channels. This relation, according to the classical 
theory, is as follows: 

.( 5 ), 

8 where 8 is the effective thickness of the electrical double layer at the interface 

jfiCg, 7j diaphragm-solution, is a constant, and 7) is the viscosity coefficient, which may 

be regarded as a constant in the case of the dilute solutions here considered. 

It has not been found practicable, owing to experimental and other difficulties* 
to examine the dependence of 8 and e on the electrolyte concentration in the case of 
the parchment-paper discs employed in the present work; but the authorf has 
devised a method enabling such an examination to be made in the case of electro- 
endosmotic measurements with a powdered-glass diaphragm. This method, suitably 
modified, has since been employed by H. B. Bull and R. A. GortnerJ in the case of 
streaming-potential determinations with a cellulose diaphragm. The author obtained 
maxima in the {v, concentration) curves§, similar to those found in the present work 
(figure 2), in the case of the electro-endosmotic flow of aqueous solutions of potassium 
chloride, hydrochloric acid and barium chloride through powdered glass. There 
were also maxima in the (8, concentration) curves, but the diaphragm charge e 
increased with increasing concentration except in the case of solutions of potassium 
chloride, where a slight initial decrease followed by a regular increase appeared. 
I The results of Bull and Gortner are expressed in terms of the interfacial potential- 
difference of the electrical double layer, which is usually taken as proportional 
to V in the case of dilute solutions. Bull and Gortner find maxima in the case of 
the (5, concentration) curves relating to aqueous solutions of potassium chloride, 
sodium chloride, potassium carbonate and potassium sulphate. The corresponding 
(8, concentration) curves indicate that 8 decreases continuously with increasing 
concentration, except in the case of solutions of sodium chloride and potassium 

* Z. Elektrochem. 18 , 221 (1912). 

t Proc> Phys. Soc. 38 , 363 (1926); ibid. 89 , 99 (1927). 

t J. Phys. Chm. SB, 309 (1931). 

§ Values were plotted of the interfacial potential-difference of the electrical double layer, 
which was taken as proportional to v. 
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sulphate, where slight maxima appear. The maxima in the (J, concentration) curves 
were accompanied in all cases by regular increase in the diaphragm charge, this 
result corresponding with that obtained by the author with the powdered-glass 
diaphragms. Proceeding by analogy, it thus seems probable that the maxima in the 
{Vy concentration) curves, obtained in the present work with the parchment-paper 
diaphragms, arise from the simultaneous effect of increasing diaphragm charge 
and decreasing thickness of the electrical double layer, modified to some extent by 
initial increase in the latter quantity. In this connexion, it may be observed that 
cellulose appears to bear a closer relation to parchment paper than does powdered 
glass, and in the cases recorded by Bull and Gortner for cellulose the modifying 
factor referred to is not of great effect. 

The curves of figure 2, taking the values of v at concentration o* * * § oo5-normal, 
indicate the following order of the anions: 

SO4 > Cl > NO3. 

This order, which follows that of the well-known lyotropic series*, suggests also 
the order of adsorbability of the anions by the parchment-paper diaphragm. Such 
adsorption, which would tend to increase the initial negative charge of the dia- 
phragmf, would be consistent with the charging effect indicated by the (^, con¬ 
centration) curves relating to the cellulose and powdered-glass diaphragms. The 
series holds although the concentrations are expressed in gram-equivalents. The 
effect of the SO4" ion in producing initial increase in the value of as compared 
with the respective and approximately equal effects of the Cl' and NO3' ions, the 
common ion in each case being Cu", thus appears to be greater than would be 
explained by the influence of valency alone. 

The electrolytic water-transport, H. RemyJ and J. Baborovsky§, in the light of 
experimental evidence obtained with a considerable number of solutions, have 
concluded that the electro-endosmotic effect of a parchment-paper diaphragm may 
be neglected in the case of solutions of normal concentration. The liquid-transport 
obtained with normal cupric-chloride solution would thus be attributable wholly to 
electrolytic transference, i.e. Vfy table i, would represent the electroljrtic water- 
transport. The values of Vf over the concentration range i‘0-normal to o*i-normal 
lie on a smooth curve, figure 3, the direction of liquid flow over this range of 
concentrations being opposite to that relating to concentrations 0'05-normal and 
less. The values of Vf for the latter series of concentrations also plot into a smooth 
curve, which appears, however, to be entirely unconnected with the continuation 
of the curve of figure 3. It seems evident from figure 2 that the electro-endosmotic 
effect of the parchment-paper diaphragm is considerably less pronounced with 
cupric-chloride solutions than with copper-sulphate solutions, and in the latter 

• See H. Freundlich, Colloid and Capillary Chemistry, pp. 57, 58 (1926). 

t The direction of electro-endosmotic flow, i.e. from anode to cathode, indicates that the 
diaphragm is negatively charged. 

X Trans. Far, Soc, 23 , 383-385 (1927). See also H. C. Hepburn, Proc, Phys, Soc. 43 , 531-532 

(1930* 

§ Z. Phys. Chem. 129 , 129 (1927); Coll. Czech, Chem, Comm, 1, 315 (1929). 
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case the evidence adduced by the author in a former paper* * * § suggests that the effect 
referred to becomes negligible at a concentration slightly greater than o*2-normal. 
It therefore appears probable that the curve of figure 3, representing Vf for cupric- 
chloride solutions of concentrations normal to o*i-normal, may be accepted as 
giving an approximate indication of the electrolytic water-transport over this range 
of concentrations. 



Concentration (gram-equiv. jlitre) 

Fij?ure 3. Electrolytic water-transport with solutions of cupric chloride. 

Following the above, the reversal of liquid flow obtained with solutions of 
cupric chloride (i.e. a chloride of a bivalent cation) would be attributed to the effect 
of the electrolytic water-transport. In this connexion it is significant that the 
direction of liquid flow after reversal, i.e. from cathode to anode, is the same as 
that found by H. Remy and E. Manegoldf for all cases examined of normal 
solutions of chlorides of bivalent cationsj; on the other hand, the direction of liquid 
flow found for the cases of normal solutions of chlorides of univalent cations was 
from anode to cathode. The result appears to be due mainly to the greater pro¬ 
portion of Cr ions to cations in the case of solutions with bivalent cations, thus 
resulting in a preponderating electrolytic water-transport towards the anode in the 
latter case. 

The values obtained by Remy and Manegold§ for the electrolytic water-trans¬ 
port X (mol/faraday) in the case of normal solutions of magnesium chloride, calcium 
chloride, strontium chloride and barium chloride (all chlorides of bivalent cations), 
viz. o-o8, 0-20, 0-97 and 1*23 respectively, are somewhat lower than the value 1*821| 
obtained by the author for normal cupric-chloride solution. 
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§ Loc. cit. II ^ ^ Vy/i8-02, 32*8, table i. 
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ABSTRACT, A new form of capacity-meter is described which simplifies the comparison 
of capacities over a wide range of values. 

§1. THE RECTIFIER METHOD 

HE measurement of capacity in the new meter is based on the comparison 
of the impedance of the condenser under test with a calibrated standard 
impedance in a differential rectifier circuit described below, the balance 
being indicated by a d.-c. galvanometer. 

In the circuit shown in figure i an unknown condenser Cj and a standard 
condenser are each connected in series with a rectifier of bridge type, and placed 
in parallel on the same a.-c. supply. It can readily be seen that in this circuit 
there will be no deflection of the differential galvanometer G by the d.-c. currents 
of the rectifier bridges when the impedance of Cj is equal to that of Cg. This 
assumes that the two rectifiers are of equal efficiency, and that the leakage currents 
through the condensers are negligible in comparison with their displacement 
currents, an assumption which may usually be made. 


FiRure I. Figure 2. 

The high sensitivity obtained with a d.-c. galvanometer renders this type of 
bridge valuable for the comparison of air-dielectric condensers. The effect of 
leakage and inequality of the two rectifiers may be eliminated by the use of the 
substitution arrangement shown in figure 2. 

By a modification of the circuit it is possible to dispense with the differential 
galvanometer. One method is to connect the d.-c. circuits of the bridge rectifiers 
in direct opposition through a suitable galvanometer. With this arrangement, 
however, it is necessary to connect a resistance in shunt across each rectifier to 
protect it from damage. A more sensitive arrangement is shown in figure 3. In 
this circuit each bridge rectifier is replaced by two series—connected rectifier 
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elements, and the double-wave rectifiers thus formed are connected in opposition 
through a simple moving-coil galvanometer. The a.-c. lead from each comer of the 
bridge is connected through a stopping condenser C, to eliminate the short-circuit 
across the galvanometer. 


§2. THE RECTIFIER CAPACITY-METER 

A variable plate condenser with air dielectric forms a convenient continuously 
adjustable standard of capacity for this bridge. Its range, however, is limited to 
capacities of the order of a few hundred /lit/LtF. This difficulty has been overcome in 
the capacity-meter by connecting the condenser under test to the rectifier bridge 
through a multi-ratio single-wound current-transformer, in order to provide a 
number of ranges of capacity. 



The schematic circuit diagram of the instmment is shown in figure 4. The 
rectifier bridge is used in the same form as in figure 3 and the capacity Q under 
test is connected to the bridge through the tapped transformer . The standard 
condenser Cg has a maximum capacity of approximately 1200 /x/xF., and is connected 
to the bridge by a second transformer This steps up the current which is 
applied to the rectifier bridge in the ratio of approximately 3:1 so that the rectifiers 
work over a better part of their characteristic; this arrangement gives increased 
sensitivity and reduces the temperature coefficient of the rectifiers. To equalize 
the circuit, is connected to the bridge from a tapping which provides a similar 
ratio. 

A small variable condenser C3 is connected between the end of and the supply, 
to provide a convenient means of balancing the minimum capacity of C2, and 
allows the capacity scale to be calibrated down to zero. This condenser also forms a 
convenient means of compensating for the capacity of the leads connecting the 
meter to the capacity under test. Thus if a preliminary balance is made by adjusting 
C3 with one of the leads disconnected close to the test condenser, while the index 
of C2 is on the zero of the scale, the capacity of the leads will be eliminated from 
any subsequent measurement. 
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The meter is fed from the supply mains by an insulating transformer which 
steps down the voltage across the condenser under test to approximately 100. A 
number of protective resistances which are not shown in figure 4 are introduced 
into the supply circuit by a switch mechanically coupled to the range switch, which 
selects the tapping on the transformer Tj. These protect the instrument from 
damage in the event of the leads to Q being short circuited. 

The instrument as manufactured has a scale approximately 300 mm. in length, 
and is calibrated from zero to 1*2 /xF. Eight ranges are provided having multiplying 
factors of o-ooi, 0*005, 0*05, o-i, 0*5, i and 2. Thus it is possible to cover 

a range of capacities from 5 /x/xF. to 2*4 /lxF. Balance is indicated by a convenient 
self-contained d.-c. pointer galvanometer, which also indicates the direction of the 
out of balance capacity. The sensitivity is sufficient to show a departure from 
balance of one part in 1000 when the instrument is working over the upper part 
of the calibrated scale. The meter is normally arranged for an a.-c. supply voltage 
of 240 volts at 50 cycles per second, and its calibration is not changed by more 
than 0*3 per cent by a change in voltage of 25 per cent. In its present form, the 
calibration is accurate to at least 0*5 per cent of full scale reading, or i per cent of 
any reading above 0-2 on the scale. 

The operation of the meter is extremely simple, and the use of a pointer moving 
over the calibrated scale renders the instrument particularly suitable for use under 
industrial conditions. For repetition work, maximum and minimum limits can 
readily be marked on the scale, making it unnecessary for the operator to read the 
actual value of the capacity. 

The range of capacities on this model have been chosen to cover the normal 
requirements of industry. It is possible, however, to construct other models having 
ranges above or below these values. Thus, for instance, a special instrument could 
be arranged to give full scale for 100 fx/xF., or the upper end of the range could be 
extended to 12 or 24 /xF. 
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ABSTRACT, In §§ i to 6 a lattice, new so far as the hydrogen-ion positions are con¬ 
cerned, and based on the oxygen positions previously determined by Barnes, is proposed for 
ice. The structure contains the units H+ and the latter built so that three hydrogen 

ions lie at the corners of an equilateral triangle in the plane midway between, and per¬ 
pendicular to, the line of centres of the two oxygen ions. It consists of neutral chains 
extending parallel to the c axis and arranged about one another in a manner consistent 
with the symmetry and oxygen-position requirements. Large polarization effects arise, 
and reasons are given why a lattice in which they are produced is preferred to a co¬ 
ordination structure in which they are absent. The structure provides dihydrol as the 
polymer occurring in both ice and water, evidence for whose existence has arisen from 
various sources; and by means of a reasonable postulate in regard to the stability of the 
If-gOg ion in the crystal, and in clusters of dihydrol occurring in the liquid, it allows a 
qualitative explanation to be given of many of the abnormal properties of water and ice. 

In § 7 the model is used to calculate the angle 6 between the c axis and the line joining 
an oxygen with a hydrogen ion in the unit, both when the unit is within the lattice 

and when it is within dihydrol regarded as isolated. The calculations are not exact, but 
indicate that 6 ^ 30° to within a few degrees when the unit is in the lattice. The effect 
of the lattice on 6 is shown to be small (several degrees), whereas the effect on the polari¬ 
zation of the oxygen is large and is such as to increase it nearly threefold over its value for 
isolated dihydrol. Use is made of this fact in accounting for the stability of dihydrol in the 
crystal lattice. 


§1. INTRODUCTION 

T hh abnormal properties of ice and water have received the attention of 
various workers for many years*. Many of the anomalies such as the 
abnormal temperature variation of the specific heat of the liquid, the 
lowering of the freezing-point with pressure, and the existence of a point of 
maximum density, have been explained by the hypothesis which supposes the 
liquid to be a mixture of simple HgO molecules and polymers of these, a mixture 
that freezes into a solid in which the highest polymers appear as units. In order to 
explain the facts for the liquid the polymers have been assumed to be in tem¬ 
perature equilibrium with the simple molecules, to occupy more space than their 
constituent simple parts separately, and to require the addition of energy to dis¬ 
sociate them. Their existence has also been regarded, until fairly recently!, as 

• See H. M. Chadwell, Chem. Rev, 4 , 375 (1927) for review of the literature and bibliography, 
t G. G. Longinescu, Chem. Rev. 6, 381 (1929). 
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affording a reason why water fails to obey many of the empirical relations con¬ 
necting molecular weights with boiling-points, freezing-points and surface tension, 
relations which are obeyed by the so-called normal liquids. 

Recent spectroscopic studies of liquid water have offered evidence for the 
existence of polymers of a different nature. The discovery through the Raman 
effect of bands which vanish with increasing temperature and with the addition of 
an acid'"', the occurrence of infra-red absorption bands in the liquid and solid states 
which are absent in the vapourf, and the abnormal shifts of other bands which 
occur upon the addition of an acid J offer significant support for existence of aggre¬ 
gates, aggregates which may be called molecules in the strictest sense. To this 
evidence should be added the results of X-ray diffraction studies in liquid water §, 
although their complete interpretation is not yet clear. 

Suggestions have been made from time to time in regard to the nature of the 
polymers, but nothing definite seems to be known. For the liquid, mono-, di- and 
tri-hydrol have been assumed to exist, but any direct evidence for these assumptions 
has been lacking. For ice a suggestion has been made that it is composed of tri- 
hydrol, but so far no critical examination of the available X-ray data has been 
carried out to see whether such a unit can exist. In fact, the only lattice which has 
been proposed for ice as yet is ionic in character and does not contain a complex 
unit of any sort. 

It is the purpose of this paper to show that on the basis of the present X-ray 
data on the crystal structure of ice a new lattice can be proposed which will account 
for the existence of a polymer, and which with the use of a reasonable postulate in 
regard to stability will also account, qualitatively, for many of the abnormal 
properties of both ice and water. 


§2. THE BARNES LATTICE 

The la^ice positions of the diffracting centres in ice under normal conditions 
have been determined by Barnes || in such a thorough piece of work that there can 
be no doubt that the lattice given by him is correct, so far as the positions of the 
oxygen ions are concerned. Reasons are given by him for supposing the centres to be 
oxygen ions, and they are so considered here. The oxygen lattice has the hexagonal 
or trigonal symmetry of the space groups Djh or Djh. There are four oxygens in a 
unit cell; each has a trigonal axis through it parallel to the singular axis, and each 
is at the centre of a tetrahedron whose comers are formed by other oxygen ions. 
The black spheres in figures i and 2 represent such a lattice. If a linear chain of 
these parallel to the c axis is examined, it will be seen to consist of ions spaced by 
alternate long and short intervals. 

* E. H. L. Meyer, Phys. Z. 80 , 170 (1929); E. L. Kinsey, Phyis. Rev. 86, 284 (1930). 

t J. W. Ellis, Phys. Rev. 88, 693 (1931). 

t E. L. Kinsey and J. W. Ellis, Phys. Rev. 86, 603 (1930). 

§ G. W. Stewart, Phys. Rev. 87 , 9 (1931); H. H. Meyer, Ann. d. Phys. 6, 6, 701 (1930). 

11 W. H. Barnes, Proc. R.S. A, 126 , 670 (1929). 
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The X-ray data furnished no information in regard to the positions of the 
hydrogens, and therefore Barnes was forced to assume positions for them which 
not only preserved the symmetry of the lattice but appeared reasonable. The lattice 
selected was a co-ordination one in which a hydrogen ion was placed at the mid 
point of each line joining a central oxygen ion with one at the corners of the sur¬ 
rounding tetrahedron. This choice brings one hydrogen ion into the middle of the 
short interval between oxygen ions along the c axis. An alternative arrangement 
which had to be considered, since the X-ray analysis failed to distinguish between 
the space groups Z)Jh and Djh, was obtained by rotating the three hydrogen ions 
lying in the basal planes about the c axis, so that they moved off the lines joining 
the two adjacent oxygen ions. But Barnes considered the first arrangement to be 
the more probable. 

§3. OBJECTIONS TO A PURE CO-ORDINATION LATTICE 

There appear to be various objections to a lattice of the type just described. In 
the first place, so far as we know, substances known to have a co-ordination lattice, 
and whose liquids have been studied, form electrically-conducting liquids. The alkali 
halides are typical examples. On the other hand, the crystal structures of substances 
which form non-conducting liquids seem to be of the non-coordination type. It 
therefore does not appear likely that a non-conducting liquid such as water will 
freeze into a pure co-ordination lattice in which the units are ions that are extremely 
difficult to separate. 

In the second place, the melting-points of substances having co-ordination 
lattices are high, in most cases hundreds of degrees higher than the melting-point 
of ice. It is true that those for the halogen hydrides are low, but these substances 
in many respects are quite different from the salt-like bodies which possess co¬ 
ordination lattices. They arc known to be poor conductors as liquids, and, for the 
reasons being set forth for water, they too may not possess co-ordination lattices. 

In the third place considerations arise which lead one to suspect tj^at a lattice 
will be formed in which there will be strong polarization. Hund*, in a discussion 
of the cadmium-iodide type of lattice (layer lattice) in which the iodine ion is 
strongly polarized because it is iinsymmetrically surrounded by cadmium ions, sets 
forth the conditions which favour the existence of polarization. He shows that for 
the cadmium-iodide type the lattice energy is larger for the layer lattice than for a 
co-ordination structure, and that the energy increases with the ratio a/r^, where a is 
the polarizability and r is the ionic distance. Thus, layer lattices are more stable 
energetically than co-ordination ones in cases where a is large and r is small. In 
the ice lattice, for reasonable positions of the hydrogen ions, the oxygen-oxygen 
distances require very small oxygen-hydrogen distances. In the Barnes lattice, for 
example, if the oxygen-ion radius is taken as 1*32 A.f , that for the hydrogen ion 
becomes o*o8 A., and if the value 1-40 A. of PaulingJ is taken, no room at all is 

* F. Hund, Z.f. Phys, 84 , 833 (1925). 

t See V. M. Goldschmidt, Tram, Faraday Soc. 26 , 253 (i929)« 
t L. Pauling, Proc. R.S, A, 114 , 181 (1927)- 
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left for the proton. Such a close approach of two ions is not known for any lattice 
yet examined, so far as the authors know. The lithium cation is next smallest with 
a radius of o-8 A. It is evident that the slightest departure from a co-ordination 
arrangement, where such small distances are involved, will result in strong polarizing 
fields. In addition, the oxygen ion itself has a substantial polarizability, so that the 
two conditions necessary for the formation of some type of ** layer or chain'' lattice 
are certainly present. 

In the fourth place, a consideration of the series AgjO, CU2O, Li20, H2O 
shows that the large difference in properties between the first three and water will 
require some fundamental change in the type of lattice. The first three have cubic 
co-ordination lattices. Table i* indicates the extent of the dissimilarity expected. 

Table i 



Radius ratio 

Radius sum 

AgiO 

0-855 

2*45 

Cu ,0 I 

0727 

2-28 

LijO 1 

1 0591 

2*16 

H2O (Bames*s lattice) . | 

o*o6i 

1*40 


Through suggestions of this sort we have been led to look for a lattice more like 
the layer type than the co-ordination type, i.e. for one in which strong polarization 
can occur. 


§4. THE PROPOSED NEW ICE LATTICE 

A consideration of Barnes's oxygen lattice will show that another arrangement 
of hydrogen ions, different from any of those mentioned by him, is possible. If the 
hydrogen ions are placed in the symmetry plane which passes midway between the 
oxygen ions and is perpendicular to the c axis, in such a way that three of them form 
an equilateral triangle whose centre lies at the mid point of the short oxygen-interval 
and upon one of the c axis chains, and a fourth, to be designated as the “singular 
hydrogen ion," is placed on the c axis chain at the mid point of the long oxygen- 
interval, all of the symmetry requirements of the lattice are still obeyed, and the 
proper number of hydrogen ions is provided. Figures i and 2 represent a model 
built in this way, in which the black and white spheres represent oxygen and 
hydrogen ions respectively. The three hydrogen ions which form triangles in the 
basal planes will be referred to as type T hydrogen ions. Planes of symmetry 
parallel to the basal plane and trigonal axes parallel to the c axis are still preserved. 
Equally spaced basal planes may be drawn such that every alternate one contains 
hydrogen ions, and the others locate two oxygen planes close together, as can be 
seen in figure 2. 

A more significant view is provided by considering a chain of oxygen ions 
parallel to the c axis. If the double-pyramidal group H3O2 is regarded as a unit, 
any one chain is seen to be a column of such groups and H ^ ions alternately spaced. 
Moreover if the group H“302. H ^ is regarded as a dipole it is seen to be surrounded 
pHYs.soc xlv,6 so 
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laterally by three others pointing oppositely, while along the c axis the dipoles are 
strung end to end. The whole lattice may be described as a cluster of linear chaixw of 
dipole dihydrol units. But it is not safe to carry this view too far, for it is obvious 
that because of its symmetrical position half way between two H”"302 groups, a 


t i ♦ * • • 

4 r # 


9 :^ ■ 





Figure i B. 


Figure i A. 

Figure i. Four c axis chains of proposed ice lattice. view of model perpendicular to c axis; B, view 
of model along c axis. White and black spheres represent centres of hydrogen and oxygen ions 
respectively. 


ifii •' 



Figure 2 A, Figure 2B. 

Figure 2, Extended model ot ice lattice. A^ basal planes; B, hexagonal structure. 

singular hydrogen ion cannot be associated definitely with any one of them, at 
least in the lattice at equilibrium. However, in what follows, it will be convenient 
on occasion to regard the dihydrol group (H+.H-gOg) as a unit whose properties 
may be examined. 

It is evident that because of the unsymmetrical environment of hydrogens the 
oxygen ions are now in electric fields directed along the c axis toward the singular 
hydrogen, and that polarization of the ions in this direction will result. 
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§5. POSTULATE OF A LIMIT OF STABLE APPROACH 
FOR THE SINGULAR HYDROGEN 

It is not possible to fix through symmetry restrictions alone either the orientation 
of the triangle of three hydrogens or its size, but through certain assumptions in 
regard to the crystal forces involved some idea of the order of magnitude of the 
angle 6 between the c axis and the line from an oxygen to a hydrogen of the triangle, 
as well as of the orientation of the triangle, may be obtained. These considerations 
are given in § 7. They show that an angle within a few degrees of 30° is reasonable. 
They also show that the orientation of the triangle given in figure i .4 is probably 
the stable one. If these results are assumed, the oxygen-singular-hydrogen distance 
of 2-32 A. is about 1*4 times the oxygen-T-hydrogen distance of i*6i A. If the 
T hydrogens are regarded as spheres resting upon the surface of an oxygen ion of 
radius 1*40 A. (or 1*32 A.), the radius of the hydrogen ion becomes about 0-21 A. 
(or 0*29 A.). The singular hydrogen ion is then not in contact with an oxygen ion, 
but is held in equilibrium away from it by electrostatic forces which are due partly 
to the ionic charges of the H-gOg group and partly to the polarization of the sur¬ 
rounding oxygen ions. The interval between the surfaces of the two ions is 0-71 A. 
When the dihydrol unit is removed from the lattice these forces of repulsion become 
smaller*, for the effect of the neighbouring ions is to increase the oxygen polari¬ 
zation and hence to increase these repulsive forces. If they are weakened the 
singular hydrogen will approach the H'gOg group. The absence of evidence for the 
existence of dihydrol in the vapour state indicates that its stability in the solid and 
liquid depends upon a repulsive force sufficient to maintain a minimum singular- 
hydrogen-HgOg distance of approach. We have been led, therefore, to make the 
following postulate, A critical distance of approach between the singular hydrogen 
and HgOg groups exists such that when the approach is smallery the dihydrol unit is 
unstable and spontaneously dissociates into two simple HgO molecules. Stability of the 
unit in the crystal is produced by increased polarization forces which result from 
the fields of the surrounding ions; and these fields maintain the singular hydrogen 
at distances from the H-gOg group larger than the critical distance of approach. 
Electric fields are present in liquid water also, so that if the same unit exists there 
(and from the optical evidence it is reasonable to suppose that it doesf) its stability 
is maintained by large polarization in the same way. 

The ability of the postulate to provide those properties for polymers which it 
has always been necessary to assume in order to account qualitatively for some of 
the abnormalities of water is immediately evident. It will be of interest to consider 
briefly some of these abnormalities. 

• Cf. § 7. t J- W. Ellis, Phys, Rev, 38 , 693 (i93i)* 
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§6. SOME PROPERTIES OF ICE AND WATER FROM 
THE POINT OF VIEW OF THE PROPOSED LATTICE 

Since the lattice is rendered unstable by any factors which cause too close an 
approach of the units along the c axis, increased pressure should produce a lowering 
of the lattice melting-point. Thus, the lattice provides for this well-known property 
of ice. Melting may be regarded as a destruction of the lattice due, primarily, to 
too close an approach of the singular hydrogen and HgOg groups, resulting in a 
liquid which is a mixture of mono- and di-hydrol in temperature equilibrium. 

The occurrence of a point of maximum density may be explained in the usual 
way. As the temperature rises from o° an increase in dissociation of the more 
voluminous dihydrols into the more compact monohydrols will arise superposed 
upon a decrease in density caused by the increased temperature motion. These 
opposing effects will result in a point of maximum density which, according to the 
model, should shift to lower temperatures as the pressure is increased. This shift 
is another well-known behaviour of liquid water*. 

The increase in compressibility of ice, which within certain limits occurs 
instead of the usual decrease as the pressure is increased*, can also be accounted 
for. Under those pressures for which the dihydrol lattice is stable, closer approach 
of the units along the c axis weakens the crystal repulsive forces, since unstable 
positions are being approached. The form of the potential-energy curve postulated 
for the dihydrol group, regarded as a diatomic molecule in the crystal lattice^ serves to 
show this effect, figure 3. The compressibility is large in the regions near the limits 
of stability. 



Under sufficiently high pressures the lattice should disintegrate whatever the 
temperature. That ice behaves in this way is well known from Bridgman’s work*. 
But the phenomena are not simple, as is shown by the existence of the many different 
modifications of ice. What is significant is that at the highest pressures all the 
properties of ice become normal, a point which Bridgman has emphasized. From 
the present point of view we may regard this as due to a transformation by stages 
from the dihydrol chain type of lattice to one completely regular in its behaviour, 
perhaps to one of co-ordination type such as Barnes suggested. 

It should be mentioned also that the existence of a minimum in the specific-heat 
curve for water, and its displacement by pressure to lower temperatures, are 

* P. W. Bridgman, Proc. Am* Acad* Arts and Set, 47 , 441 (1911-12). 
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accounted for in Nernst*s usual way, since the dihydrol discussed here requires 
energy to dissociate it in the lattice. 

There are other properties which it is profitable to consider from this point of 
view, but since they have to do with absorption and Raman scattering in water and 
acid mixtures they will be discussed elsewhere. 

§7. CALCULATIONS 

To obtain some idea of the probable equilibrium configuration of the HgO, 
anion in the crystal lattice, it is convenient to treat the group as isolated, and then 
to determine the modifications which arise when it is introduced into the lattice. 
Three types of field are recognized as being effective, namely electrostatic fields 
due to the ionic charges, polarization fields due to the polarization of the oxygen 
ions, and repulsive fields, regarded as non-electrical, acting between the hydrogen 
ions and oxygen ions. For simplicity the calculation will at first involve only the 
ionic and repulsive forces between oxygen and hydrogen ions. A second calculation 
will take into account the polarization forces together with the effect of the lattice. 



F'ij^urc 4. unit-. Large circle.s represent oxygen ions, small circles hydrogen ions. 

Calculation of the angle d for the isolated H'-gOg ion. Since at equilibrium the 
forces in the plane of the triangle ABC, figure 4, on any one hydrogen ion and 
directed toward the c axis vanish, 

e^ 

^ „ sin 0 - F (r„) sin to — o-=o .(i), 

tan® 6 cos 30 '' 

where e is the electronic charge, F (r#) is the value of the repulsive force between 
hydrogen and oxygen ions at equilibrium, and the other symbols are as represented 
in the figure. 


e,F{r,) 

h,d 
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Similarly, the forces along the c axis on an oxygen ion and directed toward the 
centre of the H3O2 group must vanish at equilibrium, giving 

cos « - - 3F (fo) cos = 0 .(2). 

From equations (i) and (2) a single equation for 6 can be obtained: 

+ I = j^-~ ^ .(3)> 

where cos 0 . This may be solved by calculating the quantities 

and settingjVi - From table 2, the solution is seen to be 0 ^ 37°. 


Table 2 


e 

yi 

.V2 

3’2 “ .V, 

30 

916 

490 

- 4 54 

31 

800 

478 

- 3‘22 

32 

Til 

4*66 

- 2-51 

33 

6-31 

4-54 

- 1*86 

34 

5-64 

4-42 

- 1-22 

35 

4*98 

4-30 

0'68 

36 

451 

4‘i8 

“ 0-33 

37 

4-06 

4*o6 

O'OO 

40 

298 

3-70 

+ 072 

50 

1*03 

3.29 

+ 2*26 


Effect of the lattice and the polarization forces. For the calculations which follow 
it is necessary to choose an orientation about the r axis for the triangle of three 
hydrogen ions. It has been assumed such that any side of the triangle is opposite 
one of the three surrounding chains, i.e., the vertices point symmetrically between 
any two of these chains. It is evident that this is one of two positions in which 
the torque on the HgOg group, considered as a rigid body, is zero. A 60° rotation 
about the c axis gives the other position. Considering the effects of only the six 
immediately surrounding oxygens and the three surrounding singular hydrogens, 
it can be shown that the first position is stable and the second unstable. The cal¬ 
culation Is the elementary one of considering the derivative of the torque in respect 
to the angle of orientation. Polarization fields have been neglected, so that the 
value of this result lies principally in indicating that the orientation used is the 
more likely of the two, for contributions to the torque due to polarization may be 
expected to be small. 

The effect of the lattice and the polarization fields will be represented by two 
terms; c^e'^, the force on a hydrogen of the triangular group, in the plane of the 
triangle and directed away from its centre; and the force on an oxygen ion 
parallel to the c axis and directed away from the centre of the H^gOa group. These 


^2 
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must be subtracted from the left-hand sides of equations (i) and (2) respectively, 


which become 

cos* e,me-F (r„)sin 6 - =0 .(4), 

^co8»fl-|j-3F(ro)cose-Cte* = o (5). 

In these equations r,, has been replaced by A/cos 6 . As before, a single equation 
may be obtained; 

+ ^ .( 6 ). 

where ^ = A* (3ri cos 0 — c*) .(7). g 

The solution is that value of x which satisfies 

yt-yi = g ( 8 ). 


The terms Ci and C2 contain (i) charge and polarization effects of the lattice, 
and (2) polarization effects of the H’sOa unit itself. So far as the angle 0 is concerned 
the lattice effect is small (as is seen in what follows), so that its variation with 0 
has been disregarded. It has been calculated for a fixed angle of 36°. For the 
polarization effects in the unit, however, variations in 0 become important. The 
terms are therefore functions of 0 and are obtained for a series of 0 values by cal¬ 
culating the inverse-square fields at an oxygen and a hydrogen of the triangle due to 
the surrounding charges and to the oxygen dipoles of polarizability a. The cal¬ 
culation is only approximate but has considered, in addition to the effect of a 
group’s own chain, the effect of the first three and the next six surrounding chains. 
The smallness of this correction makes it of little value to extend the calculation 
further. Similar ions are arranged into sets, and the effect of each set is expressed 
by a series whose terms grow rapidly smaller. The effects neglected are of the order 


of a few per cent of the terms used. 

For a field F at an oxygen dipole the terms become F 

Cl = 0'Oo88 - (0*0491 — M) olF .(9), 

Cg ^ 0*091 -f (0*0234 ~ ^ i ) f 0*158 .(10), 


where M = 2*90 sin 0 cos* 0 , Ni ^ 1*45 (3 cos^ ^ — i) cos® 0 , and these terms re- Af, JV^ 
present the effect on a hydrogen ion of the polarization forces arising within the 
unit, and the effect of the triangle of three hydrogens on an oxygen dipole, re¬ 
spectively. The field F is given by 

p^K- 0*255 0-0507 oF .(ii), 

where K ^ 1*53 cos® 0 and represents the effect of the triangle of three hydrogens. K 
Values for these quantities are obtained by using Pauling’s calculated value of 
the mol refraction, R = 9*88, for the oxygen ion*. Since the polarizabilities of 
many ions in crystals have been found to be less than the values calculated for the 
free ions, we may regard this as an upper limit for af. 


* L. Pauling, Proc . R . S . A, 114 , 181 (1927). 
t H, Heckman, Z . f . Phys , 81 , 219 (1925). 











778 E. L. Kinsey and O. L. Sponsler 

From the relation R== ^ irNx, where N is Avogadro’s number, the value 

a ^ 3*9 y io“®^ cm? 

is obtained. For convenience a is expressed in units of io“*^ cm?, and the field F 
in units of io^®e.s.u. These arc the units used in equations (9), (10) and (ii). 
Table 3 gives the values of the quantities Ti, rg, (jg — 3^1), and F as functions of 
0 , Tj and €2 are expressed in units of 10^®. 


Table 3 


0 



g 

(Vii - >’i) 

F 

27“ 

— 

— 

— 

7-85 

0-67 

28 

- 2 03 

- 2*35 

5*97 

- 6-34 

29 

- 1*95 

- 2-12 

5*86 

- S18 

0-65 

30 

- 1-84 

- 1-87 

572 1 

1 - 4 54 

0-62 

31 1 

- I 83 1 

- I 64 1 

- 5*97 

3 22 

OS9 


Columns four and five show that for g to be equal to (V2~^JVi)» which is the 
condition for equilibrium, 6 must be, approximately, 28°. 

The reduction from 37®, the angle for the isolated group, is due to the effect 
of the lattice and to the oxygen polarization. Since it is of interest to separate these 
two effects, calculations for 0 , which include in every case the polarization effects, 
have been made for the following cases: (i) the H-jOg group isolated, (2) the group 
H‘302 on its chain and surrounded by three neighbouring chains, (3) the group on 
its chain surrounded by the first three and the next six chains, and (4) the group 
(H20)2 isolated. The results are shown in table 4. 

Table 4 



e 

F 

H ,0, isolated 

28^ 

0 54 

H",02 f- 3 chains 

27 

078 

H 3O2 + 3 H 6 chains 

28 

0*67 

(HgO), isolated 


0-24 


By comparison of the first three rows of the table, the effect of the lattice on 0 
is seen to be negligible. The polarizing field F, however, exhibits a greater variation. 
Rows three and four show that when the dihydrol group, (HgOjg, is in the lattice, 
the field F approaches nearly three times the value of the field when the group is 
isolated. Further, a simple calculation, using Pauling’s value of the polarizability, 
shows that the small value of F for the isolated dihydrol is not sufficient to prevent 
the singular hydrogen ion from approaching and actually resting upon the surface 
of the oxygen ion. The model, therefore, is in accord with the view presented in 
previous sections, that the oxygen-singular-hydrogen separation is maintained only 
by forces which arise within the lattice. 

The effect of a non-electrical repulsive force between the two oxygen ions so 
far has been omitted. Since they are in contact if Pauling’s value for the oxygen ion 
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radius is assumed, it is reasonable to suppose that such a force exists. If it does, it 
will affect the term only, and in such a way as to maTce it larger; and since this 
term is always negative its absolute value will be smaller. This will make the absolute 
value of g larger, as a glance at equation (7) shows, and hence will decrease the 
angle d below 28°. 

We may conclude, therefore, that an upper limit of 37° for B is reasonable, and 
that the angle is more likely to be nearer 30® than 37*^. 


§8. CONCLUSION 

The foregoing remarks show that a lattice may be assumed for ice which accounts 
in a very reasonable way for the existence of a complex group in both the solid and 
the liquid states. The solid is regarded as a lattice of two types of ions, the H cation 
and the complex double pyramidal anion H3O2, which form neutral chains parallel 
to the c axis. At the melting-point, a temperature lower than that required to cause 
the ionic dissociation H+-f H'aOg, a re-arrangement of hydrogen 

ions, of such a character as to produce large numbers of single water molecules, 
occurs. These will exist in temperature equilibrium with the remaining dihydrol, 
which is prevented from dissociating by the fields that are still present in the 
liquid. It cannot be supposed, however, that the true state of the liquid is com¬ 
pletely represented by so simple a picture. Clusters of variable size of the two types 
of molecules no doubt are the mobile units. In fact, the X-ray diffraction pheno¬ 
mena point to the existence of a kind of orderly clustering which may follow the 
crystalline arrangement. The significance of the view presented lies in the fact that 
a structure of ice can be assumed which is compatible with the X-ray data, admits 
of the existence of a polymer, and can provide for many of the abnormalities 
exhibited by the substance. 
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THE BAND SPECTRUM OF TIN OXIDE 

By F, C. CONNELLY, A.R.C.S., B.Sc., D.LC. 

Imperial College, South Kensington 

Communicated hy Prof, A, Fowler^ F.R,S,^July 14, 1933 

ABSTRACT, The spectrum of SnO has been produced by a flame source which offers 
considerable advantages over the arc previously used by Mahanti, and the spectrum has 
also been obtained in absorption. Experimental evidence has been secured confirming that 
the emitting molecule is SnO. The vibrational analysis of Mahanti’s A system has been 
extended to v' 8, and approximate values of the vibrational constants have been cal¬ 
culated from the band-head data. The lower electronic level of this system has been shown 
to be the ground state. It is doubtful whether the so-called B and C systems actually 
exist as separate systems. 

§1. INTRODUCTION 

T he spectrum of tin oxide, SnO, consists of well-marked bands degraded to 
the red, and extends through the blue and near ultra-violet. The bands were 
observed by Eder and Valenta* in the oxy-coal-gas flame spectra of tin 
sulphide and tin chloride, and afterwards in the arc spectrum of metallic tin on 
carbon poles by Mahantif, Mahanti measured the band heads on photographs of 
the tin arc in air, and arranged many of them in three systems which he designated 
Ay B and C, The principal bands all fall into the A system, the B and C systems 
being only fragmentary. 

The use of the arc, however, has the disadvantage that the accompanying line 
spectrum of tin and bands of CN and tend to obscure the oxide bands; and a 
further difficulty arises from the great extension of individual bands, due to the 
high temperature of the source, the tails of the stronger bands overlapping and 
covering the weaker heads. 

The aim of the present investigation was to record the positions of the band 
heads as completely as possible by the use of a flame, and to extend the vibrational 
analysis of the spectrum. 

§2. THE MOLECULE EMITTING THE SPECTRUM 

Mahanti attributed the spectrum to the oxide molecule SnO, after eliminating 
the possibility of its being due to SnH or Sn2. Analysis of the bands has shown 
that the molecule SnH must be ruled out, but some doubt was felt as to whether 
Sn2 might not be the molecule concerned. Mahanti considered this improbable 
for two reasons: firstly, on account of the occurrence of the bands when tin salts 
were heated in the strongly oxidizing flame; and secondly because he saw no 
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t Z,f, Phys, 68 , 1 14 (1931). 
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alternations of intensity in the lines of a given branch of those bands which he 
could observe under high dispersion. Such alternations would be visible if the 
molecule were symmetrical. 

In the present work, however, the source has been a reducing flame of hydrogen 
containing stannic-chloride vapour. This flame contains a considerable quantity of 
metallic tin vapour, which will readily condense on any cold body held in the 
flame. The first reason given by Mahanti therefore carries little weight, as the 
spectrum is obtainable from both oxidizing and reducing flames. 

As regards the alternations of intensity, careful examination of the (i, o) and 
(2, o) bands does suggest some such alternations in lines of the same branch, but 
the dispersion in the first order of the lo-ft. grating is not sufficient to make it 
quite certain that the variations are not due to overlapping. 

It was therefore considered desirable to obtain further experimental evidence 
with regard to the molecule emitting these bands. Accordingly an enclosed arc 
chamber was set up, in which an arc could be maintained in gases other than air, 
at either atmospheric pressure or reduced pressures. Owing to the low melting- 
point of tin, solid rods of the metal could not be used in the usual way. The lower 
pole was an iron cup 2 \ cm. in diameter and containing the tin, which became 
molten when the arc was struck; while the upper pole was a hollow copper rod, 
cooled right up to the tip by running water. In operation, the copper became 
covered with a layer of tin condensed from the arc, so that copper lines were only 
faintly visible. 

The characteristic hands were readily obtained when air was used in the arc 
chamber. After careful removal of all oxide from the poles, hydrogen was intro¬ 
duced into the chamber, but it was not found possible to obtain the bands in this 
gas although different pressures were used. Negative results were also obtained 
when nitrogen was used. It must therefore be considered extremely probable that 
SnO is the molecule concerned, since oxygen appears to be necessary for the pro¬ 
duction of the spectrum. 


§3. THE LIGHT-SOURCE 

The light-source first employed in the present work was a hydrogen flame 
burning in air at a silica jet. The hydrogen was taken from a cylinder and was 
passed through a Wolffs bottle containing anhydrous stannic chloride, SnCl4. It 
was not necessary, or indeed desirable, actually to bubble the gas through the 
liquid, as a sufficient quantity of vapour became mixed with the hydrogen when 
this was simply passed over the surface of the liquid in the bottle. 

The flame obtained in this way is bright blue in colour and has a faint yellow 
centre, presumably due to the emission of continuous radiation from heated particles 
of oxide in the solid state. In the outer parts of the flame the temperature is 
sufficiently high to vaporize the solid. In later experiments, made for the purpose 
of studying the absorption spectrum of the flame, nitrogen was mixed with the 
hydrogen to reduce the temperature, and it was then observed that the yellow 
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central portion rose through the outer blue region and appeared above the rest of 
the flame. Photographs of the flames with hydrogen alone and with hydrogen- 
nitrogen mixture are shown at (^), {h) in the plate. 

These flames have a peculiar appearance and it is probable that an examination 
of their structure would yield useful information on the chemical changes involved 
in flame reactions’’*'. 

The flame spectrum obtained in this way was notably free from superposed 
impurities, only a faint trace of the OH band at A 3064 being visible on a strongly 
exposed plate. Lines of tin were entirely absent, but it is interesting to note, in 
view of the possibility of the bands being due to Sug, that the resonance lines of 
tin at AA 2863*3 and 2840 0 appeared in the absorption spectrum of the same flame 
as described later. With spectrographs of moderate dispersion the exposures were 
not unduly long, half an hour being sufficient to obtain a strong plate on the 
Hilger E 2 quartz spectrograph. 



The source was made very much brighter by passing a high-tension a.-c. arc 
through the flame, between water-cooled hollow iron pole-pieces about i to i cm. 
apart. The arc was fed by a transformer supplying about 0*2 ampere at 5000 volts. 
The increased luminosity was not confined to the region of the flame directly 
between the poles, but extended over a crescent-shaped area above them. With 
this arrangement, figure i, exposure times were reduced to one-tenth of those 
required for the flame alone. The spectrum obtained from this arc flame was 
intermediate between that of the simple flame yielding short bands and that of the 
metal arc in air giving extended and overlapping bands. A few of the stronger iron 
lines which appeared in the spectrum could readily be distinguished by means of the 
iron comparison spectrum. The OH band was rather more strongly developed than 


* When titanium chloride, a \olatile fuming liquid, was used in place of stannic chloride, a 
flame of similar form was obtained. I’here were, however, no signs of titanium-oxide bands. They 
were either completely masked by the strong continuous spectrum from the white-hot particles of 
titanium oxide in the central region of the flame, or, as seems more probable, the temperature was 
not sufficiently high to vaporize or excite the oxide molecules. This view receives confirmation from 
the work of Dr A. S. King, PubL Astr. Soc. Pac. 36 , 140 (1924), who found that in the electric 
furnace the TiO bands appeared only at temperatures above 1900” C. 
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in the normal flame, and as this tended to obscure some of the bands near A 3300, 
the flame source was used without the high-tension arc for photographs in this 
region. 


§4. THE ABSORPTION SPECTRUM 

It became evident, during the consideration of the various electronic levels 
involved in Mahanti’s three systems of bands, that considerable assistance might 
be expected from an examination of the absorption spectrum. A beam of white 
light, obtained by burning magnesium ribbon in a holder with a clockwork feed, 
was passed through a flame of hydrogen containing stannic-chloride vapour as 
before. In order to give a longer path for absorption, the flame was wide and flat 
in shape. Metal screens were arranged on either side of the flame to ensure that all 
the light reaching the slit of the spectrograph had passed through the flame. The 
magnesium ribbon burnt in this way is a convenient source of continuous radiation 
in the near ultra-violet region. The absorption spectrum is shown at (6) in the 
plate. 


§5- THE ACTIVE NITROGEN METHOD OF EXCITATION 

The spectra of certain oxides, such as BO and SO, can be conveniently excited 
by active nitrogen which has not been completely freed from oxygen. Bands 
produced by active nitrogen are the short bands characteristic of a low-temperature 
source. Consequently an attempt was made to produce the SnO bands by this 
means, in order to compare them with those from the flame sources. A quantity of 
stannic chloride was enclosed in a glass bulb and the vapour was allowed to pass, 
under control of a tap, into a stream of active nitrogen in the manner adopted by 
Strutt and Fowler*. 

As has been stated by these observers, a bright blue glow is produced where the 
streams of active nitrogen and tin-chloride vapour come into contact, and the 
spectrum is characterized by a group of closely spaced narrow bands extending from 
about A 4000 to A 4500. This spectrum is clearly quite different from that given by 
the flame. No heads can be detected and the contrast between dark and light 
portions is not very strong, so that it is difficult to observe the bands under large 
dispersions. Photographs taken on the Hilger E i quartz spectrograph do not 
show any of the structure usually associated with diatomic molecules. This system 
of bands is therefore apparently not connected with the SnO bands which have 
been obtained in the flame. 

So far as is known these bands have not been investigated further since they 
were first described by Strutt and Fowler. The similarity in colour between the 
glow in active nitrogen and the flame makes confusion easy, but the spectra are’ 
quite different in character. 


• Proc. R.S. A, 86, 105 (191a). 
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§6. DETERMINATION OF WAVE-LENGTHS 

Numerous photographs of the flame and high-tension arc in flame were obtained 
with Hilger E i, E 2 and small quartz spectrographs, and in the first order of the 
lo-ft, concave grating of this laboratory. Measurements were made on several 
of the plates taken with the E i, E 2 and grating instruments. The dispersions given 
by these instruments were as follows: 

E 2 47 A./mm. at A 4300 to 18 A./mm. at A 3100, 

E I i6 A./mm. at A 4400 to 5 A./mm. at A 3100, 

lo-ft. concave grating 5*4 A./mm. in the first order. 

The larger dispersion on the grating plates did not always give correspondingly 
greater accuracy in the wave-length measurements of the bands, owing to the 
rather indefinite nature of the unresolved band lines forming the heads. To obtain 
the fine structure necessary for the determination of the origins of the bands, which 
are of greater importance than the heads from a theoretical point of view, would 
require much higher resolving-power than was available. 

Panchromatic plates were used to explore the yellow and red parts of the 
spectrum, but as no bands were found there. Imperial Ordinary plates were used 
for the blue and ultra-violet. Measurements were made in the usual way with a 
Hilger photomicrometer, and the iron lines adopted as standards were, as far as 
possible, those recommended as secondary standards by the International Astro¬ 
nomical Union. 

Particulars of the observed bands are included in table i, which indicates wave¬ 
lengths in air, wave-numbers in vacuo and relative intensities of the band heads. 


§7. VIBRATIONAL ANALYSIS 

Mahanti classified the bands he observed into Ay B and C systems. Most of 
the bands have been placed in the A system, the other systems being composed of 
fainter bands towards the less refrangible end. 

Table i contains, in addition to the measurements, the values of v' and 
assigned by the author in the empirical analysis of the vibrational structure. It 
also includes all the bands recorded by Mahanti and shows the system —Ay B or C— 
in which each band was placed by him. It will be seen that during the present 
investigation a considerable number of bands have been observed which were not 
included in Mahanti's tables. When a band has been observed by Mahanti, but 
not found by the author, Mahanti’s value of the wave-number is given in square 
brackets. 

The principal bands of the spectrum, and numerous fainter ones, can be 
arranged in a Deslandres scheme as shown in table 2, v' taking values from o to 8 
and v” from o to 9, 



The band spectrum of tin oxide 785 

The bands analysed by Mahanti are those having values of ©' from 0 to 3 only. 
By means of the flame source previously described, the higher members of the v' 


Table i 


A (in air) 
and 

intensity 

V (in 
vacuo) 

v\ v" 

Mahanti's 

classifi¬ 

cation 

A (in air) 
and 

intensity 

< 

s? 

v', d" 

Mahanti’s 
classifi¬ 
cation 

46609 (i) 

21448 



3864-87 (3) 

25866-8 

(2. 6) 


4633-5 (i) 

21576 



3854-17 fo) 

25938-6 


S(i,o) 

4612-4 (0) 

21675 



3833-24 (2) 

26080*2 

(i> s) 

A (1, 5) 

4590-8 (0) 

21777 



3802-70 (2) 

26289*7 

(0, 4) 

A (0, 4) 

4569-5 (0) 

21878 


C(o, 3) 

3779-34(1) 

26452*1 



4540-9 (0) 

22016 



3752-30 (1) 

26642*8 

(2. 5) 

A (2, 5) 

4522-4 (0) 

22106 



3721-23 (3) 

26865*2 

(1.4) 

^(1.4) 

4498-7 (i) 

22222 



3691-39 (5) 

27082*4 

(0. 3) 

A (0, 3) 

4487-9 (0) 

22276 


A (1, 10) 

3677-68 (0) 

27183*3 

( 3 . S) 

A (3, 5) 

4452-48 (i) 

22453*1 


C(i, 3 ) 

3644-6 (0) 

27430 

(2,4) 

A {2, 4) 

4428-90 (2) 

22572*6 



3614-75 (3) 

27656*6 

(1. 3) 

A (i, 3) 

4411-40(3) 

22662*2 


C (0, 2) 

3585-40 (7) 

27883*0 

(0, 2) 

A (0, 2) 

4388-47 (0) 

22780*6 



3574-53 (0) 


(3.4) 

A (3, 4) 


[22831-4] 


A (2, 10) 

3542-39 (i) 

28221*5 

(2. 3) 

A (2, 3) 

4365-36 (0) 

22901*2 


B (0, 3) 

3530-02 (0) 

28320*4 




[23020*0] 


A (i, 9), 

3512-9 (1) 

28458 

(1. 2) 

A (1, 2) 




C (2, 3) 

3484-50 (8) 

28690*3 

(0, 1) 

A (0, 1) 

4302-87 (3) 

23233*8 


C(l,2) 

3475-87 (0) 

28761*6 

(3. 3) 

A (3, 3) 


[23194-7] 


A (0, 8) 

3469-16 (0) 

28817*2 




[23380*7] 


A (3. 10) 

3444-64 (3) 

29022*3 

(2, 2) 

A (2, 2) 

4262-30 (3) 

23454*9 


C (0, 1) 

3415-84 (5) 

29267*0 

(i, 1) 

^(1,1) 

4240-34 (2) 

235764 

(2.9) 

A (2, 9) 

3406-94 (1) 

29343-5 

(4. 3) 

1 

4217-74 (3) 

23702*7 


B(o.2) 

3388-26 (6) 

29505-2 

(0, 0) 

A (0, 0) 

4174-42 (0) 

23948*7 


A (0,7) 

3381-72 (2) 

29562-3 

(3.2) 

A (3, 2) 

4161*00 (l) 

24025*9 


C(i. I) 

3374-66 (1) 

29624*1 

(6,4) 


4144-41 (i) 

24122*1 

(3.9) 

A (3. 9). 

3351-4 (2) 

29830 

(2. 1) 

A (2, 1) 




B (2, 3) 

3344-71 (1) 

29889*4 

( 5 . 3) 


4121-61 (2) 

24255-5 


C (0,0) 

3323-45 ( 7 ) 

30080*6 

(1,0) 

A (1, 0) 

4112-24 (2) 
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B(i.2 ) 

3316-80 (1) 

30140*9 

(7,4) 
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30643*8 
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1 ^(2,0) 
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! 

( 8 . 4 ) 

1 

4019-35 (2) 

24872*6 

(3. 8) 
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(5. 2) 
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25093-9 
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A (2, 7) 
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30953* I 

1 (4. 1) 
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(3. 0) 

1 ^(3.0) } 
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3947-58 (i) 
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1 
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C (2, 0) 
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3919-51 (i) 
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(0, s) 

A (0, s) 

i 3146-74(2) 
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(4. 0) 


3899-31 (2) 

25638*3 

( 3 t 7 ) 

A (3, 7) 

1 3121-55(1) 
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[25737*9] 


B (2, 1) 

1 3094-41 (0) 

32307*0 

(S. 0) 


3877-55 (0) 

25782*2 



3071-86 (0) 

325441 1 

(7. 1) 



progressions when v" is constant can readily be seen; in fact the intensities of 
these progressions are comparable with those of the v" progressions when v' is 
constant. 

The addition of these bands, together with the estimated photographic in¬ 
tensities, enables the form of the Condon parabola to be examined. It will be seen 
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Brackets ( ) denote that the measurement is only approximate owing to overlapping bands. 
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from figure 2 that the parabola is of the wide t3rpe similar to those shown by the 
fourth positive bands of CO and the ultra-violet bands of SiO, which are oxides of 
the elements of the same group of the periodic table as tin. 



The equation for the origins of the bands of a system is 
• V = Ve +* [<^e ip' + \) ~ i^' + {Y + + lY - .] 

- K" (^" + {) - (^" f lY + iv^' + lY...]. 

where o)^ is the frequency of vibrations of the nuclei of infinitesimal amplitude; 

••• are small constants taking into account the fact that the vibrations 
are not quite harmonic; 

V is the vibrational quantum number, taking successive integral values 
o, 1,2,3, and 

the superscripts ' and " refer to the upper and lower electronic states in 
accordance with the usual convention. 

The resolving power available was not sufficient to obtain data for the band 
origins, but a similar equation applies to the heads, if slightly different coefficients 
are used. There is also a term in {v' + J) (r;" -f- ^). This is usually small and it 
could not be determined for these bands. For the SnO band system under con¬ 
sideration the equation derived for the R heads is 

V == 29626*1 + [578*9 {v' + I) - i*i iv' + ^Y - 0*32 {v' + J)®] 
-[82i*9(t^"+|)-3-6(t^"-f-i)^. 

It will be seen that a term in {v' -j- is required to express the vibrational levels 
of the upper state, whilst the coefficient y” of {v'" + lY the lower state is too 
small to be determined from the data obtained. There also appears to be a per¬ 
turbation of the level v" == 3, and this discontinuity is not taken into account by 
the above formula. 

There is no indication that other branches form heads. This fact, together with 
the further fact that the ground states of several of the other oxides of this group of 

PHYS. 8 OC, XLV, 6 51 
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the periodic table (for instance CO* * * § , SiOf and PbO|) are all states, suggests 
that the ground state of the SnO molecule is also a state. The reason for con¬ 
sidering that the lower state of this A system is the ground state will be seen from 
the absorption spectrum. 

The perturbation of the vibrational level {v' = 3) indicated by the A© values in 
table 2 is more clearly exhibited in figure 3, in which the wave-number differences 
between the bands in successive horizontal rows have been plotted. 



Figure 3. • 

It will be seen that the intervals between the bands associated with the levels 

2 and 3 are smaller than would be expected, whilst the interval between the levels 

3 and 4 is much larger than succeeding intervals. After the disturbance has been 
passed the intervals return to the regular curve, shown dotted near the perturbed 
level. W. Jevons§ has suggested that some of the so-called vibrational perturbations 
are actually due to a perturbation of one of the rotational levels, after which the 
later lines forming the band do not return to their regular positions. If the line 
structure is not resolved, measurement of the head would make it appear that the 
whole band was displaced. This may well be the cause of the apparent displacement 
of the level in the present case, but until the fine structure has been examined the 
question cannot be decided. 

§8. ENERGY OF DISSOCIATION 

Although it is not possible to follow the t;" progressions as far as the convergence 
point, an approximate value of the energy required to dissociate the nuclei when 
in the lower electronic state can be obtained by the extrapolation method of R. T. 
Birge and H. Sponer||. This method assumes that the relation between AG(«;) 

* C. P. Snow and E. K. Rideal, Proc. R,S. A, 125 , 46a (1929). 

t P. G. Saper, Phys. Rev. 40 , 465 (1932). 

J A. Christy and S. Bloomenthal, Phys. Rev, 85 , 46 (1930). 

§ Report on Band Spectra of Diatomic Molecules^ p. 203 (Phys. Soc. 1933). 

)I Pi^s. Rev. 2S, 259 (1926). 
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and V is linear. Within the degree of accuracy obtainable from the experimental 
data such an assumption is justifiable in this particular case. Examination of the 
equation giving the positions of the band heads shows that the interval between 
successive vibrational levels gradually decreases with increasing values of v until, 
at a certain value of v called P m.v . the interval vanishes. 

^max. “ <Ogl2X^O>0 — -J. 

This corresponds to the dissociation of the particular state, and by substituting 
the value of in the vibrational energy term 

G (©) = <0, (o + i) - XgUg (» + i)* G 

we obtain the value of D, , the energy of dissociation from the equilibrium position. D, 

The actual energy of dissociation D is less than D, by the energy of the lowest D 

vibrational level, 0 = 0. 

Hence D = G (v^tx) — G (0) 

= 

The value of the energy of dissociation D" in the lower electronic state is thus D' 
given by 

D " = I X 113-6 X 818-3 
== 5-7 volts. 

Owing to the apparent perturbation of the level p' = 3, the vibrational constants 
of the upper state cannot be determined with sufficient accuracy to determine the 
energy of dissociation D' of this state by extrapolation. 


§9. MAHANTI’S B AND C SYSTEMS 

The formulae given by Mahanti for the band heads in his three systems are as 
follows: 

For the A system 

V = 29630-5 + [586-0 (p' + i) - 6-0 (p' + i)®] 

- [824-0 (p" + i)- 4-0 (p" + i)*]. 

For the B system 

V = 25418-6 + [637-0 (p' + ^) - 8-0 (p' - 1 - J)*] 

- [824-0 (p"+ i)- 4-0 (P" + !)»]. 

For the C system 

V = 24370-4 + [582-0 {v' + 4*0 (v' -f i)®] 

- [813*5 + i) “ 5*5 + i)*]- 

Since the values of and shown above are the same for the lower levels 
of the A and the B systems, these transitions should evidently have the sjame final 
electronic state. The constants of both the levels of the C system are slightly 
different from those associated with any of the electronic levels so far considered. 

51-a 
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The transitions according to Mahanti are those shown on the left of figure 4. For 
comparison, the author’s suggested scheme is shown on the right. 

There was no spectroscopic evidence to show which of the levels aor X was the 
lower, but by comparing the value of the energy of dissociation, deduced from extra¬ 
polation of the vibrational levels of the lower electronic state of the C system, with 
the thermochemical value, Mahanti decided that the level -ST was the ground state. 
Such extrapolations are, however, only approximate, even when accurate data are 
available, so that in the present instance, where there are only a small number of 
bands in the system, the value of the energy of dissociation may be considerably in 
error. 



Figure 4. 


Examination of the absorption spectrum, shown at (ft) in the plate, showed that 
only bands of the A system appeared. Owing to the relatively high temperature at 
which absorption was occurring, not only was the v' progression (0,0), (1,0), 
(2, o), ... visible, but also the (o, i), (i, i), (2, i), ..., which appeared with much 
lower intensity. This is, of course, to be expected, since there is probably an appre¬ 
ciable concentration of SnO molecules in the states r?" - i or even 2, at the tem¬ 
perature of the hydrogen flame. The temperature could be reduced by mixing 
nitrogen with the hydrogen supplied to the burner. But the reduced intensity of 
the flame prevented any great use of this method from being made. 

There was no sign of the B system in the absorption spectrum, although this, 
according to Mahanti, has the same final level and is actually a more probable 
transition, since less energy would be required than for the production of the A 
system. 

The presence of the A system alone in absorption suggests that the lower 
electronic state in this system must be the ground state of the molecule. In spite of 
the similarity in some of the vibrational constants, the final level of the so-called 
B system cannot also be the ground state. The actual existence of the principal 
bands in the B and C systems has been confirmed, but it is very doubtful, in view 
of the small number of bands in each system, their weak intensities, and the 
evidence given by absorption, whether these bands really do form parts of separate 
systems. At the same time it must be admitted that it has not been found possible to 
incorporate the bands concerned into the principal A system. 

The possibility of the upper electronic level being triple has also been con- 
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sidered, but no satisfactory arrangement has been found. It is also possible that 
the spectrum is due to a polyatomic oxide molecule. In addition to these bands of 
Mahanti’s B and C systems, there are a number of other bands which remain 
tmclassified. These were not recorded by Mahanti. 
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DESCRIPTION OF PLATE 

(а) General view of spectrum of SnO in flame source, with the Hilger E 2 quartz spectrograph. 
To avoid confusion only the principal bands are marked. 

(б) Absorption spectrum on same scale as (a), showing v' progressions (r" = o and i). 

(c) and (a) Parts of spectrum of metallic arc in air under higher dispersion, with the Hilger E i 
quartz Littrow. 

id) and (/) Spectrum obtained from high-tension arc in flame. Bands are intermediate in character 
between flame (a) and arc {c) and (e). Note comparative freedom from interference by extraneous 
spectra. 

(g) Flame of hydrogen containing staimic-chloride vapour. The inner region is yellow, the outer 
mantle bright blue. 

(h) Similar flame to (g), but with nitrogen mixed with hydrogen. The yellow region is now above 
rest of flame. 
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THE RAPID ADJUSTMENT OF OBSERVATIONS IN 
A NETWORK OF GEOPHYSICAL STATIONS BY THE 
METHOD OF LEAST SQUARES 

By E. LANCASTER JONES, BA. 

Commumcated by Prof, A, O. Rankine^ July 28, 1933 

ABSTRACT, A frequent problem in geodesy and geophysics concerns the adjustment 
of a set of values for a physical magnitude at a number of stations. The values are obtained 
from other observed magnitudes by computations involving the geometrical links of the 
station network, and there is ambiguity on account of the multiplicity of connections. 
Since the magnitude desired is single-valued at each station, the values obtained are usually 
adjusted by the method of least squares. Where the number of stations is large and the 
network is complex, the normal equations for least-square adjustment are very numerous 
and their solution by standard procedure is tedious. The paper develops a method of 
establishing the normal equations, and solving them by successive approximations, which 
is simple, rapid and satisfactory in practice, and is applicable to any network, however 
large and complex. Although particular attention is focused on the problem of obtaining 
isogams from observations of gravity gradients in applied geophysics, the method has 
obvious applications in other fields where the mathematical conditions are similar. 

§1. INTRODUCTION 

I N many branches of geodesy and geophysics, observations of physical magnitudes 
are made at a series of stations which form a network of triangles or polygons. 
From these measured magnitudes it is frequently desired to compute the values 
of other magnitudes at the stations concerned. By reason of the relationship between 
the observed and computed magnitudes, and the geometry of the network, it usually 
happens that there is ambiguity in the final values attained, and it is customary to 
apply the method of least squares to resolve the ambiguity. 

A particular example occurs in applied geophysics in the computation of 
isogams from observations of the gradients of gravity at stations of the network. 
The difference in gravity gB~gA at two stations A, B oi the network may be 
obtained by taking any path formed of straight lines joining adjacent stations 
between A and By assuming that the average gradient of gravity along the rectilinear 
sections of the path is equal to the mean of the values at the two stations connected 
by it, and taking the sum of the sectional differences of gravity thus computed. 
Thus, if P and Q are any two consecutive stations on the path chosen, and if their 
co-ordinates are {x^yy^ and {x^y y^ whilst their component gravity-gradients are 
{Xiy Fi) and Y^) respectively, we have 

2 {gB - gA) = S" [(Xi + X,) ( x , - x ,) + iY ,+ Y ,) iy ^ - y ,)]. 
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If, however, we take another path connecting A to B and involving other intervening 
stations, we shall usually obtain a different value for ga—gA- 

This is a particular case of a more general problem concerned with single-valued 
functions, and it is with this general class that we are concerned. 


§2. THE PROBLEM 


Given a network of stations A, B,C, ... and the observed or computed values 
of the increments (ab), (be), (ca), ... between adjacent stations of a single-valued 
function U, we have to find the best possible values of U &t A, B, C,.... 

The problem resolves itself into one which may be expressed thus: To find the 
adjusted values (AB), (BC), (CA),... of the increments (ab), (be), (ea),... , 
respectively, where, around any closed polygonal path ABC ... PA, we have the 
condition that ^ + (CD) + ... + (PA) = o, 

whereas, in general 


(ab) 4- (be) + (cd) + ... + (pa) 4= o but some value d. 

We may call d the ‘‘excess’* around the path ABC ... PA^ 

In the particular cases of gravitational and magnetic observations in applied 
geophysics, this problem and its solution by the method of least squares have been 
considered by I. Roman*. Roman states the problem in a different but equivalent 
manner and obtains rather more complex normal equations, which he solves by the 
usual reduction method of Gauss. 

The present writer believes that the treatment given below is particularly 
adapted to this problem. The normal equations are simple and can be written down 
by inspection. Methods of resolution of these equations are suggested which are 
much less laborious than the Gaussian reduction methods, and permit the labour 
of reduction to be accommodated to the particular degree of accuracy in adjustment 
which is considered worth while. Most practical geophysicists are agreed that an 
elaborate, ultra-precise least-square adjustment of their observations is an un¬ 
warranted expenditure of time and labour. On the other hand, some adjustment is 
obviously necessary. 


§3. THE NORMAL EQUATIONS 

In the terms used in treatises on the method of least squaresf, we have given a 
series of “conditional” equations ^ ^^b) 

(BC)^(bc), 

(CA) - (ca)y 


• Ttans, Amer, Inst, Min, Metall, Engrs. “Geophysical Prospecting”, 460 (1932)* 
t Whittaker, E. T. and Robinson, G., The Calculus of Ohservattons, chap, ix, and particularly 

§ 129, pp. *52-254 (1924). 
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together with a series of “ rigorous ” equations 


(^ 5 ) + ( 5 C) + (C^) = o, 


There is one conditional equation for every link in the network, and one 
rigorous equation for every independent polygon in the network. We shall assume 
that all the observations and link-increments such as {ab) have equal weight. 

For such a system of conditional and rigorous equations, the normal equations 
for a least-square adjustment are obtained as follows. For each rigorous equation, 
provide an unknown multiplier or correlate m. The unknown increment (PQ), 
which occurs in one only of the conditional equations, namely {PQ) — (pj) = o, 
occurs also in at most two of the rigorous equations. For normally it will be a 
common section of the boundary of two adjacent polygons, e.g. OPQR, SQPT, 
figure I, and at the extreme boundaries of the network one of these polygons will 
be absent. The increments (pq), (PQ) are of course algebraical quantities, so that 

(P?)= -{qp)APQ)--{QP). 



If we assume that the polygonal circuits such as OPQR are always traversed 
in the same direction, e.g. clockwise, then (PQ) occurs positively in OPQR, but 
negatively in SQPT. 

For such a link as (PQ) there will result a normal equation 

{PQ) = (pq) - % + w, .(i), 

where w, and m, are the multiplier correlates attached to the polygons OPQR and 
SQPT respectively. 

Similarly for every other link, except on the boundary of the network where one 
of the m’s will be absent. 

Since the rigorous equations continue to be satisfied, we can replace every 
term such as {PQ) in them by its equivalent in the above equation. We thus get 
a series of equations, one for each independent polygon, of the form (see figure i). 

{op) - ffj, -I- m* + [pq) - + «, + (^r) + (ro) - m, + «, = o, 

where the polygons x,y and z as well as s also touch polygon r at OP, QR and RO 
respectively. 
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Thus, for a four-sided polygon r, having contacts with four others Xy s, y and 
Zy we have an equation 

4W,. - w, - m, ~ - w* = {op) + ipq) + {qr) + {to) 

-dry 

where df is the observed or computed excess around the polygon. Similarly, for an dr 

fi,.-8ided polygon r, which has contacts with adjacent polygons 5, j;,, we have lif 

an equation , , . 

^ ttrtnr - ntoi- niy-niy— ... == df .(2). 

There is one such equation for each independent polygon of the network, so 
that, for the set of unknown multipliers or correlates m, we have an equal number 
of linear equations such as (2). From these we can obtain uniquely each of the 
correlates mi, Wj,... , and by using equations (i) we can then obtain quite simply 
each adjusted link increment (PjJ). The whole procedure thus hinges on the 
solution of the set of correlate equations (2). As has been stated and demonstrated 
above, these can be written down for any network by inspection. 


§4. SOLUTION OF THE CORRELATE EQUATIONS. APPROXIMATIONS 
The series of correlate equations of the type 

firtrir - Sm* dr 

can be solved by any of the methods appropriate to linear equations, including that 
of Gauss. This series is, however, obviously adapted to solution by gradual approxi¬ 
mation. Every coefficient is unity except those for the key correlates such as m,., 
and these are integers not less than 3. 

As a first approximation, we can put 

Mr — ntr + Am^, 

where m/ drjrir. m/ 

Similarly mj = djn^ .(3), 

nty = dylflyy 

whence Am,. = - Sm* = ^ lidJn^ -f- - SAm*. 

fir flf flf 

Writing m," = ^ I,djn, .(4), m/' 

fir 

we have m/ H m," as a second approximation to m,. 

Similarly we can find the values m*", m",... and obtain a third approximation 
THr + m/' + m/" to m, by writing 

.( 5 ). 

The procedure can be continued as far as desired, and can be terminated at any 
stage when the added increments to w/', m"',... become sufficiently small. It 
is simple and lends itself to routine execution. 
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Although exact solutions for particular networks, and methods of more rapid 
approximation, will be discussed later, we may test this particular method for the 
case discussed by Roman in the paper previously cited. 



Figure 2 illustrates the network solved by Roman. There are seven station 
points and six triangles. In table i, column d gives the original excesses for each 
triangle. The successive approximations to the m’s are calculated from these d's 
and the previously obtained approximations for the adjacent triangles given in the 
third column. 

Table i 



d 

Adjacent 

As 

m' 

3 m'' 

m 

3 m 

tn 


m>'' ... 

I 

+ 5 

2 + 5 

1-667 

5 

1-667 

- 3*333 

— i-iii 

0-741 

0*247 

2 

4- 10 

I + 3 

3*333 

- 1-666 

- 0556 

0-556 

0-185 

- 1*481 

- 0*494 ... 

3 

— 10 

2 4 

““ 3*333 

- 3*334 

— i-iii 

— o-iio 

- 0-370 

- I-III 

- 0-370 ... 

4 

- 20 

3 ^ 5 

— 6-667 

- 1-666 

- 0556 

- 3-889 

~ 1-296 

0*186 

0*062 ... 

5 

+ 5 

I + 4 -1 6 

1-667 

- 8-333 

- 2-778 

1*667 

0556 

- 3*333 

— I-III ... 

6 

- 10 

5 

- 3*333 

1*667 

0-556 

- 2-778 

- 0*926 

0-556 

0*185 ... 


The residuals do not disappear very rapidly, but the procedure is easy and rapid. 

The values for m obtained by summing the first four elements m! to m*'" are 
within i-o of the correct values, and would be quite near enough in practice for 
obtaining the values of gravity at the stations and drawing up the isogam chart. 
The original link-increments from which the (Ts were calculated were of the order 
of 50 units, so that the final values adjusted on the basis of this fourth approxi¬ 
mation would be correct within 2 per cent, which is the limit for gravity work of 
this type. The final values, obtained by putting m equal to m' m" + w'" are 
nil = 2*47, mg ^ 2-47, mg = — 5-19, — 8’46, =- — 1-67, - — 3-52, which 

should be compared with the values obtained in the next section. 

A more rapid approximation in the solution of the set of correlate equations 

firnij. — Smj. = dy. 

can be obtained by solving partially for those which involve m,., as follows. 

We have, say, 

rtrtnr — m^j ~ m^ — m^ — m* = d^y 
ntr- - nijy-- ... = i*, 
w,m« — nif — m^~ ntf — ... rf,, 

Tiyniy — — mj^ — nik — ... = dyy 

tignig — ntf — my — nig — ... = rf*. 
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From which we can obtain, by dividing the second by third by ... and adding 


m, (n, - E i) - S1 (m, + +...) = d, + S . 

\ nx' ftjg 

For a first approximation we can put 

.(e), 

and subsequent increments to this are given by 

■ (^ iL <"•' +■■■')/ 1 ”' “ ^ 3 <’>' 

.(«). 

When all the polygons concerned have the same number n of sides, the formulae w 
become 

m; = {nd^ + I>d^)l{n^ - w/) (9)» 

where n/ is the number of polygons adjacent to, or at ‘‘first remove*^ from, the 
key polygon r. 

Also m/' = 'Znialin^ - «/) \ 

. 


Here S denotes the series of polygons excluding r which are at second remove 
from r, i.e. are adjacent to these at first remove from r. 

We can again illustrate this system of approximation with reference to the 
network of six triangles previously considered, figure 2. Table 2 defines the con¬ 
stants concerned in each triangle, n being equal to 3 throughout. 


Table 2 


A 

d 

ist-remove 

As 

2nd-remove 

As 

n* - «/ 

ndj, Idg. 

1 

+ 5 

2, 5 

3. 4, 6 

7 

30 

2 

+ 10 

I. 3 

4 , 5 

7 

25 

3 

- lO 

2,4 

I, 5 

7 

- 40 

4 

' 20 

3 , 5 

I, 2, 6 

7 

“ 6s 

5 

+ 5 

1 , 4 , 6 

2, 3 

6 

“ 10 

6 

- 10 

5 


8 

25 


In table 3, where — the approximations are shown worked out to 

my^ at which stage the residues are well below 0*1 and the values obtained for the 
w*s are within 0*02 of the correct values. This would be an over-elaborate refinement 
in practice, but illustrates the rapidity of approximation obtainable by the method. 
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Table 3 


N 

A 

m' 

A" 

-f m" - 

_L 

-T ttt 

-f- — 

•f — 

m 

1 

I 


3 

5*714 

0*374 

0*421 

0*020 

4-347 




4 

9*286 

0*676 

0*683 

0*019 

- 2*798 




6 

3*125 

0*625 

0*239 

0*078 






18*125 

0*425 

1*343 

0*117 




4286 

m 

- 2589 

o*o6i 

- 0*192 

— 0*017 

1*549 

7 

2 


4 

9*286 

0*676 

0-683 

0*019 

3-617 




5 

1*667 

0-357 

0*199 

0*063 

- 1703 





10*953 

0*319 

0*882 

0*082 




3*571 

m 

-1-565 

0*046 

— 0*126 

- 0*012 

1*914 

7 

3 


I 

4*286 

2-589 

o*o6i 

o*i9i 

0*374 




5 

1*667 

0*357 

0*199 

0*063 

- 6*191 





2*619 

2-946 

0*138 

0*255 




- 5*714 

m 

0*374 

'-0*421 

- 0*020 

0*036 

- 5-817 

7 

4 

1 

I 

4*286 

2-589 

0*061 

0*192 





2 

3*571 

1-565 

0*046 

0*126 

0*676 




6 

3*125 

0-625 

0*239 

0*078 

- 10*045 





4*732 

4779 

0*132 

0*396 




- 9*286 

m 

0*676 

- 0-683 

- 0019 

- 0*059 

- 9-369 

6 

5 


2 

3 571 

1-565 

0*046 

0*126 





3 

5714 

0-374 

0*421 

0*020 






2*143 

1*191 

0-375 

0*146 




- 1*667 

m 

- 0*357 

- 0*199 

— 0-063 

— 0*024 

- 2*310 

3 

6 


I 

4*286 

2-589 

o-o6i 

0*192 





4 

9*286 

0*676 

0683 

0019 






5*000 

1*913 

0*622 

0*211 




- 312s 

m 

- 0*625 

“ 0*239 

- 0*078 

- 0*026 

~ 4 093 


The final values obtained are 

%=i-S5. »Is = -S‘ 82 , »»« = -9'37. W5 = -2-3i, »jg = - 4 - 09 . 


§ 5 . RECTANGULAR NETWORKS 

The case of a rectangular network has a particular importance, since it corre¬ 
sponds to an ideal arrangement of stations often used in practical geophysical 
surveys on suitable terrain. 

Referring to equations (9) and (10) of § 4, we have 

» = 4 and Hr = I, 2, 3 or 4 generally. 

.'. iV, = «* - «/ = 12, 13, 14 or 15, 
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And we can solve by successive approximation, as in the case of triangles, using the 
fonnulae , , , , 


mr - Sm/ViV, 


which give approximations approaching the complete solution with rapidity 
rather greater Aan in the case of triangles. 

It should be carefully noted that, throughout the above reasoning, we have 
assumed that each first-remove and second-remove polygon is independent. If 
any polygon occurs as a common second-remove to two first-remove polygons, it 
must be counted twice in the sums Sm/, .... 


§6. SOLUTIONS OF INCREASING PRECISION. 

RECTANGULAR NETWORKS 

In networks which have a regular pattern, whether of triangles or rectangles, 
formulae can be developed for expressing the correlate of any particular figure 
(polygon) in terms of the excesses* of its surrounding figures, to any degree of 
remoteness. 

Previously we have only considered the elimination of the first-remove polygons, 
leaving the second-remove ones as first residuals. We next consider how to eliminate 
polygons of second and greater remoteness. 

Figure 3 shows a rectangular network in which the rectangles are numbered 
from one comer 00 in rows and columns. 


00 

01 

02 

03 

04 

10 

11 

12 

13 

14 

20 

21 

22 

23 

24 

30 

31 

32 

33 

34 


Figure 3. 

Any rectangle has a number of first-remove rectangles varying from 2 to 4 
according to its position at a comer of the complete network, on the outer run or in 
the interior of the network. 

From the geometry, each first-remove rectangle may have contact with a 
second-remove rectangle which is common to another first remove. For instance, 
II is common to 01 and 10, both first removes of 00. 

We shall first find expressions for the correlate of any rectangle, eliminating 
both the first-remove and the common second-remove correlates. The corner 
rectangle 00 has two first removes and one common second remove, and the 
correlate equations are 

4 ^^ “■ ^1^0 ~ ^ > 

““ ^1*00 "b 4^1 ^11 “ ^1’ 

— + 4^~ ^0 » 

— Woi ^0 + 4^1 ^ ~ ^31 • 
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Multiplying the equations by 7, 2, a and i respectively and adding, we eliminate 
oiqi, nty^ and iitu and obtain 

24M0, - 2 (i«oj + »i») - (>«u + »«ii) = 7 < 4 ) + 2 (< 4 i + 4 io) + .(12). 

= a+Doo.say, 

and ffigp' — Dgo gives a good approximation to fflgo, which can be continued by 
writing 

-_ _ — / I // I /// I 

fftfjQ — "hjo ' "hxi ”• • • • > 

where 24OT00" == 2 (»«o*' -I »»»') + »*i»' + »«n'» 

24W00'" = 2 (Woi" + Wjo") + »»u" + 


and these mgj', ... are approximations similarly obtained. The rectangles such 
as 01,02,..., 10, 20,..., which are on the boundary but not in comers, luive each 
three first-remove and two common second-remove rectangles. Two of the first 
removes are on the boundary and one is in the interior; this third interior rectangle 
touches both the common second removes. 

For 01, for instance, the correlate equations are expressed as shown in table 4, 
by means of the coefficients only, all applicable to any one m being in the same 
column while all applicable to any one rectangle are in the same row as its excess d. 

Table 4 


d 



mi, 


Wio 

mi2 

Residues 

01 

4 

- I 

- I 

— I 




00 

- I 

4 



— I 



II 

- I 


4 


— I 

~ I 

- mji 

02 

-- I 



4 


“ I 

“ ^03 

10 


— I 

— I 


4 


- "**0 

12 

1 


— I 

~ I 


4 

- mis - mja 


Multiplying by 52, 15, 17, 15, 8 and 8 respectively and adding, we get 

ifiiiBoi - lymji - 15W03 - 8 (otjb + Wi3 + m*,) ■= 161D01 .(13), 

where 161D01 = 524.1 + i 74 i + 15 (4o + + 8 (dm + 

and nifu' = Doi gives a first approximation to It should be noted that all the 
rectangles whose correlates are thus eliminated are those which are laterally and 
diagonally once-removed from the key rectangle 01, whilst the residual correlates 
»*»» . ”*03 2nd OTig are the ones adjacent externally to those eliminated. 

Similarly for 02 we should get 

i 6 i»I 02 - I 7»»23 - 15 (»*00 + »* 0 «) - 8 (”*» + »*S 1 + »* 3 S + »» 14 ) 

= 524b + 17*^13 + 15 (4.1 + 4 ») + 8 (du + < 4 ,), 
and so on for any other boundary rectangle not a comer. 
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The drawback to the above series for wiji, Wp,,is that the coefficients involved 
are not so simple as in the case of equations (i i) and (12). There is some advantage 
in using for these rectangles the same multipliers, namely 7, 2 and i for the key 
equation, for all first-remove equations and for comrtion second-remove equations, 
as were used in equation (12). 

These give the equation 

2ZfHgi — ntn — 2 (iWjx + tUgg) — (ntg, + »i]a + ot**) = 7<^)i + 2 (doo + du + dn) + djo + 

= .(14), 

in which mu is left as an additional residual to the previous series; but the series 
of residuals left for moi", after we have written 

»*oi = »«oi' + «ox" + ••• and «oi' = -Doi'* 
is very easy to use for further approximation. 

For the inner rectangles, such as ii, 12, 21, 22.which have four first- 

remove and four common second-remove rectangles, together forming a rectangle 
of three by three cells, we use multipliers 6, 2 and i respectively for each order of 
remoteness and obtain 

2OOT11 - 2 (mu + mai) - (wo* -1- »i*s + »»S2 + «») 

= 6 dii 4 - 2 (dai + du+ dg], + du) + (doo + dot + du+ d^), 
20W,j - 2 (mio + mgg + mu) - (woo + »«o« + '”M + »««s + »*a + «») 

= 6du + 2 (dll + <^>2 + ^18 + + (df)i + + <48 + < 4 i)» 

.(15) 

in which the residual m’a multiplied by the coefficient 2 belong to all those rectangles 
in external contact with the first-remove rectangles, and those multiplied by the 
coefficient unity belong to those rectangles in contact with the common second- 
remove rectangles. There may be as many as four of the former and eight of the 
latter. 

By a similar procedure of selecting suitable multipliers and summing the 
equations, it is possible to obtain for any correlate formulae which involve the 
elimination of all or most of the correlates of cells which are adjacent to the key 
cell, and therefore give a better first approximation than the preceding equations 
(ii), (12), (14) and (15). This advantx^ is, however, more than counterbalanced 
by the increasing complexity of the residuals and series of excess terms, and for 
practical purposes either equations (11) or equations (12), (14) and (15) are re¬ 
commended for use with a rectangular network. 

Single chain of rectangles. In the particular case of a single chain of rectangles, 
as in figure 4 


5-4 

S-3 

S-2 

5 - I 

s 

S+1 

S + 2 

S + 3 

<54-4 


Figure 4. 

there is some advantage in forming the equation for any correlate m of cell S, by 
eliminating pairs of cells on either side of it as far as symmetry permits, say, to the 







8o2 E. Lancaster Jones 

cells 5—3 and 5+3. We have the correlate equation coefficients shown in 
table 5. 

Table 5 


tn 

d 

X by 

5 4 

S -3 


S- 1 

S 

S-+ I 

5 + 2 

aS + 3 

aS + 4 



- I 

- I 

4 

4 

~ I 




-aS 

56 


— 

- I 

~ I 


- I 



= S - I 

15 


4 

4 



~ S + I 

15 


- 1 

*- I 





— 

■= aS — 2 

4 






- 1 

4 

~ I 

- aS 4 2 

4 

- I 

4 

“ I 



- I 

- 5-3 

1 




1 


4 

1 Z-l. 

-5 h 3 

I 


And using the multipliers i for 5 — 3 and 5 + 3, 4 for 5 — 2 and 5 ^ 2, (4 x 4 — i) 
or 15 for 5 - I and 5 + 1, and (4 x 15 - 4) or 56 for S, and adding, we get 

194ms - »*s -4 - «s +4 •= + 15 + <^A+l) 

+ 4 {da-t i ds+j) + (<fs 3 .(^^)> 


which gives a very rapid approximation for any central cell S. For cells near and 

at the ends of the chain the same multipliers are valid, but the residual m’s have 

slightly different coefficients. For example, if the chain terminates in 5 + 2, the 

above equation still holds for ms if the term — ms ^4 on the left is replaced by 

+ ms+8 and dsis is omitted on the right. 

The series of multipliers available for such a single chain of rectangular cells is 

the series , . ,, -a * 

*1 4 * * 5 > 5 ®> ••• Pr> 

where pr = ^Pr-i - pr-t .(17)' 


for any positive integral value of r, 

and Pi=s,pi- 4 . 


§7. TRIANGULAR NETWORKS. MORE RAPID APPROXIMATIONS 

As in the case of the rectangular networks just considered, so in triangular 
networks can more rapid approximations for the correlate of any cell be obtained 
by eliminating the correlates for second- as well as first-remove triangles. 

As the triangles will normally be restricted to those in which no angle is less 
than 45° and none greater than 90°, we can assume that only rare instances will 
occur of common second-remove cells. The normal case will be one in which each 
triangular cell has from one to three first-remove triangles touching it, and each of 
these has one or two independent second-remove triangles in external contact 
with it. 
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Single chain of triangles, ConBider the case of figure 5, which relates to triangular 
cells in the same way that figure 4 relates to rectangular cells. 



Figure 5. 


The table of correlate equations with cell 5 as centre is shown in table 6. 


Table 6 


m 


S-S 

5-4 

s -3 

S-2 

S-i 

5 

5 f I 

*5 + 2 

S + i 

5 f 4 

5 + s 


— 1 

- I 

3 

— I 

3 

~ I 

— I 

3 

— I 

— I 

3 

— I 

1 

3 

— I 

~ I 

M M 

1 1 

— I 

3 

-- I 

~ I 

3 

- I 

— I 

1 _3_ 

~ I 

S 

S- 1 
5+1 
5-a 

5 + a 
<5-3 

5 + 3 
i;-4 

5 + 4 


As before, we can find a series of multipliers, namely 
3 » > 5 S> ••• Pr~-2* Pr-ii Ps ••• > 

where p, = 2 Pt^i - .(18), 

p2 

Pi = 

which will eliminate all the correlates of intermediate pairs of triangles down to 
any desired residue, e.g. S ± 5. For example, to eliminate from S ± i to S ± 4 
inclusive, we use the series to the 5th term 55 and get 

123ms - ms.6 ~ ms+j - 5 srfs + 21 -f rfs+i) 1- 8 (ds^2 + ^5+2) 

+ 3 {^ 8^2 + t- rfs+4 .( 19 )* 

For cells near or at a terminus of the chain, we use the same series of multipliers. 

For triangles with two second-remove cells to each first-remove cell we use the 
multiplier series i, 3, 7; for instance, in the network of figure 6a, cell o has one 
first-remove cell ii and this has two second-remove cells, 21 and 22. 

The correlate table for ttiq is table 7. 


Table 7 


0 

II 

21 

22 

d 

P 

3 

— I 



0 

7 

“ I 

3 

— I 

- I 

II 

3 


— I 

- 3 


21 

I 


— I 


3 

22 

I 
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whence, multiplying (see column p) by 7, 3, i and i respectively, 

i8mo = 74) + 3<^ii + 4tt + <4* .(*o)- 

Similarly, in the network of figure 6 b, we should get 

12«J == 74) + 3 ('^11 + 4 i 8 + ^w) + 481 +‘ 4 s+^* 3 + 4 m+ 4 »+^ .( 2 l)' 

The coefficient of wi# is always 21 — 38*1, where is the number of first-remove cells. 



Figure 6 a. 

If in the network of triangles actually under consideration there are third- 
remove triangles, or triangles of still greater remoteness from the key triangle for 
which approximation is desired, there will be residual correlates, mgi, mg,, 
introduced into equations of type (19) and (20). There is no difficulty in finding 
series of multipliers to carry the elimination to further stages, especially if the cells 



are arranged symmetrically about the key cell. For example, the network of figure 66 
may be completed by the insertion of three triangles 31, 32 and 33 between 22 and 
23, and 24 and 25, and 26 and 21 respectively, giving three extra common third- 
remove triangles. The desired series of multipliers is then 2, 3, 7 and 15 and we get 

24^0 == i5^?o f” 7 {dll + ^/l2 f ^13) 3 {dzi 4 - ... + ^/ge) + 2 {d^i -h d^ + ...(22). 


§8. GENERAL NETV^ORK. PROCEDURE FOR ADJUSTMENT 

The foregoing analysis will have made quite clear the limitless possibilities of 
mathematical solution by means of correlate equations and multipliers suited to 
any cell of a network and its immediate surroundings. Interesting as such analysis 
is, its application to a practical problem of least-square adjustment must be governed 
by considerations of the accuracy justified in the particular survey, and the most 
economical method of executing the calculations involved. Adjustment involving 
elimination of the correlates of the first-remove cells on the lines of §§4 and 5, 
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using equations (6) to (ii), is a simple, reasonably rapid process, readily applicable 
to any cell in any network however complicated. When the network is homogeneous, 
i.e. when all the cells are polygons of the same species and regular in arrangement, 
the more rapid approximations discussed in §§ 6 and 7 may be used with advantage. 
Also when there are outstanding runs or chains of cells equations (16) to (19) are 
easy to apply and give very rapid approximations. 

For general purposes, the procedure of §§ 4 and 5 is recommended as being 
simple, universally applicable and almost as rapid as any of the subsequent processes 
when accoxmt is taken of all the stages of the operation. As a test of this procedure, 
an adjustment made for a network of 56 Eotvos gravity stations may be cited. The 
observations were made in the course of a practical survey in Cumberland. The 
stations are shown as open circles in figure 7, where they are connected by broken- 



line links to form 80 triangles numbered i to 85, numbers 26 to 30 being omitted. 
It is evident that the network thus formed is typical of a large regional survey and 
that the procedure of linking could be adapted to any group of stations, however 
numerous. From the measured data of the gravity survey the increments in g were 
calculated for every link, and from these the excesses were derived for each triangle 
of the network. The excesses for the first ten triangles are tabulated in table 8 in 


Table 8 


A 

d' 



I 

- 13 

~ 14 

- 5 

2 

5 

- 34 

I 

• 3 

3 

- 46 

-4 

4 

37 

- 46 

-a 

5 

— 121 

— Ill 

~ 4 

6 

- 130 
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” 3 

7 

— 290 

- 205 

1 — I 

8 

- 136 

- 

-4 

9 

180 

35 

4 

10 

45 

40 

2 


52-“2 
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convenient units which were subsequently transformed into decimal fractions of a 
dyne. The excesses varied in sign and size, many exceeding too units and the 
largest being 346. Many of the actual link-increments exceeded 1000 units, and 
as these depend on measured gravity-gradients of which the accuracy rarely 
exceeds 2 to 3 per cent in practice, it is considered meticulous to obtain the adjusted 
values of the link-increments to nearer than 10 units. The procedure thus resolves 
itself into one of obtaining from the excesses the corresponding correlates to the 
nearest 10 units. 

Table 9 



To facilitate setting down the related first and second-remove correlates corre¬ 
sponding to each key correlate, it is convenient to replace every triangle in figure 7 
by a correspondingly numbered dot, situated roughly at its centre of position, and to 
join these dots by lines representing contacts of adjacent triangles. A triangle is 
thus represented by a point from which radiates a number (one, two or three) of 
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lines to each of its first-remove points, from which again outwards radiate lines to 
the second-remove points. Commencing at any one point it is easy for the eye to 
pick up the first and second-remove points in turn. These are tabulated on the 
working sheets, of which table 9 shows a typical example used for the first five 
points in order. The first column, headed JV, is used for the common divisors 
obtained from formulae (9) and (10) by simply subtracting the number of first- 
remove points from 9 in each case, since in this network » = 3 and »* = 9 throughout. 

The second column marked A contains the key-point number, followed after an 
interval of one line by the numbers of its first-remove points in order. The third 
column, marked + w'—, is used for computing w' from the excesses given in 
table 8 and equation (9). The excess for the key point is multiplied by 3 and set 
down opposite that point; the excess for each first-remove point is set down 
directly; the -f and — columns are totalled and the aggregate sum divided by N 
from column i . The result is tn! for this key point. In the fourth column headed A" 
are set down the numbers of the second-remove points in order. These are used to 
obtain m", w*'" in succession according to equation (10) by means of the 

subsequent columns headed -f w"-, —,..., and the values previously 

obtained in column w' for each second-remove point. 

The procedure is thus to set down the key, first-remove and second-remove 
points in columns 2 and 4, then the values N in column i; compute m! for every key 
point and use the values so obtained in column 5 to get m" for each point; use 
these latter values to get m!*\ and these to get and so on. The values actually 
obtained are shown under the respective columns in table 8, The approximations 
to m obtained by summation m* + m" -f m'" f w*'' are next given. The whole 
process for 80 points took 15 hours, an average of just over a quarter of an hour for 
each of the 56 gravity stations. 

The adjusted link-increment values are easily obtained from the calculated w’s 
by using equation (i), and the adjusted gravity value of each station relative to any 
one taken as datum can then easily be derived, and the isogams can be drawn. 

A check on the accuracy of reduction is obtained by computing the residual 
excess for each triangle. From equations (i) and (2) it is easy to see that the residual 
excess d' is given by the formula 

dr = dr-\ — 3m,., 

which ought to be zero if the values m are accurately computed. The actual residual 
excesses which remained when the calculation was stopped at are given in 
table 8, column d\ and are seen to be below the agreed limit of error of 10 units. 
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A STUDY OF A SENSITIVE MANOMETER DUE TO 
PROFESSOR ALBERT GRIFFITHS 

By P. C. VINCENT, M.Sc., Research,Student, Birkbeck College 

Communicated by Prof. Albert Griffiths^ April 24, 1933 

ABSTRACT. The manometer is analogous to a U-tube water manometer but the air 
is replaced by pure air-free water, and the water is replaced by an aqueous solution of 
uranine whose density differs from that of pure water. When the apparatus was made 
of glass, errors arose from the solution of the glass by water, which increased the density 
of the feeble uranine solution. The manometer functioned well when the apparatus was 
made of silica, which is almost insoluble in water. In order to test the working of the 
manometer, the pressures given directly by it were compared with those calculated from 
measured rates of flow along a capillary tube. As the ends of the manometer liquid 
become diffuse in the course of time, the rate of flow was measured by means of a coloured 
index, and as the index became considerably distorted a special method was devised for 
determining its position. 

The difference of pressure measured varied in value from about 2 dyne/cm? to about 
20 dyne/cm? 

The average numerical difference between the direct manometer readings and the 
calculated readings is about i per cent of the absolute readings. The average difference 
taking the sign of the difference into account is about J per cent. 


§ I. INTRODUCTION 

T he object of the work was to test the accuracy of a sensitive manometer 
designed by Prof. Albert Griffiths. The manometer has been tested with 
differences of pressure varying in value from about 2 dyne/cm? to about 
20 dyne/cm? in a closed circuit containing water. 

The design of the manometer will perhaps be easily understood if an analogy 
be made between it and the ordinary U-tube water manometer. The ordinary 
water manometer measures the difference between the pressure of the air on one 
side of the U tube and that of the air on the other side. Imagine the air to be 
replaced by pure air-free water, and the water to be replaced by an aqueous solution 
of uranine whose density differs by p from that of pure water. 

Let h be the reading of the manometer, i.e., the difference in height in cm. 
between the upper extremities of the uranine solution; then the difference in 
pressure equals gph dyne/cm? 
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§2. DESCRIPTION OF MANOMETER 

The manometer has placed behind it a black scale with white division marks, 
and the reading is made with the aid of a blue light. As the green fluorescence is 
plainly visible with very feeble solutions, there was a promise of a very sensitive 
manometer. 

Obviously the two upright arms of the U tube must be at nearly the same 
temperature, otherwise the difference in density due to difference of temperature 
will mask the difference in density due to the solution of the uranine. By working 
in a thermostat room, and by surrounding the U tube with copper, the error due 
to difference of temperature was probably made negligibly small. 

The apparatus was first made of glass, but unexpectedly the manometer was 
a complete failure. The hypothesis was made that the failure was due to the glass 
dissolving to relatively different extents in the water and solution in the different 
sides of the apparatus. Subsequent experiments proved this hypothesis to be 
correct. 

Silica is almost insoluble in water and the glass was therefore replaced by silica. 
At first the silica apparatus gave very hopeful results; but in the course of time it 
gave results which at the lowest pressures were inconsistent to the order of 20 per 
cent. Ultimately this error was found to be due to a gradual diminution in the 
fluorescing power of the uranine solution, this diminution being caused by traces 
of nitric acid left in the apparatus after cleaning it. At the beginning of the research 
the various taps were in perfect order, and there were no channels in which traces 
of the injurious nitric acid could be retained. Possibly the trouble was due to the 
development of these channels. In the earlier experiments the usual lubricant 
employed was cerate of resin. 

In the later experiments instead of working with absolutely pure water, water 
containing a trace of caustic soda was employed and the lubricant used was a 
solution of pure unvulcanixed rubber in pure vaseline. Consistent results, pre¬ 
sumably accurate to i or 2 per cent, were now obtained. 

The manometer is diagranunatically represented in figure i, and the complete 
apparatus is depicted diagrammatically in figure 2. JLENFSH suggest 
the U tube, J and H are the points between which there is a difference 
of pressure, E and F are three-way taps, N is an ordinary one-way 
tap. To introduce the manometer liquid the taps E and Fare suitably 
arranged and a flow of the manometer liquid is passed from E to F, 

Further details of a necessarily complicated method of procedure arc 
given in § 4. 

The ends of the manometric liquid become fuzzy in course of time 
even when the pressure difference is constant, A method was therefore 
devised for obtaining with confidence the reading of a fuzzy end with a 

reasonable degree of accuracy (§ 8) Fiimte i 

Two methods have been adopted for the determination of the ^ ‘ 

differences of pressure between two points in a capillary tube. The first method 
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requires the employment under suitable conditions of a delicate manometer. The 
second involves a knowledge of both the resistance of the tube to a flow of water 
along it, and the rate of flow. The pressure varies as the product of the resistance 
into the rate of flow. Certain refinements in the procedure of the second method are 
described in the paper, and this method has been used as a check on the accuracy 
and serviceability of the first method. Comparisons suggest that both methods 
are reliable, to i or 2 per cent, and that the first method is likely to be quite as 
correct as the second. 

The rate of flow of water in the second method was determined by the move¬ 
ment of a column of coloured index along a horizontal tube. This is called the 
index tube. The ends of the column become slightly fuzzy when the flow is very 
slow; they became very fuzzy under the conditions of the experiment, and as they 
were difficult to read, a special method was applied for determining the reading 
of the index (§12). The flow was developed by means of an electric current passing 
through a heating spiral, which surrounded one arm of a vertical U tube. For 
convenience this is called the vertical tube OAP of figure 2. 


§3. THE METHOD AND THEORY OF TEST 

The method and theory of testing the reliability of the manometer is as follows: 
(A) A definite, comparatively large pressure head of about S or 6 cm. of water 
is made to drive water through a horizontal capillary tube, and from the value of 
this head and of the rate of flow, the resistance of the capillary tube is calculated. 
In this experiment the manometer is not used. (Bj) A slow convective flow it 
made to take place along the same capillary tube, and from the rate of this flow 
and from the resistance determined by (A) the new pressure head is calculated,. 
the head being proportional to the rate of flow. This flow is caused by a small 
electric heater. (Bg) The pressure head of the slow convective flow (Bi) is also 
measured directly by the uranine manometer. The pressure heads given by (Bj) 
and (B2), being measurements of the same quantity, should substantially agree if 
the manometer functions properly. 

p Let P be the pressure difference at the ends of the tube JGDCBQHy figure 2; 

and 

V the volume flow per second along the same tube under the pressure P. 
Then if the temperature be constant, P KVy where is a constant, called in 
this paper the resistance of the tube. If the temperature varies, then as is a 
function of the temperature, and in accordance with Hoskings’s* expression for 
the manner in which the viscosity depends upon the temperature, Kj, the value 
ti of K at ti C., is given by 

_ ^ _ 

^ I+0-03445 ti +0-000235 ti * ’ 


* Hoskings, Phil, Mag, 18 , 262 (1909). 



A study of a sensitive mmomter due to Professor Albert Griffiths Bti 

where Kq is the constant of the tube at o® C. It follows that if JRC, be the corre¬ 
sponding value of K at tg® C., then 

^ 1 +0*03445^2 + 0*000^35 ^2” / jX 

jSTg I + 0-03445f 0-000235 ti* .^ 

Thus if the value of Ki be known for a temperature C., its value for a tem¬ 
perature C. can easily be calculated. 

§4. APPARATUS USED FOR TEST, AND THE METHOD OF OBTAINING 
A SLOW FLOW ALONG THE CAPILLARY TUBE 

For reasons already given and detailed later (see § 6) the apparatus used for 
testing the accuracy of the manometer was made of silica. The design of the 
apparatus is shown diagrammatically in figure 2. 




The apparatus may be considered to consist of three parts: (i) the manometer 
tube JLENFSH; (2) the horizontal capillary or index tube JGDCBQH^ on the 
right of the manometer, used for checking the accuracy of the manometer reading; 
and (3) the vertical tube OAP^ on the left of the manometer, of the shape of an 
inverted U tube, and employed with the aid of an electric heater for obtaining the 
flow along the capillary tube. 

The horizontal tube and the curved vertical tube to the left of the manometer 
are made up of wide bored tubing of diameter 0-5 cm. Round the vertical arm 0 
is a heating spiral through which a feeble current is passed. The heating coil causes 
a convective flow upwards along 0, down P, and round the horizontal circuit in 
the direction JCBH, The manometer liquid prevents a continuous flow round the 
manometer tube JLENFSH. The horizontal capillary or index tube to the right 
of the manometer is about 0-15 cm. in diameter. It contains two three-way taps 
C and Z), by means of which a coloured index of uranine solution is introduced. 
The rate of movement of this index, under the influence of the convective flow, 
measures the rate of flow along the index tube. The manometer tube is about 
0-2 cm. in diameter. The three-way taps F and E serve for the introduction of the 
manometric liquid. 

Cleaning the apparatus. Before an experiment or a series of experiments the 
apparatus is cleaned with dilute nitric acid and a solution of sodium hydroxide, 
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and finally distilled water is allowed to flow freely through it. The neglect, at one 
period of the research, to neutralize the nitric acid was a most costly mistake. In 
course of time a small trace of acid diminishes the fluorescence of a uranine solution 
in such a way as to vitiate the accuracy of the manometer, especially when weak 
solutions are employed. A long series of observations was ruined in this way. 

Filling the apparatus. It might appear at first thought that the filling of the 
apparatus would be easy, but in practice the operation is difficult and tedious, 
because no glass or silica taps can be relied upon to withstand a pressure of water 
after they have been frequently used. A channel always forms on the inside of 
the barrel of the tap. This channel on the barrel of a three-way tap is particularly 
troublesome; for when the tap is turned so that there is communication from one 
side of the tap to the other, the channel allows water to leak from the inside of 
the apparatus to the open air, or vice versa. To prevent this, the outlet tubes of 
the three-way taps were sealed with indiarubber caps policemen” as they are 
called in the trade). The fitting of the cap is an art; if the cap is first filled with 
water and forced over the outlet tube, as water is almost incompressible, it is very 
difficult to prevent the water in the tap from forcing a way through the channel 
of the tap into the inside of the apparatus. The three-way tap or stop-cock used 
was of an ordinary type. The bores of the silica tubing on either side of the tap 
were in the same straight line, and thus when communication was made between 
the two sides of the tap, the bore of the plug was in a straight line with the mano¬ 
meter tube. A curved passage in a plane at right angles to the bore of the plug 
provided an outlet to the bottom of the plug. 

When certain parts of the apparatus had to be filled, it was arranged that the 
water should run from one supply vessel to a receiver vessel; and care was taken 
that the level of the water or solution should be only slightly lower in the receiving 
vessel than in the supply vessel. A schedule of operations was drawn up covering 
a dozen sheets of foolscap. This schedule is not inflicted on the reader. 

The apparatus is filled by opening the upper tap A and applying to it a head 
of distilled water. By opening and closing the lower tap AT, and by manipulating 
the taps F, £, C and Z), the whole apparatus can be washed through and filled 
with air-free distilled water. Water from the same containing-vessel is used to fill 
and wash the apparatus and to make up the manometer solution. It was found 
necessary when dealing with very dilute manometer liquids to add 5 cm? of a 
10 per cent solution of sodium hydroxide to the water in the containing vessel, 
that is, to the water used in filling the apparatus, and making up the manometer 
solution. The containing-vessel has a capacity of 10 litres, and thus the concen¬ 
tration is 0*00005 sodium hydroxide per cm? 

Introducing the manometer liquid. The manometer liquid is a weak solution of 
uranine of known density relative to water. The part ENF of the manometer tube 
is emptied of water and a head of the manometer liquid is applied to the tap N. 
The one-way tap N and the three-way tap F are then so arranged that the uranine 
solution flows in at N and out at F. No solution goes above F, Tap F is then 
closed and tap E is so adjusted that the solution passes in at N and out at E. 
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A sufRcient quantity of uranine solution is passed through the manometer to ensure 
that there shall be no dilution of the solution by the residue of distilled water that 
previously filled the manometer tube. The tap N is closed, and the taps F and E 
are so turned that they shut off the manometer tube and only communicate with 
the upper index tube. By using the head of distilled water attached to the tap Ay 
the exit bore of the tap F can be washed clean of the manometer liquid. The exits 
of the taps are sealed with rubber caps; this sealing is of vital importance. The 
taps F and E now separate the upper horizontal circuit containing distilled water 
from the manometer tube containing a weak solution of uranine, so the upper 
tap A may be left open and in communication with a reservoir of distilled water 
and yet leave the manometer liquid undisturbed. This allows the effects due to 
temperature, etc. to settle down before observations are made. The exit tap N is 
closed with a rubber cap and finally sealed with mercury, whilst throughout an 
experiment the tap A is left in communication with the reservoir of distilled water. 

Introducing the index. The index, a column of uranine solution, is introduced 
into the index tube by means of the three-way taps C and Z>. The solution flows 
in at the port of C, up the vertical bore of the tap, along the capillary tube CZ), 
and out at the port of Z). The uranine supply is cut off and the taps C and D are 
turned through 90°, so that an uninterrupted flow can take place along the index 
tube. After the •head of the index has travelled far enough along the tube, the 
length of the index can be shortened at will by washing through with distilled 
water from C to D. 

The vertical U tube and heating coil. The two arms of the vertical tube OAF 
are embedded in asbestos wool. The vertical tube, copper block* and asbestos 
wool are enclosed in a copper cylinder Z, around which a water-jacket Y is placed 
which completely envelops it. The water within the jacket is electrically heated 
and stirred, and maintained at a constant temperature by a delicate thermostat 
control not indicated in figure 3. 

The elimination of irregularities of temperature. All parts of the apparatus ex¬ 
cepting the index tube, which is immersed in a water bath, are enclosed in copper 
shields. 

The reading’-scales. Beneath the horizontal index tube and behind the mano¬ 
meter tube are placed black centimetre scales lined out with white. The index 
scale is made water-proof as it is immersed in a tank of water. The manometer 
scale is marked out on a strip of sheet copper, which has been blackened with 
ammonium sulphide. Under the conditions of the experiment scales consisting of 
white lines on a black background are preferable to ordinary scales. 

The situation of the index tube. The index tube is immersed in water contained 
in a large galvanized iron tank. The water in the tank can be stirred by an electric 
stirrer. Cooling due to the evaporation of the water in the tank is checked by 


♦ A block of copper measuring 8x4x1 cm. is placed about i cm. from the heating coil. 
This is introduced to increase the speed of attainment of a steady temperature-gradient between 
the two vertical arms. The same effect can probably be attained by placing the two vertical arms 
closer together. 
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covering the water with a wooden float that has been soaked in paraflin wax. 
Mercury thermometers are placed vertically in the tank. 

The heating current. The heating current through the coil, figure 2, is obtained 
from two accumulators, and is controlled by a 130-ohm variable rheostat. The 
current is measured on a millivoltmeter placed across the terminals of a 4-ohm 
shunt. The resistance of the heating-coil is about 113 ohms. The current required 
to maintain a pressure head measurable by the manometer, and of the order of 
3 or 4 dyne/cm? was determined by a series of preliminary experiments and was 
found to be about 24 mA. 

§5. EFFECT OF IRREGULARITIES IN TEMPERATURE 

The current required to maintain a constant manometer difference is found to 
depend upon the temperature of the water-jacket enclosing the heating portion 
of the apparatus. The main reason for this is undoubtedly the fact that the coeffi¬ 
cient of cubical expansion of water varies so considerably with change of tem¬ 
perature. A numerical example will make this clear. It may be mentioned that 
in a certain experiment it was estimated that the difference of temperature between 
the two arms of the vertical heating tube was i‘5° C. Let the hypothesis be made 
that the difference in temperature between the two arms of the vertical heating 
tube is independent of the temperature of the enclosure; in the case of the ap¬ 
paratus under consideration this is approximately true. Consider the case in which 
the temperature of one arm is C., and the temperature of the other arm is 
22*0° C., the difference of density as given by ordinary standard tables is 0*000329 
gm./cm? Now consider the case in which each arm is i"" higher in temperature, 
the temperature of one arm being 21*5° C. and the temperature of the other being 
23*0° C.; the difference of density is now 0*000344 gm./cm? Thus an increase of 
1° in the average temperature of the vertical heating tube increases the driving 
head by 15 parts in 329, that is, by 4I per cent, the current being constant. 

§6. PRELIMINARY EXPERIMENTS WITH GLASS APPARATUS 

Originally the manometer was made of glass and formed part of a glass ap¬ 
paratus, which was similar in design to the silica apparatus shown in figure 2. 
Although in the experimental work with the glass apparatus the flow along the 
index tube was normal—constant for a steady heating current and increasing with 
an increase of current—yet the manometer gave readings which were altogether 
unexpected. 'Fo simplify matters, and in the hope of determining the cause of 
the remarkable readings, it was decided to experiment without the heating-current. 

Experiments without the heating-current. In the first experiment the manometer 
solution was introduced as shown in figure i, and the solution flowed considerably 
past the equilibrium position, i.e., the position where the extremities of the uranine 
columns are level. Thinking that a mistake had been made, the apparatus was 
emptied and a new manometer solution was introduced. This time the difference 
between the levels of the uranine columns was at first -f* 63 cm.; it then dropped 
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to zero and later became — 27 cm.; it then came back to zero and rose ultimately 
to + 48 cm. This experiment was also stopped whilst the movement was in pro¬ 
gress. Tables of solubility of glass were consulted and it seemed quite reasonable 
to suppose that the odd results were due to the glass from the inner surface of 
the tube dissolving in the water and masking the action expected from the density 
difference between the water and the uranine solution. 

V The first experiment can be explained by assuming that the glass of the tube 
FN, figure i, dissolved more rapidly per cubic centimetre of water than the glass 
of the tube EL. An explanation of the second experiment is not so simple. It can 
be obtained by assuming that the water in the horizontal part of the apparatus 
near the top of the tube ELJ dissolved glass fairly abundantly, and that at a certain 
moment a flow was engendered down the tube JLE and maintained by a supply 
of comparatively dense solution from the horizontal tube JG, A third experiment 
gave similar results to the second, and a fourth experiment gave similar results to 
the first. 

To simplify the conditions still more, the manometer was separated from the 
horizontal part of the apparatus, and its upper ends were connected by an inverted 
U tube. In four successive experiments there was a flow consistent with the 
hypothesis that the water became denser in the arm FN than in the arm 
figure I. By turning the manometer through iSo'^ about a vertical axis midway 
between the two tubes, it was proved that the effect observed was not due to a 
difference of temperature. 

Results. In the first experiment under the simplified conditions there was the 
expected fall of the manometer due to the initial head of uranine solution, but the 
movement continued until the uranine solution was 4 cm. higher in the arm EL 
than in the arm FN. In the second experiment a similar movement took place 
until the difference was 10 cm. The difference was still increasing; and to test 
whether it was due to spatial inequality of temperature the apparatus was then 
turned through iSo"" about a vertical axis midway between the tubes. The move¬ 
ment continued in the same direction, and the difference in level was ultimately 
i 6*5 cm. 

The strength of the uranine solution in these experiments was 0125 gm./litre, 
and to increase the sensitivity of the apparatus it was reduced to 0-0125 gm./litre. 

In the third experiment there was a movement of 120 cm. down the arm FN 
and up the arm ELy the uranine solution being at the top of the apparatus at the 
conclusion of the observations. In the fourth experiment the uranine solution 
fell in the arm FN and rose in the arm EL until there was a difference of 77-5 cm. 
between its extremities. 

The movement in each experiment was in the direction expected from the 
initial head of uranine solution, but greater than the head of uranine solution would 
account for, and it suggested a greater solubility of the glass in the tube FN than 
in the tube EL. 

Experiments with tubes of the same material but of different diameters. Since the 
ratio of the volume of a cylindrical tube to the area of its inner curved surface 
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varies directly as the radius, it follows that the narrower the tube the greater 
per cm? will be the rate of solution of the glass in the water within the tube; and 
if the manometer arms are of the same material but of different diameters, the 
flow should be down the narrower tube. This is exactly what did take place with 
a specially constructed piece of apparatus. The U tube and the manometer were 
separated and the ends of the manometer tube were connected by an elongated 
U tube, about 50 cm. long, one tube of which was 5 mm. and the other 2 mm. 
in diameter. 

In the first experiment there was a movement of 93 cm. up the side of the 
wide tube. Many additional experiments which it is impossible to describe briefly 
were performed, and all the results obtained suggest that the rate of increase in 
the density of the water in the narrow glass tube is greater than the rate of increase 
in the wide tube. 


§7. THE DENSITY OF THE MANOMETER SOLUTION 

The method used in the determination of the difference between the density 
of the manometer fluid, a weak solution of uranine, and the density of pure water 
at the same temperature, was that of finding the change in weight of a sinker, 
approximately 1152 cm? in volume, when suspended in water and when suspended 
in a solution of uranine of known concentration, the weight of the sinker in air 
being known. The density difference was assumed to be proportional to the con¬ 
centration*. From the determined density difference of a known concentration 
the density difference of a weak concentration was calculated. 

The water and solution were well stirred between the weighings. The tem¬ 
perature was observed and allowance was made for changes in weight due to 
changes in temperature. As the temperature changes make the determination of 
the density difference difficult, it is important to keep the temperature of the liquid 
in which the sinker is immersed as uniform as possible; to do this the vessel which 
contained first the pure water and afterwards the uranine solution was surrounded 
by a water bath situated in a box lined with cork dust. To prevent cooling by 
evaporation, the surface of the liquid containing the sinker was covered with a 
layer of B.P. paraffin, and the temperature of this liquid could be maintained 
still more constant by the careful addition of warm water to the water-bath 
enclosure. 

The results of the experiment of July 1931 will indicate the method. As speed 
was important the method of swings was used in the weighings, the sensitivity of 
the balance being i'5 divisions per milligram. As the temperatures of the initial 
and final weighings were different, the weights were reduced to a standard tem¬ 
perature. The change in weight of the immersed sinker corresponding to a change 
of temperature was found to be o*2i gm./° C., measured on a Beckmann thermo¬ 
meter. 


• A. and C. H. Griffiths, Proc, Phys, Soc, 88, *31 (1921). 



A study of a sensitive manometer due to Professor Albert Griffith^ 817 

The weight of the sinker immersed in water was ... 33*96 gm. 

The weight of the sinker immersed in uranine solution 
(allowing for corrections) was. 33*2295 gm. 

The loss of weight of the sinker was . 07305 gm. 

The volume of the sinker was. 1151*8 cm? 

The volume of the solution in which the sinker was 
immersed was. 12*5 litres 

The weight of commercial uranine used in solution was 15-0 gm. 

From the above results the density difference between a solution of uranine of 
concentration i gm./litre and pure water was found to be 0*0005283 gm./cm? at 
20® C. This value was probably correct to the third significant figure. Determina¬ 
tions of the density difference between the manometer liquid and water were made 
for each sample of uranine used; this difference was found to depend upon the 
sample. The calculated density difference due to a concentration of i gm./litre 
was as follows: 

Experiment Uranine Density difference 

July 1931 Commercial 0*0005283 gm./cm? 

August 1932 Pure 0*0004196 gm./cm? 

Commercial uranine from the same sample, that had been carefully kept in a 
tightly corked bottle, and from which the density-difference determinations had 
been made, was used throughout the first series of experiments. Pure uranine 
from the same sample, that had been kept in a tightly corked bottle, and from 
which the second density-difference determinations were made, was used through¬ 
out the second series of experiments. 

The influence of temperature on the difference between the density of the manometer 


liquid and that of water. 

Let rfj be the density of water at t^^ C.; ti 

Di the density of the solution at C.; Dj 

Vi the specific volume of water at ti C.; Vi 

Vi the specific volume of the solution at C.; Vi 

^2 be the corresponding quantities at C.; » d^D^^ 

and let t^ be taken as less than fj. tf 


Insomuch that a weak solution must expand for a change of temperature by 
nearly the same amount as pure water, it is clear that 

VilVi=-vJV2 and DJdi^DJdzy whence {D^-d^-=-{Di-d^dJdi, 

If p2 is the difference of density between the weak uranine solution and the water pi 

at a temperature t^y and pi is the corresponding density difference at then, pi 

p2 Pidjdi, 

In the experiments the ratio of d^ to di was little different from unity. Perhaps . 
the point will be made clearer if we assume an approximate coefficient of ex¬ 
pansion y*o{ water in the neighbourhood of 20^^ C., the temperature of the mano- y 
meter. 
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Let^ = o*cx)02, then 


d^ldi = = I + (fi - ti)y. 


If (^1 — ^2) = 2° C., an extreme difference of temperature for the experimental 

work, then _, _ . , 

«2/«i ^ 1*0004 approximately. 


Thus ^ 1-0004^1, and if pa be taken equal to pi the error is less than ^ per cent. 


§8. A METHOD OF DETERMINING THE MANOMETER LEVELS 

The uranine solution in the manometer was illuminated by a blue lamp. There 
is no sharp surface of separation between the uranine solution and the water 
above it. The uranine diffuses into the water and there is a centimetre or more 
where the uranine is gradually merging into the pure water. Both heads of the 
manometer column have substantially the same appearance, and it is possible to 
take readings of corresponding points; the difference between these readings should 
give the true manometer head. In practice the method proves difficult, and a 
method was devised which ensured both accuracy and ease, and gave a reading 
based on a great number of independent observations. 



Figure 4. 

A series of capillary tubes, figure 4, of the same diameter as the manometer 
tube, was filled with uranine solutions of graded concentrations. The uranine solu¬ 
tion in tube i was of the same strength as the strongest manometer solution. The 
comparative concentrations of the other members of the series are detailed in 
Table i. 

Table i 


Tube 

Strength 

Tube 

Strength 

Tube 

' Strength 

I 

1*0 

8 

0*3 

E 

1 005 

2 

0-9 

9 

0-2 

F 

0*04 

3 

0’8 

10 

01 

G 

0*03 

4 

07 

A 

009 

H 

0-02 

S 

0*6 

B 

008 

L 

! 0*01 

6 

0*5 

C 

007 


1 

7 

0-4 

D 

o*o6 


1 


Each concentration tube was placed in turn against that part of the manometer 
where the uranine solution is slowly diffusing into the water above it, and by means 
of the blue lamp a series of positions of corresponding uranine concentrations was 
found upon the black manometer scale. A table of these readings and of the 
corresponding concentrations of the manometer solution, as indicated by the con¬ 
centration-tubes, was made. An example of a series of readings of the same mano¬ 
meter level taken by independent observers by the concentration-tube method is 
detailed in table 2, 
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Table 2. Manometer readings and concentrations 


Tube 

Strength 

Observer A 

Observer A 

Observer B 

Observer B 

Level 1 

Level 2 

Level I 

Level 2 

8 

0*30 

30*0 

300 

■ai 

■IB 

9 

o-ao 

31*0 

31*0 



10 

0*10 

33*3 

33*5 



A 

0-09 

33-3 

33*5 


^■cc 

B 

0 'o 8 

33*5 

337 

33*5 

34*0 

C 

0*07 

33*8 

34*0 

34*0 

34*0 

D 

0*06 

33*9 

34*1 

34*0 

34*5 

£ 

0'05 

34*3 

34*4 

34*5 

34*5 

F 

0*04 

34*6 

34*7 

— 

— 

G 

0*03 

35*2 

35*0 

35*0 

35*0 

H 

0*02 

35*8 

35*5 

36 s 

— 

L 

0*01 

37*5 

37*0 

36-5 

True levels 

3176 

31*74 

3*47 

32*42 

Difference 

- 0 02 

- 0*05 


Method of obtaining the true manometer level from a series of observations. Let 
Co be the maximum concentration of the manometer liquid, and consider any 
length dh of the diffused manometer extremity at which the concentration is C, then 

CdhICo 

is the equivalent length of a manometer element at full strength, i.e., at concen¬ 
tration Cq. 

Thus the equivalent length at full strength to the manometer column above a 
point whose reading is hi is 

l^Cdh 

k Co ’ 

or, if hi be the point at which the uranine is present in the manometer liquid in 
negligible amount, and if hi be a reading at which the concentration is Cq, then 
the true reading of the manometer is 

p-CrfA 

• hi Cq 

The integration is performed with the aid of a graph and squared paper. 

§9. THE INITIAL MANOMETER LEVEL 

When experiments were made with the glass apparatus, it was found that even 
when no current was operating the levels of the manometer extremities differed 
considerably. It was important therefore to be sure that in the case of the silica 
apparatus there was no initial manometer head, that is, that the extremities of the 
manometer solution were at the same level when the current had been cut off and 
the manometer had been allowed to come to an equilibrium position. This was 
particularly important in the case of the very dilute manometer liquids. 

The apparatus was washed and filled with distilled water, which in the case of 
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the dilute manometer solutions contained a trace of sodium hydroxide. A current 
was put on for about twelve hours, sufficient to keep the manometer liquid between 
the limits of the taps F and E when these taps were open to the manometer move¬ 
ment. During the twelve hours, however, the taps F and E were turned so that 
the manometer was cut off from the effect of the density difference due to the 
heating current. At the expiration of the twelve hours the taps F and E were 
turned so as to bring the density difference into action upon the manometer. At 
the same time the current was lowered, usually in one stage, but in the case of 
the very dilute manometer solution in seven stages of one and a half hours each. 
A slow movement of the manometer has the advantages that the extremities are 
short, symmetrical, and less diffuse. As a result of lowering the current to zero 
the manometer fell until its extremities were at the same height in the two arms. 
The positions of the manometer levels were found by the concentration-tube 
method already described. 

The results of various tests with manometer solutions of different concentra¬ 
tions are detailed in table 3. The average difference is o-o6 cm. The manometer 
was generally used with a difference of level of about 50 cm. 


Table 3 



Mano- 

Mano- 

Mano- 




Date 

meter 

meter 

meter 

Difference 

Ob- 

Drop of current 

1931 

strength 

level 

level 

(cm.) 

server 

(stages) 


(gm./htre) 

left 

right 




July I 

One 

33-66 

33-60 

1 006 

A 

One 

M I 

One 

32 27 

32*29 

- 0 02 

B 

One 

n I 

One 

32-97 

3297 

— 0*00 

A 

One 

M 29 

0*4 

3I’2I 

31*44 

- 0*23 

B 

One 

M 31 

0-4 

33'i3 

33*23 

— 0*10 

A 

One 

Aug. 2 

0*4 

3176 

31*74 

+ 002 

A 

One 

» 2 

0’4 

32*47 

3242 

+ 0*05 

C 

One 

„ 2 

04 

3173 

31*91 

“ o*i8 

B 

One 

„ 6 

0-2 

3179 

31 70 

+ 009 

A 

One 

„ 8 

0-2 

31-69 

31 76 

- 0 07 

A 

One 

__1 

Nov. II 

0*125 

32-15 

32*27 I 

- 0 12 

A 

Seven stages 

» 11 

0*125 

32-35 

32*53 ' 

~~ 0 18 

A 

each 1 1 hours | 


§10. RAPID^FLOW EXPERIMENTS* 
ti Let /j be the temperature of the rapid flow experiments; 

Pj the pressure in dynes/cm? at C.; 

Pj the volume flow cm?/sec. at C.; and 
Ki the resistance of the index tube (the value of K) at C. 
Then Pi~K,V^^ 

Pi and Vi are measured directly, and from their values Ki is found. 

* See § 3. 
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The measurement of , the resistance of the index tube. The resistance of the 
index tube was measured directly by means of a known pressure head and a 
measured flow. The tube was separated from the apparatus at points between JG 
and HQ^ see figure 2. This tube JDCBQH had a bore of such magnitude, that in 
order to make the energy correction negligibly small it was found advisable to 
have a head as small as 5 or 6 cm. of water. 

X and y, figure 5, are glass pneumatic troughs about 30 cm. in diameter, in 
the sides of which holes have been bored in order to provide connection with the 
tube JCDBQH. The water in each trough was covered with a layer of medicinal 
paraffin oil. This prevents evaporation and thus makes for reliability in an esti¬ 
mation of a change of volume by means of the change in weight, and further, the 
absence of evaporation makes the temperature more constant. The two arms PQ 
and RS were attached to a vertical slider actuated by a screw, and the ends Q and S 
were provided with needle points. White paper was placed at the bottom of each 
trough and light was cast on the trough from above. When the arms PQ and RS 
were lowered a characteristic bright spot was formed on the paper at the moment of 



X Y 

Figure 5. Diagrammatic sketch of the apparatus. 


contact of the needle point with the surface of the paraffin oil. The readings of 
the same level were often absolutely the same, and they very rarely varied by as 
much as 0*002 mm. The correction to be applied because the needle point of Q 
was not at the same height as that of 5 , and also for the fact that there were not 
necessarily layers of the same thickness of paraffin oil in each trough, was made 
by connecting the troughs by a wide tube so as to produce equilibrium between 
the two troughs, before making appropriate measurements. The volume of the 
liquid which passed from Y to X was determined by weighing JST on a strong 
balance before and after the flow. 

In a typical experiment the total flow of water was 325 gm., the rate of flow 
along the capillary tube was 2-7 cm. per minute, the kinetic energy correction was 
less than o*i per cent, and the correction for the auxiliary tubes connecting the 
troughs to the capillary tubes was less than 0*3 per cent. Three determinations 
of K were made, two with a flow in one direction and one with a flow in the other 
direction; the values of K were reduced to a standard temperature of 20° C., and 
the average value of X was taken as correct. 

Value of/C, 

Results, I st experiment, direct flow . 127652 

2nd experiment, direct flow ... ... 127204 

3rd experiment, reverse flow ... ... 127619 


Average. 127492 


S3“2 
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Kt The average value of at 20'’ C. was taken to be 127500. The value'^of the 
resistance at f C., is given by 

K ^ ^ I + 0-03445 X + 0-000335 X 

^ 75 j ^ 0-03445 X ^ + 0-000235 X 

227300_ 

~ I + 0-03445 X r + 0-000235 ^ 

Experiment of December 27, 1930. 

/?o, the initial head was 6-517 cm.; 

Aj, the final head was 5-520 cm.; 

M, the total flow was 325-7 gm.; 
ty the temperature of the water was 19*46^ C.; 
p, the density of the water was 0-998 gm./cm?; 

Qy the total flow was M/p cm?; 

Ty the time of total flow was 7200 sec.; 
tty the radius of the index tube was 0-0735 cm. 

The equation for Ky uncorrected for the kinetic energy of flow, is 

ir Pgih-h) 

V log {KIKY 

The value of Ky corrected for the kinetic energy of flow, is given very approxi- 

'p g{fk-fh) _ vY 
log,(Ao/Ai) a^\ ■ 

Experiment of December 27, 1930. 

K uncorrected was 129800 at 19*46'^ C. The kinetic energy correction given by 
pVjiT^a*^ was 156; this is relatively small. The corrected value of K was then 129644. 
K reduced to a standard temperature of 20° C. became 127944. The correction 
for the resistance of the auxiliary tubes was 325, obtained from the expression 
8//7rr^, where r is 0-26 cm. and / is 56 cm. 

The final value of K was 127619. 



§11. SLOW-FLOW EXPERIMENT 

Let hyP^y V2 and K2 be the corresponding values of ^i, Pi, Vi and Ki for the 
slow-flow experiments, then P KV 

Since the evidence* is in favour of the viscosity having the same value at low 
rates of shear as at high rates, we may by using equation (i) write this as follows: 

p -^KV ^ ~^Q^Q3445^i + 0‘QQ0^35^ i^ 

* ■' ‘ * I+0-03445^2+0-000235tj* 


or 




2273TO 


I + 0-03445 <2+0-000235 V 


.(2). 


* A. and C. H. Griffiths, Proc. Phys. Soc, 88, 231 (1921). 
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This equation determines Pj, for the value of Ki has been determined experi- 
mentally» and and are measured directly. 

Method of making a slow-fUnv experiment. The apparatus is cleaned and filled. 
After the filling the manometer taps are so turned that they separate the horizontal 
circuit from the manometer. The tap Ay figure 2, is left open and in communica¬ 
tion wth a reservoir of distilled water. A pressure head is used so that the 
extremities of the manometer column are well out of the taps. A current of 
sufficient strength to maintain this pressure head is passed through the heating 
coil; this current is determined by a series of preliminary experiments. The water 
baths of the index tube and vertical tube may be gently stirred, and thermometers 
are placed vertically in these baths. A thermometer is also placed close to the 
centre of the manometer scale. The index taps C and D are turned so as to prevent 
any movement of the index. The apparatus is then left about twelve hours to 
ensure steady conditions. 

At the close of the waiting period the manometer taps are turned so that the 
manometer difference adjusts itself to the pressure arising from the convective 
flow due to the heating current. When the manometer reaches a steady state, the 
index taps C and D are turned so as to allow a movement of the index along the 
horizontal tube. The exact time of opening these taps is noted. 

The apparatus is now so arranged that the manometer liquid shall register any 
difference of pressure arising out of a density difference within the arms of the 
vertical tube due to the heating effect of the current, and the movement of the 
index should indicate the rate of movement of the convective flow along the 
horizontal tube. 

The whole apparatus is in a double-walled room. The position of the index 
and the manometer levels, the temperatures of the water baths of the horizontal 
and vertical tubes, and the temperature of the manometer are read at regular 
intervals. From these, the volume flow per second through the index tube, the 
pressure as indicated by the difference in manometer levels, and the temperature 
of the water in the index tube are known. The current strength is checked at 
regular intervals. The position of the index and of the manometer levels is judged 
by the methods already explained. 

§ 12. THE READING OF THE INDEX 

The positions of equal colour-intensity in the index and the corresponding 
concentrations in the graded concentration tubes are noted. A figure is then drawn 
on squared paper in which the readings of the positions of the tubes as abscissae 
are plotted against the concentrations as ordinates. A figure ABCDEy figure 6, is 
thus obtained. The figure is cut out and its centre of gravity obtained by balancing. 
The ordinate of the centre of gravity is taken as the reading of the index. 

An account of the reasons why Prof. Griffiths suggested the centre-of-gravity 
method may not be out of place. Let us, in the first place, suppose that there is 
a coloured index of uranine solution in an infinitely long horizontal tube of uniform 
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bore containing water at rest. Let it be assumed that the only cause of the elonga¬ 
tion of the index is diffusion, and that at a given moment the density of the solution 
is uniform over a cross-section at right angles to the length of the tube. For 
purposes of mathematical analysis the coloured index may be imagined to consist 
of an indefinitely large number of small elements bounded by vertical planes normal 
to the axis of the tube. The uranine in each element may be supposed to diffuse 
symmetrically, and therefore there can be no change, arising from diffusion, in 
the position of the centre of gravity of the uranine originally in the element. It 
follows then that as the position of the centre of gravity of each element is unaffected 
by diffusion, the position of the centre of gravity of the whole index is unaffected 
by diffusion, i.e. the centre of gravity of the uranine index remains exactly in the 
same position and is independent of diffusion. 



[A _ 


A3. _ 

3 

r. . M . . —^ 


. .. 

i 

4 



Figure 7 



Figure 6 


Now let us consider the case when the water is not at rest. An element of the 
uranine now experiences a movement due to two causes, one being the movement 
of the water in a given direction, and the other being due to diffusion, or molecular, 
movement. 

Let AB represent the horizontal tube along which the steady flow of water is 
taking place, and let p, q indicate two adjacent vertical planes normal to the 
direction of flow, at a distance {x^, - Xi) apart. Suppose the bore of the horizontal 
tube to be so small that in spite of the flow the density may be considered uniform 
over any cross-section such as p. Let PQR represent the cross-section of the bore, 
and da an element of area at S. 

Let be the concentration at the cross-section p; 
k the coefficient of diffusion of the solution; 

V the normal component of the velocity of the flow at 5, which is not 
constant over the cross-section. 


The quantity of uranine crossing the element da in time dt may be written 



dt, 


the integration being taken over the whole cross-sectional area. It is assumed that 
Cl is uniform over the plane Ay the intersection of p with the bore of the tube. 
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Then the quantity of uranine entering through p into the space between p and q 
equals r // r 1 

Yx\^da-k-^Jda\dt, 

the integration being taken over the whole cross-section. 

Let A be the area of the cross-section, and V the volume flow per second, then 
the quantity of uranine crossing p from left to right, the direction of the flow, may 
bewritten -hAdcJdAdt. 

Let U be the average velocity of the linear flow along the tube, U being defined 
as VIA; then the quantity of uranine entering through p into the space between 
p and q equals ^ ^ 

The quantity of uranine crossing q from left to right in time dt equals 
A [r2U - k {dcjdx {x^ - ^i) d\ldx^}] dt. 

The rate of increase of the quantity of uranine per unit time between p and q 
therefore equels AU(c,-cp + Ak(,,-x,) d^Jdx’. 

That is, the rate of increase of uranine per unit volume per unit time in the element 
between the cross-sections p and q equals 

A^{c 2 - fi) -f Ak {x 2 - Xi) d^cjdx ^ 
that is Udcldx + kdhjdx’^y 


or 


dc 

dt ' ^ dx'^ Jx^' 


I'his equation proves that there is no necessity to know the character of the 
flow along the capillary, so long as it is steady and uniform. The flow may be of 
the parabolic type or may be any function of the position of 5 in PQR ; in all cases 
the index varies in character in course of time, just as it would if the water moved 
through the tube with a constant velocity at all points in the tube. 

A mental picture of the flow is obtained if we imagine the liquid to be replaced 
by a transparent solid rod moving along the tube. Now moving the rod will not 
appreciably affect the diffusion in relation to the rod, and the centre of gravity of 
the index will therefore remain in the same part of the rod; and thus if the rod 
move with velocity f ^ the centre of gravity will move at the same speed. It may 
be noted that there is no need for the index to be symmetrical. 

So far we have only considered the elongation of the index as caused by diffusion. 
As a matter of fact the elongation of the index may be due to gravity. The move¬ 
ment due to gravity decreases with the increase in dilution, and also diminishes 
with a diminution in the radius of the capillary tube, as the effect of the viscosity 
of the water increases with the diminution in radius. 

Thus when the diameter of the capillary tube is sufficiently small, or the con¬ 
centration of the index solution sufficiently small, or, to be more general, some 


A,V 

U 
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unknown function of the diameter, concentration, and concentration-gradient ia 
sufficiently small, gravity may be neglected in comparison with diffusion. 

A number of experiments have been performed which prove that a weakening 
in the concentration of the solution or a diminution in the diameter of a tube does 
actually make the effect due to gravity appreciably small. 

To compare the effect of a combination of diffusion and gravity-convection 
with the effect due to diffusion alone, it is convenient to compare the transmission 
of uranine along a vertical tube originally containing water with that along a hori¬ 
zontal tube. It is quite easy to carry out rough experiments. In one series a 
Woulff’s bottle was employed. To study the horizontal transmission two tubes 
were fixed in the horizontal necks, the Woulff’s bottle was filled with water and 
the water was allowed to fill the tubes. The tubes were then sealed with indiarubber 
caps. The water in the Woulff’s bottle was then replaced by uranine solution. 
A third tube was filled with water, one end being closed. The water stays in 
position even when the tube is held vertical with the opening downwards. It is 
thus easy to place the vertical tube in position with the lower end in the uranine 
solution. 

A different apparatus has been used in which the transmission takes place 
down the tube. With a uranine solution of the same concentration as that used 
for the index, i.e. 0*25 gm./litre, and a tube of bore 1*5 nun., there was no sub¬ 
stantial difference between the horizontal and vertical transmissions. With a uranine 
solution of concentration 5 gm./litre, and tubes of bore 1*5 mm., the transmission 
horizontally was distinctly bigger than the pure diffusion upwards. The transmission 
down the vertical tube was considerable. With a uranine solution of concentration 
5 gm./litre, and tubes of bore 0*5 mm., the transmission vertically downwards 
was very much less than that down the tube of diameter 1*5 mm.; and the hori¬ 
zontal transmission was little different from the pure diffusion upwards. In prac¬ 
tice, in the course of time, the gravity-effect automatically becomes relatively less 
important. 

As has already been explained, the density of the uranine at various points is 
determined with the assistance of a series of graded proof tubes, as they may be 
called. Numerous readings are taken, and individual errors tend to average out. 
The method requires a long time for a complete reading. In practice the position 
of the index may be obtained to a fair degree of accuracy by taking the mean of 
readings in the neighbourhood of the points of inflexion of the graph, figure 6. 
It is not proper to take the mean of the whole number of readings, as this gives 
too much weight to the readings of the proof tubes filled with weak solutions. This 
method does not give the same position of the index as the centre-of-gravity method, 
but the difference between two positions of the index obtained by the two methods 
is roughly the same. 
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§ 13. INTERPRETATION OF THE EXPERIMENTAL RESULTS 

To find for one complete experiment the average value of the manometer 
difference, the mean of two consecutive readings was multiplied by the time 
interval between the readings. These products were then totalled for the whole 
experiment and divided by the complete time interval between the first and last 
reading of the manometer. This value should give the average value of the mano¬ 
meter difference throughout the experiment. A corresponding method was adopted 
with the temperature-readings. 

Experiment of February 6,1932. The average value of the manometer difference 
measured directly was 49*17 cm. 

The average temperature of flow was 21*2® C. 

The average flow per second was 0*00002052 cm? The flow per second was 
obtained by taking the initial and final positions of the index on the calibration 
graph, and dividing the volume thus found by the total time. 

Substituting in equation 2 the values of and we have 

Pj = 2*54 dyne/cm? 

If we consider the equation ' P ^ hgp 

where h is the manometer difference in centimetres and p is the density difference 
between the uranine solution and the water in the manometer, i.e. 0*00005245 gm., 
then h = 49*3 cm. 

As has been stated above, the manometer difference measured directly by the 
concentration tubes was 49*17 cm. Thus there is a difference between the measured 
and calculated manometer head of 0*2 cm. 

The correction for the manometer movement, A correction has to be applied to 
the measurement of the manometer difference because of the slight movement of 
the manometer during an experiment. 

Let r be the radius of the manometer tube, i.e. 0*0944 cm.; 

/ the length of the manometer tube, i.e. 169 cm.; 
rj the coefBcient of viscosity of the manometer solution at the temperature 
of the manometer. This is substantially the same as that of pure water. 
For a manometer movement dh performed in time dt 

V^Adhjzdt. 

Then the difference of pressure between the two ends of the manometer at any 
moment, where h is the average measured manometer difference during the move- 
ment^fA, equals gph^ 

The average pressure T over a time equals 


J r* dt 


I 

T 


[hdt 

gp] j + 

If P be the corrected pressure in dynes, then 

4/77 dh 

P = (gp X average difference of manometer levels) + - *- - 7 p, 


h,p 
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where A# is the initial and the final manometer difference in time T. 

= {gp < average difference of manometer levels) + 

The above proves that the corrected reading of the manometer equals the 
average difference of level plus 4/17/^^ multiplied by the average rate of change 
with respect to time of the manometer reading, however inconstant the rate of 
variation may be. Inasmuch as the correction is small, no great accuracy is required 
in the values of / and r. 

As an example of the correction for the manometer movement consider the 
experiment of February 6, 1932. 

The initial manometer difference was 49*20 cm. 

The final manometer difference was 49*72 cm. 

The change in manometer difference was + 0*52 cm. 

The total time of flow T was 1080 minutes. 

The temperature of the manometer was 21*8° C. 

The coefficient of viscosity was 0*00963. 

The density difference of the manometer solution was 0*00005245 gm./cm? 

If D be the correction in centimetres, then 

£)= 4flT]{hr-K)r^lg9T. 

Substituting the above values and changing the minutes to seconds, we obtain 
D — 0*12 cm. approximately. 

Therefore f 0*12 cm. has to be added to the average manometer difference of 
the experiment, i.e. 49*05 cm., to obtain the true manometer height; this equals 
49 17 cm. The average correction for the manometer movement taken over the 
whole range of experiments was 0*07 cm. This on an average manometer 
difference of 40 cm. is a correction of about 0*14 per cent. 

Various density differences were experimented with, and the results were 
tabulated as in the following example: 

Date, July ii, 1931. Time of flow 171*3 minutes. 

Total flow 1*718 cm? Rate of flow 1672 • cm?/sec. 

Mean temperature during flow 22*15'' C. 

Measured difference a of manometer levels 38*92 cm. 

Calculated difference b of manometer levels 39’14 cm. 

a J = - 0*22 cm. 

Current in quarter-milliamperes - 248. Density difference x 10® =- *5283 
gm./cm? 

a expressed in dyne/cm? = c ~ 20*17. 

b expressed in dyne/cm? = 20*29. 

r-rf~-o*i2 dyne/cm? 
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§ 14. PRECAUTIONS WITH WEAK SOLUTIONS 

It was found during an unfortunate period of work that with very dilute solu¬ 
tions of concentration-difference 0-00005 gm./cm?, the extremities of the uranine 
columns became fainter in the course of time, and to an unequal extent; and that 
when there was no heating current the levels did not come the same. This was 
found to arise from a definite diminution in the fluorescing power of the manometer 
solution, and was apparently due to the chemical action of traces of nitric acid 
left in the apparatus. The taps had become worn in the course of time, and there 
were the usual channels due to the turning of the plug in the barrel; thus there 
were many places where traces of acid could remain. 

The trouble vanished when a trace of caustic soda was added to the water used 
in the experiments. At this stage, as an additional precaution, the taps were re¬ 
ground; also a lubricant made up of a solution of pure unvulcanized rubber in 
pure vaseline was used. This solution was most satisfactory both as a lubricant 
and as a seal. 

During the preparation of an experiment, after the apparatus had been washed 
with dilute nitric acid, the manometer taps were removed, washed again with 
distilled water and dried, washed with a solution of sodium hydroxide, washed 
again with distilled water and dried, washed with methylated spirit and dried, and 
finally relubricated. The whole apparatus was in a double-walled thermostat room. 
In the case of the later experiments the electric stirrer was removed from the 
rectangular tank containing the horizontal capillary tube, in order to eliminate the 
possibility of vibrations affecting the results. 

With these changes the experimental work proceeded as with the stronger 
manometric liquids. The thermostatic conditions of the room were relied upon to 
maintain the apparatus at a reasonably constant temperature, and to keep an even 
distribution of temperature throughout. As an example, during the experiment of 
March 26, the average room-temperature varied by 0-4® C., and the temperature 
of the tank containing the index tube varied by 0-15° C. The temperature of the 
water jacket surrounding the heating section of the apparatus varied by 0-07° C. 
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§ 15. SUMMARY OF RESULTS 


Density 

difference 

(gm./cm?) 

Date, 

1931 

Mea¬ 

sured 

mano¬ 

meter 

differ¬ 

ence 

a 

(cm.) 

Calcu¬ 

lated 

mano¬ 

meter 

differ¬ 

ence 

b 

(cm.) 

Differ¬ 

ence 

fl — 6 

(cm.) 

Average 

difference 

Average 

difference 

°L 

a 

(dyne/ 

cm?) 

b 

(dyne/ 

cm?) 

a-b 

(dyne/ 

cm?) 

Difier- ' 
ence */„ 

0-0005283 

July 11 
July 19 
July 21 

38-92 

37-59 

37-86 

39*14 

37*54 

38*59 

- 0-22 
+ 0-05 
-0-73 

-0-3 

- 0-78 

20-17 

19*47 

19*62 

20-29 

19*45 

20-00 

- 0-12 

4* 0-02 

- 0-38 

- 0*59 

4 - 0*10 
- 1*90 

0-0002112 

July 25 
July 28 
July 31 
Au«. I 
Aug. 4 
Aug. 8 

51-93 
51*34 
5374 
52*86 
53*00 
53*24 

47*91 

48*83 

48*43 

52*47 

51*77 

53*35 

52*77 

52*77 

52-90 

- 0-54 
- 0-43 
+ 0-39 

H- 0-09 
+ 0-23 
+ 0-34 

•f 0-013 

4 * 0-025 

10-76 

10-64 

11*13 

10-95 

10- 98 

11- 04 

10-87 

10-73 

11*05 
10-93 
10-93 

10-95 

- o-ii 

~ 0-00 
4'0-o8 

4* 0*02 
4-0*05 
+ 0*09 

- rox 

— 0*84 
4 - 0*72 

4- 0-18 
+ 0*46 

4-0-82 

0-0001678 

Aug. 15 
Sept. 12 
Sept. 19 

48-48 

48*17 

48-52 

51*84 

52*34 

53*27 

53*25 

52*13 

0-57 
+ 0-66 
— 0-09 

+ 0-00 

+ 0-00 

7- 89 

8- 04 
7-97 

7*98 

7*93 

7*99 

— 0*09 
+ 0-11 

- 0-02 

- I-I 3 
+ 1*39 

- 0*25 

0-0001049 

1932 

Apr. 10 
Apr. 16 
Apr. 23 
Apr, 30 
May 7 

1 

50*77 

51*53 

53*01 

53*59 

52-21 

- 1-07 
~ 0-81 

- 0-26 
+ 0-34 
+ 0-08 

- 0-34 

- 0*65 

5*23 

5*30 

5-46 

5*52 

5*37 

5*33 

5*39 

5*48 

5*48 

5*31 

- O-IO 

- O -09 

- 0-02 
+ 0-04 
+ 0*06 

-1-88 
- 1-67 
-0-37 
-1-0-73 
-f-1*13 

0-00005245 

Feb. 6 
Feb. 13 
Mar. 26 
Mar. 30 
May 15 
May 21 

49-17 

54*35 

52-78 

52*39 

54*68 

5272 

49*51 

55*67 

52-82 

52-49 

53*55 

52*67 

- 0-34 
1*32 
- 0-04 
- 0-10 

4 1*13 

+ 0-05 

— O-IO 

- 0-19 

2*53 

2-80 

2-72 

2-70 

2-81 

2-71 

2*55 

2-86 

2-72 

2-70 

2*76 

2-71 

— 0-02 

- 0 06 

— 0-00 

— 0-00 

4- 0-05 
+ 0-00 

- 0-78 

- 2-10 

- 0-00 

- 0-00 
4-1-81 
+ 0-00 



1 



Average 
- 0-30 




Average 
- 0-27 


§ 16. TESTS OF ACCURACY 

The index tube was separated from the rest of the apparatus and a fine capillary 
tube was attached to one end, while the other end was connected to a head of 
water. By preliminary experiments the head of water and the fineness of the 
capillary tube were so adjusted that the flows of water through the capillary tube 
and index tube were approximately those of the slow-flow experiments. An index 
was introduced into the index tube, and its movement was measured by the centre- 
of-gravity method already explained in § iz of this paper. The corresponding flow 
of water through the index tube was measured by dipping the free end of the 
capillary tubing into a weighed beaker of water, whose surface was covered with 
medicinal paraffin oil. The increase in the weight of the beaker and its contents 
gave the flow of water through the index tube in grams. From the linear movement 
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of the index obtained by the method quoted above, the volume flow in cubic centi¬ 
metres was obtained from the calibration graph. The flow as given by the move¬ 
ment of the index should, if the method be right, equal that given by the weighing. 

The following results show that the measurements of the linear flow as described 
in this paper are correct to a fraction of i per cent. 


Bkperiments... 

I 

2 

3 

4 

5 

6 

7 

8 

9 

lO 

Pmsuie head, 
(cm.) 

30-0 

30-0 

27*0 

24*5 

20-5 

24*5 

14*3 

15*0 

6*5 

9*0 

Linear flow (cm.) 

96-29 

6 f 9 S 

8o-o 

88-85 

88*5 

92*45 

88-52 

900 

8395 

81-6 

Time (min.) 

261 

2X6 

320 

346 

390 

420 

540 

590 

1300 

1365 

Speed (cm./hour) 

22-14 

17-2 

15*0 

15-5 

12-9 

13*2 

9-84 

9-14 

3*9 

3*59 

Flow 

(io“* X cm?/min.) 

6330 

5139 

4279 

4422 

3879 

3788 

2805 

2625 

1104 

1023 

Index flow a (gm.) 

1-650 

r-093 

1*374 

1*525 

1*515 

1-584 

1*515 

1*544 

1*439 

1*399 

Flow by weighing 
b (gm.) 

1*652 

I-IIO 

1*368 

1-530 

1*513 

1*591 

1-507 

1*549 ' 

1*434 

1-396 

Percentage diflfer- 
cnce between a 
and h 

-0-12 

- - o-6o 

+ 0*40 

-0-30 

+ 0-17 

- 0-44 

+ 0-50 

-0-32 

-f 0-30 

+ 0*22 


The average percentage difference between a and b is 0*34 per cent. 


It ought to be mentioned that the taps were far from ideal: the bores of the 
taps were far from cylindrical in shape. In fact they were of conical shape near 
the barrel. The index had to travel through the wide spaces at the end of the bore 
and when it had emerged from the tube between the taps C and J5, figure 2, it 
was very unsymmetrical, and was longer than it would have been if the taps had 
been perfect. Moreover, shortly after emerging from the tap, the index had to 
pass through an enlargement of the bore made in the sealing together of the parts 
of the apparatus. This still further increased the dissymmetry and the length of 
the index. 

In order to test the accuracy with which the manometer could be read, experi¬ 
ments were made with a silica apparatus constructed according to the design 
suggested in figure 8. .4 is an ordinary tap, B and C are three-way taps 
of the same type as those used in the manometer. I’he length of the ap¬ 
paratus is about 30 cm., that is, the distance round the circuit is about 
60 cm., and the bore of the tube is about 0-2 cm. The part of the apparatus 
below 5 and C was filled with a uranine solution and that above B 
with distilled water. It was hoped that on arranging the taps B and C so 
that a vertical flow could take place, the difference in level between the 
ends of the columns of uranine solution would gradually become zero and 
remain zero. This was the case with the comparatively strong solution of 
uranine, viz. 0*000250 gm./cm? The difference did become zero and remained 
at zero; but with very feeble solutions the results were of an unexpected character. 
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The rate of movement of the ends of the columns in this latter case was not in 
accordance with the rate of movement as calculated from the dimensions of the 
apparatus, the viscosity of water, and the density of the uranine; and moreover 
the difference of level did not remain at zero after reaching zero, for when the 
difference of level was zero the columns were in movement, and the extremity of 
the left-hand column later became higher than that of the right, once by 2 cm. 
Then there was a slow reverse movement, and after two or three days the difference 
of level became zero. 

The experiments suggest that when the feeble solutions were used in the 
manometer described in this paper, it would have been better to have had an 
interval of two or three days after filling the apparatus before making comparison 
between the pressure as deduced from the flow and that given by the manometer. 
In practice the interval was generally from 16 to 20 hours. 

If it is possible to make further experiments, the hypothesis will be made that 
the anomalous results of the feeble solutions were due to small particles suspended 
in the water, and that these particles gradually subsided, or deposited themselves 
on the walls of the silica tube. 

The apparatus was made with the assistance of a grant from the Waller 
Research Fund. 
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AN APPLICATION OF A NEW METHOD, DUE TO 
PROFESSOR ALBERT GRIFFITHS, OF DETERMINING 
A SMALL CHANGE IN THE DENSITY OF A LIQUID 

By P. C. VINCENT, M.Sc., Research Student, Birkbeck College 

Communicated hy Prof. Albert Griffiths^ April 24, 1933 

ABSTRACT. The paper describes a manometer method for determining changes in 
the density of water due to prolonged contact with glass. 


T his paper is a continuation of a previous paper* and describes a rough 
measurement of the change in density of water which has been standing in 
glass tubes for days. It describes experiments which {a) support the hypo¬ 
thesis that the solution of the glass by water with a consequent increase in the 
density was responsible for the remarkable results obtained with the manometer 
made of glass tubing; (b) show that the density of water kept in a silica tube does 
not change appreciably in the course of weeks; and (c) enable the changes in 
density of samples of water which have been kept in contact with glass for various 
periods to be obtained. 



In 

Figure i. 


For simplicity of explanation consider the apparatus modified as in figure i. 
If the closed circuit be filled with liquid of uniform density, there will be no move¬ 
ment of the liquid; but if a denser liquid be introduced as indicated in the figure, 
and if the level A of the denser liquid be higher than the level JS, a movement of 
the index XY will take place from left to right. If on the other hand I? be at a 
higher level than Ay the movement will be in the opposite direction. 

By the virtual elimination of the parts HOAPJ of figure 2 of the prior paper, 
the apparatus depicted in figure i is obtained. In practice it was found advisable 


• Page 808 of this issue. 
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to introduce a length of indianibber tubing provided with a screw clip into HO 
and also to introduce a similar length of tube into the part P/. 

Experiments A. (i) After the apparatus had been filled with pure water and 
had settled down, a new sample of pure water was introduced into the space FNE* 
As was expected there was no movement of the index. (2) Four times, water which 
had been in glass tubes of diameter approximately 0*2 cm. for periods varying 
from 4 to 29 days was introduced into FNE. In each case the index moved in the 
direction expected. (3) Twice, water which had been in glass tubes for periods 
of 8 and 31 days respectively was introduced into the tube at the three-way tap P, 
figure I, so as to occupy the part of the tube PL. The index now moved in the 
opposite direction, i.e. in the direction expected. The details of the method employed 
are not given here. 

Experiments B. (i) Water which had been left in a silica tube of diameter 
0-2 cm. for 27 days was introduced into the space FNE. There was a negligible 
movement of the index and then it remained stationary. (2) Water which had 
been in the silica tube for 31 days caused a negligible movement of the index in 
the opposite direction and again came to rest. 

Consider the case in which the water from a glass tube has been introduced 
into the portion of the tube between F and P. At a given moment the flow is 
started. 

Let t be the time measured from the moment of starting; 

V the volume flow in time t\ 

z the coefficient of viscosity of the water; 

V half the volume in the manometer between the taps F and P, that is 

the total volume flow; 

A the area of the cross-section of the manometer tube. 


The circuit is not of uniform bore; letP denote the value of (L]/ri*-f Lg/rg^), where 
the letters have the obvious meaning. 

Let p indicate the difference in density between water that has been in the 
glass tube and pure water. 

Then, as is well known in the case of such a circuit, the relation between v and t 
involves an exponential function of the time, thus 

v^V{i -e-P% 


where A is a constant. The value of A in this particular case is 
I V 

Let / (v) be equal to ^ log<, then it can easily be shown that 


p-fm 

If t be plotted as abscissa and / {v) as ordinate, an approximation to a straight 
line is obtained, and p ^ tan where d is the angle the straight line makes with 
the abscissa. 

Experiments C. (i) The graph, figure 2, shows the result obtained in the ex¬ 
periment of June 8, 1930, when the manometer water had been in the glass tube 
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fat 29 da3r8, and where p = 0'000i3 gin./cm! (2) In a second experiment, where 
the water had been in the glass tub* for 7 days only, p — 0-000022 gm./cn^ 
(3) In a third experiment, where the water had been in the glass tube for 24 days, 
p » 0*000054 gm./cm* 



Figure 2. 

To save expense, part of the apparatus used for the manometer experiments 
described in the previous paper was employed. It might be an improvement to 
increase the diameter of the vertical tubes. In this case the speed of the index 
would not diminish considerably during the course of an experiment. If one knew 
the difference between the density of a standard weak solution and that of water, 
it would not be necessary to know the exact dimensions of the apparatus. The 
difference in density would be inversely proportional to the time taken for the 
index to move through a given range. 
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SOME COMPLEMENTARY COLOUR RELATIONS 

By ERIK GENBERG, Norrkoping, Sweden 

Communicated by J, Guilds September 12, 1933 

ABSTRACT, The author has determined pairs of wave-lengths which are comple¬ 
mentary with respect to equi-energy radiation taken as white. The energy and luminosity 
of one of the complementaries for unit luminosity of the white are given. 

§ I 

A pair of stimuli which, when combined in a certain proportion, are able to 
match white are known as complementary stimuli. These pairs can be 
L determined geometrically from the spectral curve on the colour triangle 
or algebraically from the C.I.E. colorimetric standards or the corresponding values 
in another system. In both cases the coordinates of the white must be known, 
and it is impossible to deal with complementaries except with regard to a certain 
selected white. 

When we seek to define a standard white, we find that there is nothing to make 
us prefer one blend of spectral energies to another. A unique white does not exist. 
Daylight, which we commonly consider as producing a colourless sensation, varies 
considerably in its properties both in different parts of the world and at different 
seasons, as well as at different times of the day. The daylight therefore is not a 
defined blend of spectral energies and cannot be used as an adequate definition of 
a white light. 

The only way to find a standard white is to discard subjective criteria of white¬ 
ness and choose a radiation with certain physical properties. The simplest of these 
radiations is the equi-energy radiation, and in the present paper this hypothetical 
blend is to be considered as the white, to which the complementary pairs are to 
be referred. 

It must be noted that the sensation produced by an equi-energy radiation does 
not differ very much from those produced by sources which we commonly con¬ 
sider as white, and therefore no serious objections can be raised against the above 
choice on the ground that it does not correspond to subjective white. 

We can imagine both real and unreal complementaries, but of greatest interest 
are the complementary relations for the real stimuli of maximum saturation, i.e. 
the spectral stimuli and the stimuli which lie on the straight line joining the two 
ends of the spectral curve, i.e. the most saturated purple colours. It is a well- 
known fact that the spectral stimuli in the middle region of the spectrum have no 
spectral complementaries, so in order to get a definition applicable throughout 
the whole spectrum, J. Guild* has proposed to term these pairs extreme comple¬ 
mentaries. 

* In a private letter to the author. 
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We denote a trichromatic unit of white and two complementary "fetimuli by 
Af and B. Their unit equations we denote as follows: 

IV^XoX + yoV-hZoZ] 

A == XiXyiYz^zl .(i). 

B — x^X y^ Y “f" z^Zj 

In the colour triangle these three colours must lie on the same straight line. 
As the condition for complementarity we therefore obtain 

^0 yo ^0 

yi ^1 .{2). 

^2 y 2 ^2 

For a system where the white lies in the centre of the colour triangle we get 

III 

Xi yi Zi -o .(3) 

.^2 y 2 ^2 

and Xi ^^—- —~ = I .(3 a). 

y 2 -X 2 

From this equation we can derive the spectral complementaries shown in the 
table. For the spectral stimuli, which have no spectral complementaries, the 
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Figure i. The spectral complementaries in regard to equi-energy-white. 

extreme complementaries must lie on the straight line joining the two ends of the 
spectral curve. We denote a trichromatic unit of the two end colours by M and N, 
and their unit equations as follows: 

M^x'X+y Y^z'Z\ 

N ==x"X^y'’Y + z''z] . 
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If the colour A lies on this line, its co-ordinates must satisfy the equation 


.( 5 ). 

.(S «)• 

.( 6 ), 

.(7). 

.( 8 ). 


In the C.I.E. system we obtain 
A' = 700 


(S. 6) 

We now derive 

(3. 7) 


* =07347 
y' = 0-2653 
yi = 0-4643 


A" = 380 
x’ = 0-1741 
y” ■■= 0-0050J 
*1-0-0758 


^ (yjj - 1-2274) (x, +0-0758) 

’ (m-1-3929) (**-0-5357) 


From the equations (7) and (8) we can calculate the co-ordinates for the extreme 
complementaries which are non-spectral stimuli. These also are shown in the table. 


We shall now calculate the quantities of the complementaries which are necessary 
to match the white, and therefore we transform its co-ordinates to the system ABC^ 
C where C is an arbitrary colour with the unit equation 

8 Cx^X + y^Y + z^Z .(9). 

A and B are defined above. The new unit equation for white we write 

.(10) 





aA 

-h bB 4 


and obtain 


a = 

iD, 

3 ^ 






I Dj 

3 ^ 






iD, 





c =- 

ZD] 



where 
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I 

I 

0. 
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*i 

y^ 
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D 


D = 
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y» 
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etc 


■fii), 












a + b^i (iz). 

The luminosities we denote by L and obtain 

Lw--aLjt^bLB (13), 

Lji — XiLx -hyiLy + . 

f~ y%Ly H" I 

(na, 13, 14) Lw^\{L^-^LyVL.) .(13 a). 


The luminosity of that quantity of the colour Ay which with its complementary 
colour B matches a white colour of unit luminosity, we denote by La and get 
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Figure 2. Luminosity values for spectral stimuli matching equi-energy white 
of unit luminosity with their extreme complementaries. 


L 


In the C.I.E. system 



L*-=oj 



Ly=l 

.(16), 


L, --- 0 ^ 


(15.16) 

r t - 

.(i 5 «)- 


If the standard visibility function is denoted by V, the energy which corresponds V 

to the luminosity L* is expressed, in arbitrary units, by 

= .(I?)- 

From equations (15 a) and (17) the luminosity and energy values shown in 
the table are palculated. 
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Table. The complementary colours which for a 1931 C.I.E.-standard observer 
chromatically equivalent to an equi-energy radiation of unit luminosity 



0 

•-4 

Ea 


700 

0-344 

84 

493*9 

690 

0-345 

42 

493*9 

680 

0346 

20*4 

493*9 

670 

0-348 

10*9 

493*8 

660 

0352 

5*77 

493*7 

650 

0-359 

s-36 

493-6 

640 

0-371 

2*12 

493*5 

630 

0-391 

1*47 

493*2 

620 

0*421 

1*10 

493-6 

610 

0 - 47 * 

0*94 

491*7 

600 

0*553 

0*88 

490*0 

590 

0-675 

0*89 

486-8 

580 

0*836 

0*96 

479-6 

570 

0*992 

1*04 

427*3 




X y z 

560 

0*903 

0*91 

0*2963 0*0618 0*6419 

550 

0*840 

0*84 

0*3549 0*0890 0*5561 

540 

0*796 

0*83 

0*3896 0*1051 0*5053 

530 

0*759 

0*88 

0*4151 0*1169 0*4680 

520 

0*727 

1*02 

0*4395 0*1283 0*4322 

510 

0*699 

1*39 

0*4771 0*1457 0*3772 

500 

0*673 

2*o8 

0*5656 0*1868 0*2476 

490 

0*447 

4*05 

h 

600*0 

480 

0*171 

2*32 

580-4 

470 

0*071 

1*46 

574-8 

460 

0*036 

1*12 

572-4 

450 

0*021 

1*06 

57 r -3 

440 

0*013 

1*08 

570-5 

430 

o*oo8 

1-36 

570-1 

420 

0*006 

2*92 

569-9 

410 

0*006 

9*1 

569-8 

400 

0006 

27*4 

5697 

390 

0*006 

93*0 

569-7 

380 

0*006 

286 

569-7 
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EDWIN EDSER, A.R.C.Sc., F.Inst.P. 

Edwin Edser, who died on August 17, 1932, will be remembered as an inspiring 
colleague by many who at some time had the privilege of working with him, and 
as a clear exponent in many branches of physics by the much larger body who 
used his text-books. He always brought original ideas to the solution of any 
problem, and although he was best known as an experimentalist, he was no mean 
mathematician. In his text-books he always avoided the use of the differential 
and integral calculus but, as he said, a use of the calculus often evades the real 
understanding of the problem, and anyone familiar with the methods of the 
calculus can abbreviate the proofs he gave by employing the symbolic method. 

Edser completed his days as a student at the Royal College of Science in 1892 
by taking the Associateship of that College, but at this early date he exhibited his 
originality and experimental ability by devising in conjunction with Herbert 
Stansfield a portable instrument for measuring magnetic fields* which shows a 
care in the detail of construction not always attained. From 1892 to 1895 Edser 
was a demonstrator in the physical laboratory of the Royal College of Science, 
and during this time his chief interest lay in constructing an efficient form of 
Michelson’s interferometer with the view of measuring the effect of the motion 
of water upon the velocity of light propagated in the direction of movement of 
the water. In conjunction with Prof. A. W. Rucker he showed that the combina¬ 
tion tones produced by two sounding bodies had an objective existencef. Attaching 
one of the mirrors of Michelson’s interferometer to a fork of pitch equal to the 
required combination tone, he showed by the disappearance of the fringes that 
the fork was resounding and consequently that the tone had an objective existence 
and was not a subjective effect. 

From 1895 to 1903 Edser was in charge of the teaching of physics in the 
South-Western Polytechnic, Chelsea, and during this time he published, with 
C. P. Butler, the simple method of calibrating prismatic spectra which still goes 
by his namej. Two reflecting surfaces at a small angle, such as two pieces of plate 
glass, are placed in front of the slit of the spectroscope. The spectrum is then 
crossed by a number of light and dark hands which form a wave-length scale, so 
that if any two lines of known wave-length are present, the other lines can be 
determined to within 0*4 tenth-metre. At this time too he found one of those 
gaps in classical theory which, as he said, he had always looked for but never hoped 
to find. This is indicated in the title of his paper to the Royal Society “An exten¬ 
sion of Maxwell’s electromagnetic theory of light to include dispersion, metallic 


• PkiL Mag, 34 , 186 (1892). 
X Phil, Mag, 46 , 207 (1898). 


t Proc, Phys, Soc, 18 , 412 (1895). 
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reflection and allied phenomena”*. Treating a dielectric as consisting, like an elec¬ 
trolyte, of molecules having two oppositely charged atoms, we have in the simplest 
ca«. in . fidd P, + 

where i + represents the dielectric constant. Maxwell’s first equation is 
unchanged, but the second equation is modified by adding Sgt;* to the displace¬ 
ment current, where q is the atomic charge and Va, the velocity of that charge. 
Subsidiary equations for atomic vibrations (rotational and separational) are given, 
and finally 






V’ 


which is the most general form of Ketteler’s dispersion formula. Double refraction 
in uniaxal crystals is discussed, an extension is made by introducing a viscous 
term, and the ordinary laws of metallic reflection as given by Cauchy are deduced. 
His treatment is an improvement on Helmholtz’s theory, as a more definite physical 
significance is given to the constants introduced. 

From 1903 to 1914 Edser was Head of the Department of Physics at the 
Goldsmith’s College, and took considerable part in the academic work of the 
University of London. In 1914 he published a paper on “ The reflexion of electro¬ 
magnetic waves at the surface of a moving mirror ”f. By showing that a unit 
charge in the conducting mirror is subject not only to the electric fields of the 
incident and reflected waves but also to a force in their magnetic fields due to its 
own motion with the mirror, he proved that the amplitude of the reflected wave 
is not the same as that of the incident wave. The case of oblique incidence also was 
treated. 

From 1915 Edser devoted himself to the work of Minerals Separation, Ltd. 
and here his interest in the subject of surface tension proved of immense value. 
His two articles in the Reports on Colloidal Chemistry of the British Association 
are of importance in the metallurgical processes concerned, but above all make a 
valuable and fascinating addition to the literature on the subject. The first article 
on “Molecular attraction and the physical properties of liquidscomprises in 
the first place a review of the possible laws of attraction which account for the facts 
of surface tension, intrinsic pressure, and cohesion, giving in historical order the 
methods of Laplace, Rayleigh and others. Then, assuming that attraction x r”**, 
he calculates the cohesion by two independent methods: first directly from the 
definition of cohesion by integration, across an imaginary plane, of the forces due 
to the individual molecules on opposite sides* of it; and secondly from the ex¬ 
pression for cohesion extracted from the virial equation of Clausius. The two 
methods give identical results, n must be greater than 4 for cohesion to exist at all. 
Surface tension is then calculated by Gauss’s method and it becomes obvious that 
for surface tension to exist at all n must be greater than 5. From the surface 
tension of very small bubbles and drops it appears that n must be greater than 7. 


* Proc, R.S. 68, 91 (1898). t Mag, 28 , 508 (1914). 

X Fourth Report Coll, Chem, Brit, Assoc, p, 40 (1922). 
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Probably » = 8. No assumptions are made as to the structure of the molecule. 
Two further conclusions are aimed at, namely that the energy of surface tension 
exists to the extent of 94 per cent in a layer one molecule thick, and that at a 
depth equal to a molecular diameter the intrinsic pressure is 8*5 per cent less than 
the maximum value in the interior of the liquid. Tables of surface density calcu¬ 
lated from latent heats for 65 substances show sufficient agreement with the ex¬ 
perimental values to bear out the validity of the work, and a similar agreement 
exists in the case of 84 substances in which it is calculated from the density and 
thermal expansibility. The remaining paper* on “The concentration of minerals 
by flotation” describes the flotation of heavy bodies on liquids and its applications 
in separating floatable materials such as galena and blende from non-floatable 
materials such as quartz. A heavy body which floats upon a liquid is supported 
by the surface tension of the liquid and by the hydrostatic pressure of the liquid 
below it; the former predominates for small bodies and the latter for large ones. 
The adhesion to bubbles in a froth has a similar cause and the methods of pro¬ 
ducing flocculation and deflocculation are described and discussed. Flocculation 
is explained in terms of the angle of contact between the air-liquid surface and 
the liquid-solid interface owing *to the repulsion of the water from between the 
particles and the consequent moving together of the particles as though attraction 
existed. The particles that can be flocculated are exactly those that can float on 
a liquid less dense than themselves. 

Every branch of physics touched by Edser was elucidated by his active mind, 
and although his work was not all well known it was all of high intrinsic merit. 

S. G. STARLING 

• Fourth Report Coll, Chem, Brit, Assoc, p. 263. 
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SIR RICHARD THRELFALL 

With the passing of Sir Richard Threlfall in July 1932 a gap was left in the ranks 
of men of science which, in these days of specialization, it will be hard to fill, for 
Sir Richard was many-sided in his interests and yet no dilettante. He spoke with 
knowledge and authority among chemists, physicists, and mechanical or electrical 
engineers, and was keenly interested in horticulture and entomology. Once his 
interest in a problem was aroused, no matter what the subject, he would attack it 
scientifically, and continue the attack from all sides until he could see clearly the 
way to a solution. By training and inclination he was a physicist, and spoke of 
himself as a “chemist by adoption*’: nevertheless it was to Sir Richard Threlfall 
that the Society of Chemical Industry in 1929 awarded its medal—^the blue riband 
of the profession of applied chemistry. 

He used to relate how, as a boy, he learnt all the tricks of the trade that the 
village blacksmith could teach him, and spent his pocket-money on materials for 
experiments, making most of his own apparatus. To the end of his life he preferred 
the old type of Bunsen burner to the more modern adaptations of it. His book 
Laboratory Arts (Macmillan), first published in 1898, was no scissors-and-paste 
compilation; it was obviously written by one who had himself used the methods 
there described, many of which were original. 

Of the twenty or so various researches, the results of which he published during 
the period 1886-1899, many have a distinct bearing on pure chemistry. From his 
early association with Prof. J, J. Thomson in researches on the effect produced 
by the passage of electric discharge through pure nitrogen and on the production 
of ozone he was led to study the electrical properties of pure substances; in the 
Philosophical Magazine for 1893 he describes the preparation of pure nitrogen and 
attempts to condense it, and in the Philosophical Transactions for 1894 he describes 
the electrical properties of pure sulphur. 

It was during his residence in Sydney (1886-1899) as Professor of Physics at 
the University that Threlfall became interested in the study of fuels from the 
chemical as well as the physical point of view, and he was appointed President of 
the First and Second New South Wales Royal Commission on the spontaneous 
combustion of coal cargoes. His interest in fuel problems and the economic 
generation of power found scope at a later date when in 1899 he joined the firm 
of Messrs Albright and Wilson, Ltd., of Oldbury, Birmingham. Here he devoted 
himself to the direction of researches bearing on the application of engineering, 
and particularly electrical engineering, to chemical manufacture. The generation 
of producer gas and its distribution early claimed his attention, and formed the 
subject of a paper read to the Society of Chemical Industry in 1907. The methods 
then used for the metering of large volumes of producer gas were far from satis- 
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fi^ory, on account of interference due to deposition of tar in the mains. Threlfall 
selected the Pitot-tube method as the most suitable and, after a careful study of 
the factors involved, incorporated it in a continuous recording instrument, which 
he described before the Institution of Mechanical Engineers in 1904. 

Sir Richard Threlfall’s intimate knowledge not only of fuel problems but also 
of the requirements of industries depending upon the economic utilization of our 
fuel supplies led to his appointment as Chairman of the Fuel Research Board in 
succession to Sir George Beilby. 

As Technical Director of Messrs Albright and Wilson, Ltd., which post he 
held until shortly before his death, he undertook the investigation of electro¬ 
chemical methods for the commercial production more particularly of potassium 
chlorate, ammonium persulphate and electrolytic zinc. Many of his noteworthy 
achievements in this connection are necessarily as yet unpublished. They are 
triumphs of chemical engineering. As early as 1894, when resident in Australia, 
he had been interested in the zinc workings at Broken Hill and had recognized 
the potentialities of pure electrolytic zinc, but it was not until nearly fifteen years 
later that the commercial production of pure zinc became attractive. Threlfall 
courageously decided to manufacture from fused zinc chloride. The economic 
production of zinc chloride and its dehydration on a large scale in such a way as 
to avoid the formation of the oxychloride had not hitherto been achieved. A full 
description of the process, together with the still more original methods used for 
electrolysis of the fused chloride, is to be found in the Transactions of the Society 
of Chemical Industry for 1929. On reading the account of this work one is struck 
with the tenacity and perseverance shown in overcoming almost insuperable diffi¬ 
culties in the use of unusual materials of construction. The more difficult the 


problem experimentally, the more it appealed to Threlfall—his interest was “where 
the cackle ends and where the ’osses begin.” 

During the War his services were enlisted on the Trench Warfare Committee, 
and subsequently on the Board of Invention and Research and the Chemical 
Warfare Committee. In this capacity he was instrumental in initiating many lines 
of activity. He was early recognized as an authority on the production of smoke 
screens and bombs. Jointly with Sir William Ramsay he was the first to explore 
the possibility of developing supplies of helium for use in airships within the 
Empire, and in his own laboratory he carried out many experiments on the pro¬ 
duction and safe handling of hydrogen. 

As Chairman of the Chemistry Co-ordination Research Board, Threlfall saw 
clearly the need and scope for a national research institution, and chemists owe to 
him more than to any other the foundation of the Chemical Research Laboratories 
at Teddington—a fitting monument to a life spent in the service of technical 


chemistry. 


G. KING 
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SIR RICHARD THRELFALL, the experimentalist 

Sir Richard Threlfall was essentially a skilled experimentalist ready to 
embark on any difficult investigation that interested him, and it may be said that 
the more difficult it was the more he revelled in it. In all he did his strong 
personality asserted itself. 

The variety of laboratory operations which he had practised is illustrated in 
his book On Laboratory Arts (1898) which, like Shenstone’s book on glass-blowing, 
bears on every page clear evidence of personal attention to detail. Detail is hardly 
the word; I mean the minutest detail in an operation which is important in facili¬ 
tating its practice or in ensuring success. Those who are not themselves skilled 
experimenters, that is those who do not do things but merely talk or write or 
calculate about things done by others, may not appreciate how much there is in 
such detail. Threlfall in his book emphasized this, for he said he had not, except 
where he had specifically stated the contrary, described any operation which he 
had not practised himself, and he might have added ‘‘in which he was not also 
an adept.” 

His manipulative skill was great and the fact that he had lost several fingers 
from too incautious experiment with nitro-explosives did not deter him from his 
beloved laboratory pursuits. 

It seems to me a sad reflection that his book on laboratory arts should so long 
have remained out of print. A new edition was badly needed and in his last years 
he was, it seemed to me, rather half-heartedly preparing for a new edition. It is 
to be hoped that someone who is equally skilled and who is familiar with the multi¬ 
tude of modern laboratory operations at first hand may be induced to carry on where 
Threlfall left off, and complete a new edition. 

Threlfairs exceptional personality must have been a surprise to the University 
authorities at Sydney when he first arrived as the newly appointed professor of 
physics. He found they had nothing at all in the way of laboratory or equipment. 
No doubt there was a blackboard, Threlfall demanded instantly that tools and 
apparatus of which he presented a list should be provided. ITiis was an uncon¬ 
templated, and no doubt some thought it an unnecessary, expense, and when they 
seemed disinclined to meet his wishes in the matter he answered “lam going back 
to England by the next ship.” He got all he wanted. I regret that I cannot refer 
to any document to confirm this story. It is just as I remember it from his own 
lips. It may in detail be not exactly right but substantially it is. 

From his book, of which I am glad to own a presentation copy, it will be seen 
how thoroughly he pursued and how far he advanced in a number of difficult 
laboratory arts. His glass-blowing was quite exceptional for a non-professional, 
and the casual amateur would do well to notice, merely as one instance of attention 
to detail, how much trouble and care Threlfall took in cleaning his glass before 
operating upon it. 
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It used to be not unusual to find amateurs who make their own telescope 
mirrors, and some really excellent mirrors have so been made. It is sufficient to 
mention A. A» Common, who started as an amateur. Threlfall, however, went further 
and made an acromatic telescope objective and other lenses. This was before the 
days of the triple objective, so we find the ordinary acromatic pair of flint and crown. 

Among the laboratory operations described in detail by Threlfall was one which 
more particularly interests me, that of making quartz fibres. These attracted much 
attention in this country when I first showed them in 1887, but I do not remember 
that anyone here meddled with them until Shenstone, a Master at Clifton College, 
got interested. Threlfall, however, read about them, and not deterred by the handicap 
of missing fingers experimented at first unsuccessfully. On reading further accounts 
he started again and succeeded perfectly. He then found that in describing the 
perfect elasticity of the fibres I had understated the case and, as he said in the 
words of the Queen of Sheba, the half had not been told to him. It may be of 
interest to give what I believe to be the reason for his first want of success, because 
I experienced this myself for I think two whole days. It is repugnant to anyone 
who is a glass-blower to try to do any work in the flame, and it must have been 
as impossible for Threlfall as it -was to me to dare to draw the fibres actually in 
that intensely hot oxyhydrogen flame. I still cannot understand why they do not 
draw off. Threlfall made use of the extreme perfection of the elasticity to make a 
gravimeter, but then he found that the fibres had a positive temperature coefficient 
of rigidity which required very good thermostatic means to counteract it. 

In later years Threlfall developed a recording gas calorimeter, and to resist the 
highly corrosive products of combustion of the Mond gas for which it was made 
he used pure lead for the combustion chamber. In this I was glad to follow him 
until I found a better material. 

I regret that I am unable to add any observations on his later activities. These 
have related largely to manufacturing operations, and naturally he did not discuss 
these outside the works. 


C. V. BOYS 
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Applied X-Rays, by G. C. Clark. 2nd edition. 470 pp. (McGraw-Hill.) 30J. net. 

This well-known work has won a niche for itself in the literature of the subject. The 
second edition is considerably larger than the first and the matter is presented in a more 
logical order. The book is divided into two parts, the first dealing with general physics 
and the applications of X-rays, and the second with the X-ray analysis of the ultimate 
structures of materials. 

The book has been largely re-written except for some of the material in the earlier 
portions. The results of the crystal analysis of elements-and compounds are brought up 
to date and valuable tables of the structures of elements and compounds are included. 
A useful and concise account is given of the structure of alloys and the attempts which 
are now being made to explain their properties. This is followed by a summary of recent 
work on the diffraction of X-rays by liquids and amorphous bodies. Completely new 
chapters have been written on chemical analysis by X-rays, inorganic crystal chemistry 
(in which the laws of formation of crystals, types of bonding, co-ordination in crystals, 
etc. are discussed according to recent notions) and the structure of highly polymerized 
organic substances found in nature. 

The author has endeavoured to supply sufficient theoretical framework to elucidate 
the interpretation of the results obtained by X-ray methods, but the theoretical explana¬ 
tions suffer in general from too much compression. This is especially noticeable in the 
account of the determination of atomic arrangement from intensity data. 

We have noted a few omissions and inaccuracies. The two photographs of single 
crystals of sapphire on p. 352 are incorrectly described as Laue patterns, and it is a little 
surprising to find in the section dealing with fibre-structure no indication of any methods 
other than trial and error, and that no reference is made to the pole-figures of Wever, 
upon which so much of the best work depends. 

The book bears evidence of an attempt to cater for the intelligent inquirer and at the 
same time to satisfy the experimentalist, and on the whole the attempt is successful. 
An immense amount of information is contained in it, and it will no doubt continue to 
be used by those who are interested in the subject of applied X-rays. 
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